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PUNGUS-FLOEA. 



OCHROSFORAE. 

The colour of the spores ranges in the various genera from 
pale dingy ochraceous, through bright ochre, to rusty-orange 
and ferruginous. In form the spores are either elliptical and 
symmetrical ; elliptical, but oblique or pip-shaped, and either 
smooth or minutely rough or granular. In some species 
of Inocyhe the spores are irregularly globose and coarsely 
nodulose or warted. 

The simplest forms are either resupinate, or sessile and 
attached by the margin ; and from this condition there is 
a sequence through the central-stemmed forms, having 
decurrent, adnate, adnexed, and free gills respectively. In 
PhoUota there is a distinct interwoven ring on the stem, and 
in the large genus Coriinarim the secondary veil consists of 
fine cobweb-like hyphae from the first, which form a very 
imperfect zone round the stem, and also frequently hang in 
shreds from the margin of the pileus. 

ANALYSIS OF THE GENERA. 

A. Gills separating spontaneously or very easily from the 
flesh of the pileus. 

Paxillus. — Margin of pileus persistently involute. 

6. Gills not separating spontaneously nor easily from the 
flesh of the pileus. 

t Universal veil cobweb-like, distinct from the cuticle of 
the pileus. 

VOL. II, B 



2 FUNGUS-FLORA. 

Cortinarius. — Stem fleshy, continuous witli the flesh of 
the pileus ; gills soon powdered with the ochraceous 
or ferruginous spores. 

ff Universal veil never cobweb-like. 

* Stem excentric or absent. 

Crepidotus. — Fungi growing on wood. 
*• Stem central. 
§ Stem without volva and without ring. 

Tnbaria. — Gills decurrent ; stem cartilaginous. 

Plammula. — Gills decurrent or adnate; stem fleshy, not 
cartilaginous, 

Galera. — Stem cartilaginous ; margin of pileus straight at 
first ; gills adnexed or adnate. 

Naucoria. — Stem cartilaginous ; margin of pileus incurved 
at first ; gills adnexed or adnate. 

Hebeloma. — Stem fleshy, not cartilaginous; cuticle of 
pileus glabrous, viscid ; gills sinuato-adnexed. 



FIGURES ILLUSTRATING THE OCHROSPOBAE. 

Fig. 1, Crepidotus calolepis, upper surface ; nat. size ; — Fig. 2, under 
surface of same; nat. size;— Fig. 3, section of same; nat. size; — Fig. 4, 
section of Tubaria furfuracea, nat. size, a small specimen; — Fig. 5, 
Galera tenera ; nat. bize of a small specimen ; — Fig. 6, section of same ; 
nat. size ; — Fig. 7, Pluteolus reiiculatus ; section ; nat. size of a small 
specimen ; — Fig. 8, Naucoria temulenta, one-third nat. size ; — Fig. 9, 
section of same ; half nat. size ; — Fig. 10, FhoUota mutahilis, nat. size ; — 
Fig. 11, Inocyhe scaher ; one- third nat. size; — Fig. 12, section of same; 
one-third nat. size;— Fig. 13, spores of same, x 400; — Fig. 14, spores of 
Inocyhe asterospora^ X 300; — Fig. 15, Flammula purpurataj half nat. 
size; — Fig. 16, Hebeloma glutinosus; section half nat. size; — Fig. 17, 
spores of same, x 300 ; — Fig. 18, Bolbitius apicalis ; half nat. size ; — 
Fig. 19, spores of same, x 300. 
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Inocybe. — Stem fleshy not cartilaginous ; cuticle of pileus 
flbrillose or silky ; gills sinuato-adnexed. 

Bolbitius. — Pileus membranaceous; gills soon deliques- 
cent. 

Fluteolus. — Gills free. 

§§ Stem furnished with a volva or ring. 

Fholiota. — Ring present ; volva absent. 

Acetabularia. — Volva present, ring absent. 



PAXILLUS. Fries. 

Pileus symmetrical, excentric, or conchiform ; margin invo- 
lute, more or less fleshy ; stem central, excentric, lateral, or 
absent, expanding at the apex without differentiation into 
the flesh of the pileus ; gills decurren t, usually separated 
from the flesh of the pilens by a thin diiferentiated horny or 
cartilaginous layer, hence easily separated from the latter; 
spores dirty white or pale ferruginous. 

Paxillus, Fries, Gen. Hymen., p. 8 ; Cke., Hdbk., p. 285. 

The most pronounced characteristics of the present genus 
are : the strongly involute pileus, the decurrent gills easily 
removable frotii the flesh of the pileus, and the dingy or 
ferruginous spores. 



ANALYSIS OF THE SPECIES. 

I. Lepista. — Pileus entire, central ; spores dirty white 
(rather ferruginous in P. jpanaeolus), 

II. Tapinia. — Pileus usually excentric or resupinate; 
epores ferruginous. 
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I. LEPISTA. 

Paxillus lepista. Fr. 

Pileus 2-4 in. across, flattened or depressed, dirty white, 
or cream-colour, sometimes minutely cracked or scaly, margin 
thin, even naked, strongly involute; gills narrow, rather 
crowded, decurrent, dingy white, then pale buif, easily sepa- 
rating from the pileus ; stem 2-4 in. long, ^ in. or more thick, 
solid, flesh compact white, dingy white or cream-colour, with 
a separable cartilaginous cuticle that passes continuously 
between the gills and the flesh of the pileus ; spores dingy, 
broadly pyriform, 6 x 8 /x. 

Paxillus lepista. Fries, Hym. Ear., p. 402; Cke., Hdbk., 
p. 285 ; Cke., Illustr., t. 872. 

On the ground, usually in woods. Distinguished from 
the large white species of Clitocyhe by the strongly involute 
margin of the pileus and the dingy gills and spores. 

Stem solid, compact, spongy-elastic, at length hollow, due 
to insect larvae, sometimes short, 1 in. or a little more, 
attenuated downwards, sometimes 3-4 in. long, equal, base 
always praemorse, J in. thick and more, whitish, sometimes 
tinged rufous or brownish, base white, villose. Cuticle of 
stem rather homy, contiguous with and similar to the 
hymenophore. Pileus sometimes (young) compact, fleshy, 
then (when old) thin, 3-4 in. and more broad, piano-depressed, 
obtuse, not striate, but towards the margin torn into 
sqnamules, dry, dirty white, the involute margin commonly 
undulately flexuous. Flesh white. Gills deeply decurrent, 
slightly branched, but simple at the base, 2-3 lines broad, 
crowded, entire, dirty white becoming darker. Spores pallid 
reddish brown. Smell like meal, rather rancid. (Fries.) 

Paxillus Alexandri. Fr. 

Pileus 2-3 in. across, flesh thick, compact, plane then 
depressed, margin strongly involute, dry, unpolished, fawn- 
colour or dingy yellowish-white, the margin when expanded 
faintly striate ; gills decurrent, crowded, 1 line broad, honey- 
colour; stem §-1 in. long, J-J- in. thick, solid, whitish; 
spores pipHshaped, 7-8 X 4 /x. 

Paonllus Alexandri, Fries, Hym. Eur., p. 401 ; Cke., Hdbk., 
p. 379; Cke., Illustr., pi. 1162. 
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On the ground. 

Very hard and compact. Almost exactly resembling a 
small form of Ladariua vellereus, but known in the field by 
the honey-coloured gills. 

Allied to Paxillus sordarivs, but at first sight almost exactly 
resembling Paxillus involutus, stem about J in. long, but 
above an inch thick, coalescing with moss downwards. 
Pileus 2-3 in. broad, rarely more. Flesh yellowish- white ; 
spores whitish. (Fries.) 

Paxillus extenuatus. Fr. 

Pileus 1J-3J in. across, rigid, disc very fleshy, becoming 
quite thin towards the margin, campanula to-con vex then 
flattened, naked, glabrous, moist, brownish-tan, or yellowish- 
tan, margin involute, pubescent, even ; gills deeply decurrent, 
closely crowded, arcuate, about 2 lines broad, white then 
mouse-colour; stem l|-2 in. long, 3-5 lines thick, elastic, 
fibrous, tough, glabrous, solid, ending in a tuberous rooting 
base. 

Panaeolus extenuatus. Fries, Epicr., p. 316; Cke., Hdbk., 
p. 286 ; Cke., lUustr., pi. 873. ? 

Grassy places in fir woods, &c. 

The mycelium at the base of the stem adheres to the soil 
and forms a tuber. Cooke's figure quoted above has the gills 
yellowish white. 

Stem solid, spongy within, fibrous outside and tough, 
rather homy, elastic, conico-elongated and rather clavate 
when young, then more equal, 1^-2 in. long, ^ in. thick, 
glabrous, pallid, base incrassated and rooting, binding the 
humus into a large bulb. Pileus fleshy, disc compact, rest 
thin, even, glabrous, moist, at first convex, gibbous, then 
expanded, obtuse, cracking, l|-3 in. broad, clay-colour or 
brownish clay-colour. Margin at first involute, downy, at 
length expanded, very rigid and fragile. Flesh watery, 
white, rigid, not a line thick except at the disc, splitting ; 
gills deeply decurrent, arcuate, crowded, linear, very narrow, 
whitish. (Fries.) 

Paxillus panaeolus. Fr. 
Pileus 1-2 in. across, flesh thin, convex then plane, 
becoming rather depressed, glabrous, moist, whitish, margin 
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thin, involute ; gills slightly decurrent, crowded about 1 line 
broad, at length watery ferruginous; stem 1-1^ in. long, 
2-3 lines thick, fibriUosely striate, thickened downwards, 
rafescent, stuffed ; spores subglobose, pale ferruginous, 5 ft 
diameter. 

PcLxtUua panaeoluSj Fries, Monogr., pp. 117 and 310; Oke., 
Hdbk., p. 286 ; Cke., Illustr., pi. 874a. 

On the ground in pine woods, &c. 

Smaller and more slender than Faxillus extenuatus. Flesh 
becoming blackish. Gills separated from the flesh of the 
pileus by a cartilaginous line. (Fries.) 

Subgregarious ; at first entirely dirty-white without and 
within, then beconiing yellowish ; gills at length watery- 
cinnamon. Stem fleshy, stuffed, 1 in. or more long, 3 lines 
thick, striato-fibrillose, thickened downwards. Pileus fleshy, 
rather compact, convex, then expanded and subdepressed, 
even, glabrous, moist, with drop-like markings, 1-2 in. 
broad, margin thin, villous, involute. Gills rather decur- 
rent; crowded, narrow, subvenose at the base, separated 
from the flesh of the pileus by a homy line. Spores watery 
ferruginous. (Fries.) 

Yar. spilomaeus. Fries. 

Pileus spotted, as with drops, and like the slender stem^ 
white then yellowish. Gills watery ferruginous, homy- 
grey at the base. 

In pine woods. 

Faxillus orcelloides. Cke. & Mass. 

Pileus 1-1^ in. across, flesh very thin, white, convex then 
flattened, but with the margin persistently incurved, 
minutely silky, shining, snow-white at first, becoming 
stained with greyish blotches; gills adnato - decurrent, 
crowded, li line broad, whitish then livid, at length dingy 
yellowish-brown, separated from the flesh of the pileus by a 
homy line; stem 1-1 J in. long, 3 lines thick at the apex, 
gradually tapering to the base, which is not more than 
1 line thick, elastic, silky-fibriUose, solid, ochraceous ; 
spores elliptical, pale dingy ochraceous, 8 X 4 /x. 

Pcucillm (Lepiata) orcelloidea^ Cke. and Massee, Grevillea, 
vol. xvi. p. 46 ; Cke., Ulustr., pi. 874b. 

Amongst grass. 
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Scattered. Allied to Paxillus panaeolus, rather larger, and 
stem constantly tapering from apex to base ; the spores alone 
separate the two. 

Paxillus lividus. Cooke. 

Pileus 1-2 in. across, convex, at length slightly depressed 
at the disc, margin slightly arched and incurved, dingy- 
white, or livid ochraceous, opaque ; gills decurrent, arcuate, 
almost crowded, Ij line broad, white; stem 3-4 in. long, 
i in. thick at the apex, attenuated downwards, white, fibril- 
lose, stuffed then hollow, usually rather flexuous; flesh 
nearly white; spores globose, 3-3 '5 /i diameter, nearly 
white. 

Paxillus (Jjepiata) lividus, Cke., Grev., xvi. p. 45 ; Cke., 
Hdbk., p. 286 ; Cke., Illustr. t 861. 

In woods. Usually in small clusters. 

Closely allied to Paxillus revolutus, but distinguished by 
the absence of any tinge of violet on the pileus or stem, and 
by the persistently white gills. Indications of rather coarse 
longitudinal striae are present on the stem in all Cooke's 
figures. 

Paxillus revolutus. Cooke. 

Pileus 1-1^ in. across, convex, obtuse, pale ochraceous, 
slightly darker at the disc, margin thin, even, sometimes at 
first tinged with violet, a little revolute ; gills very decur- 
rent, li line broad, scarcely crowded, pallid then clay- 
coloured; stem 1-2 in. long, 3-4 lines thick at the apex, 
gradually attenuated downwards, paler than the pileus, often 
tinted with violet at the base, solid ; spores globose, pale, 
3 • 5-4 /x, diameter. 

Paxillus {Lepisia^ revolutus, Cke., Grevillea, vol. xvi. 
p. 45 : Cke., Hdbk., p. 287 ; Cke., Illustr., pi. 862. 

in fields. 

Odour mealy. Allied to Paxillus lividus, but known by 
the deeply decurrent, clay-coloured gills. 

II. TAPINIA. 

Paxillus paradoxus. Cooke. 
Pileus 1-3 in. across, convex then expanded, sometimes 
irregular or lobed, dry, densely tomentose, rufous-umber. 
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often with a tinge of purple; flesh thick in the centre, 
becoming very thin towards the margin, white, tinged 
vinous below the cuticle; gills decurrent, distant, 2 lines 
broad, connected by veins, pale then deep yellow, becoming 
reddish when bruised ; stem §-1 in. long, 3-5 lines thick, 
equal, attenuated below, or slightly bulbous, unequal, 
flbrillose, yellow, more or less stained with red, solid ; spores 
pip-shaped, pale yellow, 20-22 x 7-8 fi, 

Paxillua paradoxus, Cke., Hdbk., p. 287 ; Cke., Illustr., 
pi. 884.^ 

Agaricus (Flammuld) paradoxus, Kalchbrenner, Fung. 
Hung., t. 16, f. 1 ; Fries, Hym. Eur., p. 244. 

On the ground. 

Known at once by the dark- coloured, minutely velvety 
pileus, and the bright yellow decurrent gills. 



Paxillus involutus. Fr. 

Pileus 3-6 in. across, fleshy, compact, convexo-plane then 
depressed, almost glabrous, tawny-ochraceous, the involute 
margin viUose; flesh pallid; gills more or less decurrent^ 
2—3 lines broad, branched, anastomosing behind, dingy 
ochraceous, becoming darker when bruised ; stem 1-2 in. 
long, up to f in. thick, solid, firm, naked, paler than the 
pileus. 

Paxillus involutus, Fries, Epicr., p. 317; Cke., Hdbk.» 
p. 287 ; Cke., Ulustr., pi. 875. 

Agaricus involutus, Batsch, Consp., f. 61. 

On the ground. 

Commonly large, stout, pileus villose near the strongly 
involute margin, with the gills anastomosing and forming 
irregular pores near the base, and becoming darker when 
touched, distinguish the species. (Fries.) 

Pileus 2-3 in. broad, depressed in the centre, margin 
much rounded, involute and villose, yellowish or ochrey- 
brown, very smooth when dry. Lamellae rather numerous, 
sometimes simple, but mostly irregularly forked, brown- 
yellow, somewhat decurrent. Stipes 2-3 in. long, solid, 
firm, sometimes hollow in old plants, ^-1 in. thick, brownish- 
buff, frequently stained or spotted, often not central, and 
incurved at the base. (Grev.) 
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Var. excentricus, Fries. 
Pileus excentric, stem short. 
On trunks. 

Faxillus leptopus. Fr. 

Pileus 2-3 in. across, excentric, gibbous, at length de- 
pressed, torn into villose squamules, yellowish-brown, flesh 
yellow ; gills decurrent, simple, straight, very narrow, 
yellowish, then darker, not becoming spotted when bruised ; 
stem solid, very short, attenuated downwards, incurved, 
rarely 1 in. long, flesh yellow ; spores pip-shaped, pale dingy 
yellow, 8-9 X 5 /lu 

Faxillus leptopaa^ Fries, Monogr., ii. p. 311 ; Cke., Hdbk., 
p. 287 ; Cke., Illustr., pi. 875. 

Paxillua filamentosua, Fries, Epicr., p. 317. 

On the ground and on stumps. 

On the ground amongst fragments of pine wood. Ee- 
sembling Faxillus involutua, but differing: (1) Stem very 
short, scarcely reaching 1 inch, rather incurved, attenuated 
downwards, yellow within. (2) Pileus always excentric or 
lateral, at length depressed, but gibbous at the centre, 
1|— 3 in. broad, dry, densely tomentose, soon broken up into 
densely compacted, villose, brown or yellowish squamules. 
Thin flesh of the pileus and that of the stem, yellow. 
Gills simple behind, decurrent, but not anastomosing, 
straight, crowded, very narrow, yellowish, then becoming 
darker, but not becoming spotted when touched. Size and 
form variable, smaller tnan P. involutus, commonly 2 in. 
broad and high. (Fries.) 

Faxillus atro-tomentosus. Fr. 

Pileus 3-5 in. across, very fleshy and compact, more or less 
excentric, gibbous then passing from plane to infundibuli- 
form, dry, rivuloso-granulose, ferruginous, margia thin, 
involute ; flesh white, tinged brown under the cuticle ; gills 
adnato-decurrent, crowded, 2 lines broad, branched at the 
base, yellowish tawny; stem about 1 in. long and thick, 
ascending, rooting, covered except at the apex with a dense 
blackish*umber velvety pile ; spores elliptical, pale yellowish, 
5 X 2|-3 fjL, 

Faxillus atro-tomentosus, Fries, Epicr., p. 317 ; Cke., Hdbk., 
p. 288 ; Cke., Illustr., pi. 876. 
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In pine woods on trunks and on the ground. Commonly 
solitary. 

Bobust, firm, often large; usually solitary. Stem solid, 
elastic, 2-3 in. long, |-1 in. tliick, subequal, not tuberous, 
curved, ascending, rooting, covered densely with, umber- 
black ijomentum, which sometimes has a violet tinge. Pileus 
compact, fleshy, excentric, plane then infundibuliform, some- 
times entirely lateral and ascending, 2-4 in. and more broad, 
dry, surface cracked into granules, sometimes tomentose, 
ferruginous, form various. Gills adnate, hardly decurrent, 
and appearing from their position, ascending, branched at 
the base, rather anastomosing but not porose as in P. 
involutvs, crowded, 3 lines broad, yellowish, readily separating 
from the grooved flesh of the pileus. Spores almost clay- 
colour, paler than those of P. involutm. (Fries.) 

Faxillus crassus. Fr. 

Pileus 2-3 in. across, oblique, almost plane, even, becoming 
ferruginous ; flesh thin at the margin, thick at the centre 
and passing insensibly into the stem, soft and spongy, 
yellowish-brown ; gills decurrent, 2 lines broad, rather 
distant, straight, not anastomosing, cinnamon ; stem ^| in. 
long, tapering downwards, excentric, ascending, stuffed, 
coloured like the pileus; spores elliptical, ferruginous, 
15-18 X 7-8 fjL. 

PaxiUus craaaus. Fries, Epicr., p. 318 ; Cke., Hdbk., p. 288 ; 
€ke., niustr., pi. 877. 

On trunks, worked wood, &c. 

The present species looks much more like a Flammula than 
a Paxillus, 

Faxillus panuoides. Fr. 

Pileus 2-3 in. across, dimidiate, shell-shaped or fan- 
shaped, minutely pubescent then almost smooth, sessile or 
extended behind into a stem-like base, dingy yellow ; gills 
decurrent, crowded, branched, crisped or rugulose, yellow ; 
flesh of pileus 2 lines thick, equal. 

Paxillus panuoides, Fries, Epicr., p. 318 ; Cke., Hdbk., p. 
288 ; Cke., Illustr., pL 878. 

On pine and other wood, on sawdust, &c. 

Very variable. 

Very distinct from the preceding species in the pileus 
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being sessile or extended behind ; at first sessile resiipinate, 
soon shell-shaped, dimidiate, obovate, at length broadly ex- 
panded, Tindulately lobed, often imbricated. Every part 
dingy yellow. Size very variable, about 1| in. long. Surface 
minutely pubescent, then glabrous, slightly rivulose. Flesh 
equal, but thin. Gills decurrent to the base, anastomosing 
behind, branched, crowded, crisped, yellow. In a small form 
the gills radiate from an excentric point. (Fries.) 

Var. fagi, Cooke. 

Gregarious, crisped, pallid upwards, orange beneath ; gills 
crisped, orange. 

Paxillus panuoides, B. & Br., Ann. Nat. Hist., No. 1961. 

On a beech stump. 

. Although described as a distinct species, we fail to detect 
in the dried specimens, or in the spores, any specific dif- 
ference from P. pantwidea ; only the deeper colour of the 
gills and different habit being manifest. (Cooke.) 

COKTINAKIUS. Fries. (All figs, on p. 16.) 

Pileus symmetrical, flesh thick or membranaceous ; stem 
central, flesh continuous with that of the pileus ; veil cob- 
web-like or silky-fibrillose, not interwoven to form a mem- 
brane, distinct from the cuticle of the pileus and superficial, 
not forming a distinct ring on the stem, but frequently 
remaining as a silky or fibrillose zone ; gills persistent, dry, 
pulverulent, often violet at first, finally ferruginous or bright 
cinnamon from the spores. 

Cortinariua, Fries, Epicr., p. 255 ; Cke., Hdbk., p. 236. 

One of the most natural of genera belonging to the 
Agaricinae, but at the same time difficult to define in words. 
The most marked features are the cobweb-like or spidery 
veil and the bright ferruginous spores. The gills are dry 
and thin, the mode of attachment various, free, sinuate and 
adnexed, adnate, and sometimes with a decurrent tooth, but 
rarely truly decurrent. When young, the gills are often 
more or less tinged with purple or blue, as is also the stem> 
and in fact in many species every part of the fungus is more 
or less tinged with purple or blue when young, this colour, 
however, usually disappearing at maturity. 
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Cortinariua is most nearly allied to Flammula^ but in the 
latter genus most of the species grow on wood, the gills are 
often truly decurrent, and the spores are not bright ferru- 
ginous. 

All the species of Cortinarius grow on the ground, mostly 
in woods, or amongst grass under trees. 

The most natural of the genera of the Agaricinae, but not 
easily defined by artificial characters. The veil and gills 
afford the principal marks of distinction. Gills usually 
becoming cinnamon-colour. Bare or wanting in hot coun- 
tries, but generally abundant in northern woods. All are 
autumnal. The appearance is very different at different 
stages of growth, and also depending upon the amount of 
moisture present. It is necessary, therefore, to examine 
species in both the young and old stage. Some species of 
Flammvla resemble them, but are not likely to be confounded 
with them. (Fries.) 

ANALYSIS OF THE SUBGENERA OF COBTINABIUS. 

I. Phlegmacium. Fries, Epicr., p. 256. 

Partial veil cobweb-like. Pileus viscid, equally fleshy, 
stem firm, dry. 

II. Myxacium. Fries, Epicr., p. 273. 

Pileus and stem both viscid ; flesh of pileus rather thin ; 
the viscidity of the scarcely bulbous stem due to the 
glutinous universal veil ; gills adnate or decurrent. 

III. Inoloma. Fries, S. M., i. p. 216. 

Pileus equally fleshy, not viscid, dry, not hygrophanous, 
covered at first with innate, silky, fibrillose squamules. 
Veil simple. Stem fleshy, rather bulbous. 

IV. Dermocybe. Fries, Epicr., p. 283. 

Flesh of pileus thin and equal, watery or coloured when 
moist; dry, not viscid nor hygrophanous, at first villous 
from an innate silkiness, but glabrous when adult; stem 
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equal or attenuated, rigid externally, elastic or fi-agile, 
stuffed then hollow. Veil simple, fibrillose (in C. caninus 
forming a zone round the stem). 

Y. Telamonia.. Fries, S. M., i. p. 210. 

Pileus hygrophanous, moist, at first glabrous or sprinkled 
with the whitish superficial fibrils of the veil, flesh either 
equally thin, or when thick, becoming abruptly thin towards 
the margin (not equally attenuated), splitting. Stem either 
annulate or peronately squamulose below from the universal 
veil, apex rather cortinate above, hence with a double veil. 

VI. Hygrocybe. Fries, Monogr., ii. p. 93. 

Pileus glabrous or covered with superflcial white fibrils, 
moist when growing but not viscid, becoming pale in colour 
when dry ; flesh very thin, or scissile, disc rarely more com- 
pact. Stem rather rigid, not peronate ; veil thin, fibrillose, 
rarely collapsing and forming an irregular zone round the 
stem. 

Suhgen. HYGKOCYBE. 

ANALYSIS OF THE SPECIES. 

I. FlRMIORES. 

Pileus rather fleshy, convex or campanulato-convex then 
expanded, obtuse or at length gibbous, margin at first 
incurved. Stem (in most cases) attenuated upwards. 

* Stem and veil white. 

** Stem and gills usually violet. 

(In certain species. of the previous section the stem shows 
an evanescent tinge of violet at the apex.) 

*** Stem and imperfect veil yellow or rufous. 

*•** Stem becoming dusky, veil pallid, dingy, or white 
(not yellow) ; gills dark. 
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n. Texuiores. 

Pileus almost membranaceoiis, conical then expanded, 
iimTx)nate, umbo acute, rarely obtnee or indistinct (in the 
contrary ratio in Firmiores) ; margin straight at first. Stem 
almost equal or attenuated towards the base. 

* Stem white. 

Stem violet or reddish. 

Stem yellowish, usually growing pale. 

Stem growing dusky. 

Subgen. HYGROCYBE. Fr. 

Firmiores. Pileus rather fleshy, margin incurved when 

young, 

* Stem and veil white, 

Cortinarius (Hygr.) firmus. Fr. 

Pileus about 3 in. across, truly and equally fleshy as in 
the subgenus Inoloma, convexo-plane, obtuse, firm, even, 
glabrous, shining, dry, scarcely viscid when moist, not 
bibulo-hygrophanous, tawny-ochraceous, unchangeable ; flesh 
not splitting, white; gills emarginate, crowded, thin, but 
brown, almost the colour of the pileus, quite entire ; stem 
3 in. long, about J in. thick, naked, firm, rather elastic, base 
clavate or rather bulbous, rarely equal, solid, white; veil 
fibrillose, white, fugacious. 

(hrtinarius {Hygr,) firmus. Fries, Monogr., ii. p. 93 ; Cke., 
Hdbk., p. 274 ; Cke., Illustr., pi. 792. 

Grassy places in mixed woods. Known from allies 
(G tubferrugineus, &c.), by the clear colour of the pileus 
and white stem. (Fries.) 

The veil and fibrils of the stem become at length 
fermginous. 

Cortinarius (Hygr.) subferrugineus. Fr. 
Pileus about 3 in. across, unequally fleshy, disc abruptly 
compact, convex then expanded, obtuse, often flexuous, firm 
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but not rigid, even, glabrous, ferruginous or watery cinnamon, 
more or less hygrophanoup, when dry tawny, shining, or 
becoming pale ; flesh splittinoj, dingy, pale ochraceous ; gills 
Tery emarginate, 3 lines broad, more or less crowded, at first 
pale, soon watery, then dingy ferruginous; stem in the 
typical f«»rm solid, more or less bulbous, attenuated upwards ; 
adpressedly fibrillose, externally rigid, subcartilaginous, 
pallid, soft within and dull orange at the base; amongst 
heaps of rotten pine leaves, stout, very much inflated, spongy ; 
size variable, usually 3 in. long, ^ in. thick ; veil entirely 
fibrillose, marginal only, not peronate, very fugacious, sjiores 
8-10 X 5-6 iJL. 

Cortinarius (Hygrocyhe) suhferrugineus, Fries, Monogr., ii. 
p. 93; Cke., Hdbk., p. 274; Cke., Illustr., pi. 808. 

On the ground amongst leaves, &c., smell and taste 
unpleasant. 

There are many forms distinct so far as colour is concerned, 
but difficult to describe. Distinguished from C, armeniacus 
in the opaque colour; fleshy, obtuse pileus, the stem not 
being elastic, and in the veil not collapsing. Differs from 
C. hicelu8 in the simple veil, smooth hygrophanous pileus, 
(watery ferruginous when moist, becoming ferruginous-tan 
when dry.) (Fries.) 

Cortinarius (Hygr.) armeniacus. Fr. 
Pileus 2-4 in. across, rigid, rather fleshy, flesh-coloured 

ILLUSTRATIONS OF THE GENUS CORTINARIUS. 

Fijf. 1, Cortinarius (Phlegmacium) purpurcucens, Fr., entire fungus, 
showing tho cobweb-like veil and the marginate bulb of the stein ; about 
une-third nat. size; — Fig 2, sect on of same, showing tlie fleshy pileus; 
one-third nnt. size; — Fig. 3, Cortinarius (Mijxacium)fstillatitiu8,¥r. ; about 
one-thini nat. size ; — Fig. 4, section of same ; one-tliird nat. size ; — Fig. 5, 
Cortinaritu {Hydrocyhe) obtusuf*. Fr. ; one-third nat. size ; — Fig. 6, section 
of same ; one-third nat. size ; — Fig. 7, Cortinarius {Inoloma) albo-violaxieuxt 
Fr. ; about one-third nat. size ; — Fig. 8, section ot* same ; one-third nat. 
bize; — ^Fig. 9, Cortinarius (TelamoniaX gentilisy Fr. ; one-third nat. size ; 
— Fig. 10, Cortinarius (Dermocyhe) decumbens, Fr. ; one-third nat. size; — 
Fig. 11, section of same; one-tliird nat. size; — Fig. 11a, spores of same; 
X400; — Fig. 12, basidium and spores of Cortinarius (Inoloma) aJbo' 
viUaeeus, Fr. ; x 400 ; — Fig. 13, spores of Cortinarius (By firocyh€)oUusv 8^ 
Fr.; X 400; — Fig. 14, spores of Cortinarius {Phlegmacium) purpurascenSf 
Fr. ; X 400. 

VOL. XL C 
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like the pileus, splittiDg; campanulate, convex, then 
expanded, broadly and obtusely nmbonate, even, glabrous, 
not viscid, tawny-cinnamon when moist, ochraceons when 
dry, margin faintly striate here and there ; gills adnate, at 
length slightly rounded, always crowded, rather broad, at 
first pallid then tawny cinnamon, shining ; stem usually 
2-3 in. long, i in. thick, fibrillose, rigid and rather cartila- 
ginous outside, stuffed and spongy within, hence elastic, 
every part white, conico-attenuated ; when growing on 
rotten heaps of leaves in moist places, the stem is much 
inflated, amongst damp moss it is longer and more slender; 
spores elliptical, 8-9 x '^ /a. 

CortinariuB (Hygrocyhe) armeniacus. Fries, Monogr., ii. 
p. 94 ; Cke., Hdbk., p. 274 ; Cke., Illustr., pi. 793. 

In woods, especially of pine. 

Firm, bright, changeable, gills thin, at length shining. 
"White fibiils of the pileus soon vanishing, flesh readily 
splitting, ochraceons when dry. (Fries.) 

Pileus 2-4 in. broad, campanulate, soon convex, expanded, 
sometimes acutely umbonate, margin thin, patent, moist, not 
viscid ; when dry tan, inclining to light red. Gills distinct, 
2-3 lines bros^d, when young watery cinnamon. Stem 2-3 
in. high, 2 lines to 2 in. thick, rather soft, sometimes above, 
conic or subequal ; veil i athor woven. (Fries.) 

Var. falsariuS; Fries. 

Pileus yellow, white when dry. 

Cortinarius (Hygr.) damascenus. Fr. 

Pileus about 3 in. across, firm, flesh of disc thick, at the 
margin very thin ; convexo-plane, orbicular, obtuse or veiy 
obtusely umbonate, even, almost glabrous, usually torn into 
minute squamules when dry, cinnamon-bay, disc often 
darker; gills adnate, rather distant, thin, distinct, narrowest 
in front, opaque, pale cinnamon; stem 3 in. long, \ in. thick, 
exactly cylindrical, and equal, hard, elastic, fibrillose, white, 
solid ; veil fibrillose, white, fugacious ; spores elliptical, 
12 X 6 /[it. 

Cortinarius (Hygrocyhe) damascenus, Fries, Monogr., ii. 
p. 96; Fries, Hym. Eur., p. 387; Cke., Hdbk., p. 274; 
Oke., lUustr., pi. 856. 

In meadows and pastures. 
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Subcaeapitose ; taste acrid. Pileus broadly gibbonSy disc 
sometimes bay; cuticle rigid, torn up into granules when 
dry. (Fries.) 

Cortinarius (Hygr.) privignus. Yr. 

Pileus about 2 in. across, slightly and unequally fleshy, 
convex then expanded, sometimes reflexed and undulate, 
obtusely umbonate, not striate, dry, but remarkably hygro- 
phanous, fundamental colour brown, but pale and hoary from 
the remains of the very thin white veil, pale tan when dry ; 
gills adnate, broad, not crowded, distinct, at first watery, 
then opaque cinnamon, margin serrated and albo-fimbriato 
in a perfect condition ; stem about 3 in. long, 3 lines thick, 
often twisted, sometimes attenuated from the base, at others 
equal, pale, silvery, here and there silky-white from the veil ; 
spores 8 X 5 ft. 

Cortinarius (Hygrocyhe) privignus, Fries, Epicr., p. 304 ; Cke., 
Illustr., pi. 827; Oke., Hdbk., p. 275. 

Damp places in pine woods. 

Very fragile, scented, but scarcely acrid. Gills rather 
broad, at first with a slight flesh-coloured tinge, with no 
tinge of violet ; there is in rare instances a fugacious violet 
tinge at the apex of the stem. With the habit of Cortinarius 
(Inolonui) malachius, (Fries.) 

Cortinarius (Hygr.) duracinus. Fr. 

Pileus 1J-2J in. across, rather fleshy, thin, convex then 
plane, gibbous, glabrous, pale tan-colour, opaque ; gills 
adnate, 3 lines broad, rather crowded, thin, watery cinna- 
mon ; stem 1^-2^ in. long, | in. or more at the thickest 
part, rigid, unequal, more or less ventricose at or below the 
middle, ending in a tapering, rooting base, whitish, silky, as 
is also the incurved margin of the pileus from the veil, 
glabrous, stuffed ; spores 5 x 3 /x. 

Cortinarius (Hygrocyhe) duracinus. Fries, Epicr., p. 304 ; 
Cke., Hdbk., p. 275 ; Cke., Illustr., pi. 809. 

On the ground, especially in woods. 

Hemarkable, becoming pale, rigid, cuticle of pileus and 
stem hard. Stem sometimes bulbous with a fusiform root, 
sometimes entirely fusiform, even, cuticle separable. The 

c 2 
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extreme half-line of the pileus sharply incurved, and with a 
raised zone near the margin. (Fries.) 

Cortinarius (Hygr.) illuminus. Fr. 

Pileus lJ-3 in. across, rather fleshy, convexo-plane, 
gibbous, glabrous, pale brick-red or reddish-tan, margin 
thin ; gills adnate, rather distant, about 2 lines broad, pallid 
then cinnamon ; stem 2-4 in. long, 3-5 lines thick at the 
base, attenuated upwards, silky fibrous, pallid becoming 
ferruginous; imperfectly hollow; veil white; spores fer- 
ruginous, elliptical, 11-12 x 6-7 /x. 

Cortinarius (Hygrocybe) illuminus. Fries, Epicr., p. 305 ; Cke., 
Hdbk., p. 275; Cke., lUustr., pi. 841. 

In pine woods. 

Separated by slight features, hence difficult to distinguish 
from Cortinarius subferrugineus, C, armeniacus, and C. halaus- 
iinus. Stem soft, almost hollow, 3-4 in. long, 3-5 lines 
thick, attenuated upwards, silky-fibrillose, becoming fer- 
ruginous, but pallid, inside and base white. Veil evident, 
fibrillose. Pileus rather fleshy, obtusely umbonate, 2-3 in. 
broad, even, under a lens slightly innato-fibrillose, virgate, 
for the rest glabrous, reddish-tan when moist, paler when 
dry. Gills adnate, scarcely crowded, at first pallid (reddish- 
tan), 2 lines, when adult 5 lines broad, cinnamon, base often 
venose. A form occurs in beech woods with a yellowish- 
white, stuifed stem, and the pileus more distinctly tawny- 
cinnamon ; another form in pine woods has the stem elongated 
and twisted almost as in C tortuosus, (Fries.) 

Coitinarius (Hygr.) tortuosus. Fr. 

Pileus I2-2 in. across, rather fleshy, convex, rather gibbous, 
even, shining, ferruginous-bay or brick-red ; gills adnate, 
crowded, margin quite entire, tawny, becoming blood-red 
when bruised; stem 3-4 in. long, 3-4 lines thick, equal, 
rigid, rather twisted, i^ilvery, imperfectly hollow; spores 
elliptic-oblong, ferruginous, 15-16 X 8 /x. 

Cortinarius {Hygrocyhe) tortuosus. Fries, Epicr., p. 305; 
Cke., Illubtr., pi. 857 ; Cke., Hdbk., p. 275. 

In damp pine and other woods. 

Stem sometimes short, usually elongated and much twisted, 
rooting, apex at first tinged with violet. Easily distinguished 
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by the shining tawny gills becoming blood-red when bruised* 
(Fries.) 

In the British specimens, collected at Scarborough, the 
pileus also became blood-red or purplish when bruised. 

Cortinarius (Hygr.) dilutus. Fr. 

Pileus about 2 in. across, slightly fleshy, convex then 
expanded, umbonate, umbo small, often disappearing, glabrotrs 
when the veil is removed, bay-brown to pale brick-red when 
moist, tan when dry, opaque in both conditions ; gills deeply 
emarginate, deeply ventricose, 3-4 lines broad, crowded, 
pale cinnamon, not shining; stem 2-3 in. long, 2-4 lines 
thick, slightly attenuated from the base, not cartilaginous 
and polished, white-silky, then becoming glabrous, opaque, 
whitish, stuffed then hollow ; veil white, often remaining in 
patches or forming a spurious zone on the stem, and remain- 
ing as a white silky zone near the margin of the pileus ; 
spores elliptical, 6 x 4 ft. 

Cortinarius (Hygrocyhe) dilutus, Fries, Monogr., ii. p. 98; 
Cke., Hdbk., p. 276 ; Cke., Illustr., pi. 810. 

Agaricus dilutus, Bolton, t. 10. 

In woods. 

Inodorous. Every part soft and fragile, by which the 
present species is known from the much more robust Cort^ 
armeniacusy with which it agrees in colour, for which reason 
it was at one time mistaken for a thin form of that species. 
(Fries.) 

** Stem and gills usually hecoming violet. 

Cortinarius (Hygr.) satuminus. Fr. 

Pileus 2-3 in. across, flesh thick at the disc, very thin 
elsewhere, campanulate then expanded, glabrous, moist, 
dark bay or brick-red, becoming discoloured, silky-white 
at the margin from the fibrillose veil ; gills adnexed, thin, 
crowded, purplish then watery ferruginous, about 2 lines 
broad ; stem 2-3 in. long, 3-5 lines thick, almost equal, base 
incrassated, even, deep violet then whitish, stuffed, veil 
inferior, distinctly fibrillose, whitish. 

Cortinarius (Hygrocyhe^ satuminus. Fries, Epicr., p. 306 ; 
Cke., Hdbk., p. 276 ; Cke., Illustr., pi. 828. 
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In grassy places. Odour faint. 

Evidently allied to Cortinarius armeniacus, and when old 
and decoloured the two are easily confounded. Subcaespi- 
tose, odour weak. Stem firm, stuffed, spongy within, in- 
crassated downwards, 2-3 in. long, ^-1 in. thick, sometimes 
shorter and bidboso-ventricose, fibrillose, saturated violet, 
but becoming whitish. Veil inferior, copious, white. Pileus 
unequally fleshy, campanulate when young, then expanded, 
obtiuse, 2-3 or even 4-5 in. broad, even, glabrous, or when 
young superficially silky near the margin from the veil; 
dark bay or almost umber^ soon becoming dry and brick-red, 
losing colour very much. Flesh violet becoming whitish, 
thin at the margin. Gills rounded behind, adfixed, very 
broad (4 lines) crowded, thin, fragile, purplish when young, 
at length watery ferruginous. (Fries.) 

Cortinarius (Hygr.) imbutus. Fr. 

Pileus 2-4 in. across, fleshy in the centre, very thin else- 
where, convex, obtuse, glabrous, yellowish tan, becoming 
pale when dry, slightly fibrillose towards the margin ; gills 
adnate, rather distant, about 4 lines broad, greyish-violet 
then cinnamon ; stem 2-3 in. long, i in. or more thick, 
equal, even, whitish, apex tinged with violet, solid; spores 
pale ferruginous, elliptical, 7-8 x 4-5 /x. 

Cortinarius (Hygrocyhe) imhutiL8, Fries, Epicr., p. 306 ; 
Cke., Hdbk,, p. 276 ; Cke., lUustr., pi. 870. 

In woods. 

Stem solid, equal, 3 in. long, not an inch thick, sometimes 
twisted, even, scarcely fibrillose, whitish, apex dilute violet, 
same colour within. Veil white, adhering to the margin of 
the pileus and to the stem, fugacious. Pileus almost equally 
fleshy, convex, obtuse, 3 in. broad, even, glabrous, hoary- 
fibrillose towards the margin, tan-colour then yellowish-red. 
Gills rounded behind, rather distant, 3 lines broad, at first 
dark grey or greyish- violet, never with a purple tinge, then 
watery cinnamon. (Fries.) 

Cortinarius (Hygr.) castaneus. Bull. 
Pileus about IJ in. across, rather fleshy but firm, almost 
tough, campanulate then expanded, sometimes obtusely 
umV.onate, often irregular, even, glabrous, brownishrchestnut^ 
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scarcely paler when dry, but shining, nmbo becoming 
blackish, paler towards the margin ; gills adnate but some- 
times emarginate, crowded, thin, 2-3 lines broad, edge 
whitish, colour at first either purple-violet or ferruginous, 
ferruginous when adult in either case; stem about 1 in. 
long, 2-3 lines broad, tough, cartilaginous outside, slightly 
fibrillose from the veil, otherwise glabrous, even, almost 
equal, violet or pallid-red, not changing when dry, imper- 
fectly hollow ; veil entirely fibrillose, scanty, white, from 
which the pileus has a white, silky zone round the margin ; 
spores obscure ferruginoup. 

Agaricus (Hygrocyhe) castanetis. Fries, Mon., ii. p. 99 ; Cke., 
niustr., pi. 842 ; Cke., Hdbk., p. 276. 

Agaricus ccistaneus, Bull., Champ., t. 268. 

Grassy places in woods, pastures, &c. Gregarious or 
caespitose, always small. 

A larger, solitary form occurs, having the pileus up to 
2 in. across, umbilicate, gills less crowded. (Fries.) 

Gregarious. Pileus 1 in. or more broad, subcamose, at 
first obtuse with a delicate fibrillose veil which makes the 
margin appear silvery, dark-bay or dirty-violet, sometimes 
with a tawny tint, soon expanded, broadly umbonate, umbo 
more or less obtuse. Gills of the colour of the pileus, or 
purplish-umber, at length subferruginous, ventricose, adnate. 
Stem 1^ in. high, 2 lines thick, beautifully fibrillose and 
white from the veil beneath, much paler than the pileus, but 
with more or less of the same tint, sometimes tinged with 
violet. Odour none ; taste like that of A. oreades. Eatable. 
^Vhen growing on wood it is conical and more tawny. 
(Berk.) 

Cortinarius (Hygr.) bicolor. Cooke. 
Pileus 1-2 in. across, rather fleshy, campanulate then 
expanded, broadly, or occasionally rather acutely umbonate, 
somewhat fragile, dingy whitish, with an occasional tinge 
of lilac, even, smooth, silky, shining, flesh thin, colour of 
the pileus, or paler; gills adnate, with a tooth, 3-4 lines 
broad, rather ventricose, slightly erected at the edge, rather 
broad, scarcely crowded, purplish-violet, then cinnamon; 
stem about 2 in. long, ^ in. thick, equal or attenuated down- 
wards, often curved, pallid violet, becoming whitish, solid ; 



24 FUNGUS-FLOBA. 

veil fugacious, white; spores elliptical, a little attenuated 
towards one or both ends, 12-14 x 6-7 ft. 

Cortinarius (Hygrocyhe) hicolor, Cke., Grtevillea, xvi. p. 45 ; 
Cke., Hdbk., p. 277 ; Cke., Illustr., pi. 871, also pi. 820, f. b, 
(as Cortinarius quadricolor,^ 

On the ground in mixed woods. 

Flesh of stem bright and purplish-violet at the base, 
pallid above. (Cooke.) 
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Stem and imperfect veil yellow or rufous. 



Cortinarius (Hygr.) balaustinus. Fr. 

Pileus 1-2 J in. across, fleshy, convex then plane, obtuse, 
moist, virgate with innate fibrils, glabrous, rufous-ferrugi- 
nous, tawny brick-red and shining when dry; gills adnate, 
broad behind, rather crowded, feiTuginous-rufous ; dtem 
about 3 in. long, conically attenuated upwards, fibrillosely 
striate, pallid, then tawny-ferruginons externally and in- 
ternally, solid ; fjpores obliquely elliptical, 8 x 4-5 ft. 

Cortinarius (Hygrocyhe^ balaustinus^ Fries, Epicr., p. 307 ; 
Cke., Hdbk., p. 277 ; Cke., lUustr., p'. 794. 

In beech woods, &c. 

Size of Cort, suhferruginous ; veil becoming rufous. Stem 
often incurved. Gills quite entire, at first deep cinnamon. 

In beech woods. Entirely rufous or rufo-ferruginous, 
larger and more robust than other species of the subgenus. 
Stem stuffed, clava to-bulbous, attenuated upwards, firm, 
2-3 in. long, ^ in. thick, often curved, fibrillose, pale and 
streaked with rufous when ytmng, ferruginous outside and 
inside when adult. Pileus rather fleshy, convex then ex- 
panded, 3 in. broad, obtuse, almost glabrous, but under a 
lens minutely fibrillose- virgate, moist when fresh (but not 
viscid), reddish-feiTuginous, reddish-tawny when dry, 
shining, the thin margin expanded. Gills adnate, rather 
crowded, broad, quite entire, at length rather distant, rufous, 
(ferruginous-red), very broad behind. (Fries.) 

Cortinarius (Hygr.) colus. Fr. 
Pileus 1-2 in. across, rather fleshy, campanula to when 
young, then convex, obtusely umbonate or altogether obtuse, 
symmetrical, rufous-brown, when dry paler, brick-red. 
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shining ; flesh similarly coloured, dingy white when dry ; 
gills adnate, scarcely sinuate, 3 lines broad, plane, Arm, 
tongh, rather thick, not very crowded, veined, dark cin- 
namon, paler when young ; stem 4 in. long, 3-4 lines thick 
at the base, 2 lines at the apex, stiff, naked, not cartilaginous, 
but every where remarkably longitudinally fibrillose, splitting, 
the fibrils coloured like the pileus, base sometimes rooting, 
encircled by blood-red mycelium ; veil entirely fibrillose, 
tawny-red ; spores ochraceous, pip-shaped, 9 X 4 /a. 

Cortinariua (Hygrocyhe) coluSy Fries, Mon., ii. p. 102 ; Cke., 
Hdbk., p. 277 ; Cke., Illustr., pi. 795. 

Jn pine woods. 

Mycelium fiery-orange. 

Cortinarius (Hygr.) isabellinus. Fr. 

Pileus about 2 in. across, rather fleshy, convex, rather 
nmbonate, even, glabrous, yellowish ; when dry yellow and 
shining ; gills adnate, rather distant, broad but thin, at first 
yellow then cinnamon-tan ; stem 4 in. long, 4 lines thick, 
everywhere equal, very rigid and firm, partly hollow, dis- 
tinctly striated, yellowish ; veil almost obsolete, yellowish ; 
spores cinnamon, obliquely pip-shaped, minutely granular, 
10 X 5 /x. 

Cortinariua (Hygrocyhe) iaahellinus, Fries, Monogr., ii. p. 103 ; 
Cke., Hdbk. p. 278 ; Cke., Illustr., pi. 829. 

In dry pine woods. 

Allied to G. colua, but more rigid and firm. Veil scanty, 
very fugacious, yellow. (Fries.) 

Cortinarius (Hygr.) renidens. Fr. 

Pileus 1-2 in. across, rather fleshy, convex then plane, 
gibbous, hygrophanous, glabrous, shining, tawny, ochraceous 
when dry; gills adnexed, crowded, 2-3 lines broad, thin, 
tawny ; stem 1^-2 in. long, 3-4 lines thick, equal, firm, 
glabrous, stufied, yellow, as is also the fibrillose veil ; spores 
elliptical, apiculate, 8-10 X 5 /a. 

Cortinarius (^Hygrocyhe) renidenSy Fries, Epicr., p. 308 ; 
Cke., Hdbk., p. 278 ; Cke., Illustr., pi. 782. 

In shady woods. Usually slightly clustered! 

Nature and appearance is that of C, armeniacusy but smaller 
and brighter coloured, and especially by the yellow veil. 
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readily distinguisHed, stem firm, stuffed, 1^2 in. long, '3-4 
lines thick, exactly equal, ratiier cartilaginous outside, 
entirely breaking up under pressure into fibrils, coloured 
like the pileus, yellowish-pallid then tawny. Veil loosely 
fibrillose, fugacious, yellow. Pileus slightly fleshy, firm, 
oonvexo-plane, obtuse or gibbous, 1-2 in. broad, very glabrous, 
shining, tawny-ferruginous when moist, ochraceous when 
dry; disc often becoming pale. Flesh thin, splitting, 
paler. Gills adnate, but also receding and becoming free, 
rather crowded, entire, broad at first pale cinnamon then 
tawny. Spores dusky ochraceous. Smell weak, not at all 
like radishes. (Fries.) 

Cortinarius (Hygr.) angulosus. Fr. 

Pileus 2-3 in. across, flesh thin, convex then plane, very 
obtuse, wavy, margin incurved when young, flexuous, even 
glabrous, reddish-tawny, variegated with darker spots, 
hygrophanous, tawny-ochraceous when dry, not shining; 
flesh firm, not splitting, yellowish- white ; gills adnate, rather 
thick, rather distant, 3 lines and more broad, fragile, tawny, 
edge entire, same colour ; stem 1^-2 in. long, 3-4 lines thick,, 
equal, striate, tawny, twisted, stuffed then hollow ; veil very 
fugacious, tawny. 

Cortinarius (Hygrocyhe) angulosus. Fries, Epicr., p. 308; 
Cke., Hdbk., 379 ; Cke., Illustr. Suppl., t. 1178. 

On the groimd in fir woods. 

Var. gracilescens. Fries, Mon., i. p. 104. Stem hollow, 
3 in. long, 2-3 lines thick, base almost attenuated, also tor^ 
tuous ; pileus rather fleshy. 

Amongst moss in pine woods. 



«««» 



Stem dushy, veil pallid, dingy, or white ; gills darTc, 



Cortinarius (Hygr.) uraceus. Fr. 
Pileus 1-2 in. across, slightly flesh}'', conical then cam- 
panulate, at length expanded, obtusely umbonate; moist, 
even, glabrous, umber or brown, sometimes with an olive 
tinge, rather shining, when dry (brick-red when young) 
commonly tan or dirty pale ochraceous, at length rather 
fibrillose. Flesh brown, darker in the stem. Gills adnate, 
ventricose, firm, 3 lines and more broad, distant, cinna- 
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mon-'bTOwii, edge sometimes quite entire and cdnoolorous, 
sometimes fimbriato-serrate, and white. Stem 2--4 in. long, 
2—4 lines thick, cylindrical, exactly equal, firm, fibrilloso* 
striate (striae paler), but becoming even, brown, apex naked, 
becoming paloj sometimes with an olive shade, at length 
everywhere blackish-brown, same colou?" inside ; spores pip- 
shaped, granulated 8^-9 x 4 /x. 

Coriinariua uraceuSy Fries, Epicr., p. 309 ; Cke., Hdbk., p» 
278 ; Cke., Illustr., pi. 796. 

In pine woods. 

Extreme margin of pileus incurved. Veil superior, fibril- 
lose, brown, but rarely conspicuous. (Fries.) 

Cortinarius (Hygr.) jubarinus. Fr. 

Pileus 1—2 in. across, rather fleshy, campanulate then 
flattened, obsoletely umbonate, in the larger forms, and when 
old, depressed at the centre, often repand and undulate, at 
length reflexed, fragile, brilliant tawny cinnamon, shining, 
disc even, glabrous, when young silky at the margin from 
the veil (not velvety- villoce as in C, cinnamomeusX when old 
innato-fibrillose under a lens, not very hygropnanous, and 
very shiny when dry ; gills adnate, rather distant, 1-3 lines 
brcMid, distinct, tawny-cinnamon, edge quite entire, same 
colour ; stem 2 in. long, J in. thick, 2-3 lines in small 
specimens, at first stuffed then hollow, fibrilloso-striate, pale 
tawny without and within, base and naked apex paler; 
spores 10 X 5 /x. 

Cortinarius (Hygrocyhe) jvharinusy Fries, Monogr., ii. p. 105 ; 
Cke., Hdbk., p. 279 ; Cke., Illustr., pi. 797. 

In pine woods, on pine leaves, &c. 

At first sight closely resembling C. cinnamomeus, but 
diflers in the white, fibrillose, very fugacious veil. (Fries.) 

Cortinarius (Hygr.) pateriformis. Fr. 
Pileus about 1 in. across, rather fleshy, orbicular, plane 
then depressed, very obtuse, rigid, dry, even, glabrous^ 
diCBtnut-brown, at first silky-white near the margin from 
the veil ; flesh pallid ; gills^ adnate, with a decurrent tooth, 
crowded, thin, plano-convex, brick-red or watery cinnamon ; 
stem 2-3 in. long, 1-2 lines thick, equal, rather firm, straight, 
fibrUlofle, becoming brownish, base downy, white, hollow; 
ring fibrillose, fagacious. 
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Cortinarius (Hygrocyhe) patertformts, YrieB, Epicr., p. 310; 
Fries, Mon., ii. p. 106; Cke., Hdbk., p. 279; Cke., Illustr., 
pi. 858. 

Amongst grass, in woods, &c. 

A larger form occurs in pino woods, liaving the pilens 
eonvexo-plane, 2 in. broad, slightly pilose under a lens, 
thick, fragile, brown, when dry truly silvery and shining. 
(Fries.) 

The larger form mentioned by Fries is the one figured by 
Cooke. 

Cortinarius (Hygr.) unimodus. Britz. 

Pileus about 1 in. across, campanulate then expanded, 
obtusely umbonate, usually depressed round the umbo, 
margin arched and rather incurved then straight, smooth, 
shining, rufous-brown ; flesh rather thick except at the 
margin, dingy; gills rounded behind, adnexed, distant, 
ventricose, 2 fines or more broad, brown ; stem 2-3 in. long, 
2-3 lines thick, equal, lax, fibrous, brown below, pale above, 
hollow ; veil whitish, fugacious ; spores elliptical, 10-12 x 
6 fi. 

Cortinarius (Hygrocyhe) unimodus^ Britzelmayr, Hym. Sudb., 
iv. f 131 ; Cke., Hdbk., p. 279 ; Cke., lUustr., pi. 359. 

In grassy places. 

The diagnoses by Britzelmayr are so meagre that his 
species can only be conjectured. (Cooke.) 

Tenuiores. Flesh very thin, pileus acutely umbonate, margin 

straight at first. 

* . Stem white. 

Cortinarius (Hygr.) dolabratus. Fr. 
Pileus 2-4 in. across, flesh thin, fragile, campanulate then 
convex, obtuse, for the most part glabrous, superficially silky 
near the margin, even, brick-colour, when dry even and tan- 
colour ; gills entirely adnate with a decurrent tooth, very 
broad behind, up to 1 in. broad, rather thick, distant, distinct, 
tawny-cinnamon ; stem 4-6 in. long, J-J in. thick, every- 
where equal, cylindrical, glabrous, white, sometimes curved ; 
spores 12-14 x 7-8 ft. 
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Cortinarius (Hygrocyhe) doldbratus, Fries, Epicr., p. 311 ; 
Cko., Hdbk., p. 279; Cke., lllustr., pi. 811. 

In pine woods, amongst Vaccinium, Sphagnum, &c. 

About the stature of a large specimen of (7. everniusj but 
firmer, differently coloured, gills entirely adnate, veil very 
fugacious. (Fries.) 

Cortinarius (Hygr.) rigens. Fr. 

Pileus 1-3 in. across, flesh thin, when young campanulate,. 
lax, then convex, obtuse or broadly gibbous, even, glabrous, 
opaque and tan-colcur when moist, whitish-tan when dry; 
flesh rather firm, white; gills adnate, slightly decurrent, 
distant, very broad (3-5 lines), distinct, watery tan then 
pale cinnamon ; stem 2-4 in. long, 2-5 lines thick, but very 
variable, equal, or incrassated, sometimes at the base, some- 
times at the apex, also fusiform, stuffed, elastic, distinctly 
cartilaginously corticated, rigid and tough, rooting, glabrous, 
even, naked, pallid when moist, white when dry ; spores pip- 
shaped, minutely granulated, 6-7 X 4 /a. 

Cortinarius rigens. Fries, Monogr., i. p. 107 ; Cke., Hdbk., 
p. 280; Cke., lllustr., pi. 812. 

In woods. 

Allied to Cortinarius doJahratus, but more rigid, not fragilp, 
smaller, and paler; gills also darker and opaque. Flesh 
white. Veil scarcely evident. (Fries.) 

Cortinarius (Hygr.) Krombholzii. Fr. 

Pileus 1-2 in. across, rather fleshy, conico-campanulate, 
then gibbons, even, smooth, disc fleshy, pale yellowish- tan, 
disc darker, margin thin, appendiculate ; gills rounded 
behind and slightly adnexed, 3 lines broad, ferruginous, 
margin yellowish ; stem 3-5 in. long, 3 lines thick, equal, 
extreme base slightly swollen, naked, even, whitish, hollow ; 
veil white, rather membranaceous, soon disappearing from 
the stem, but remaining in fragments at the margin of the 
pileus ; spores ferruginous, 8 x 4-5 fx. 

Cortinarius (Hygrocyhe) Krombholzii, Fries, Hym. Eur., 
p. 395; Cke., Hdbk., p. 280 ; Cke., lllustr., pi. 813. 

On the ground amongst moss. A remarkable species 
having the ferruginous spores of Cortinarius, but with a 
membranaceous and not fibrillose veil that remains in frag- 
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ments at the margin of the pileus. Subcaespitose. With 
the habit of Hypholoma. 

Cortinarius (Hygr.) Reedii. Berk. 
• Pileus about 1 in. across, conical then expanded and 
strongly umbonate, often depressed round the umbo, smooth, 
shining, persistently brown, disc areolate, margin splitting ; 
gills attenuated behind, free, broad, ventricose, ascending, 
white or pallid then cinnamon ; stem about 1 in. long, 2 lines 
thick, equal, rather bulbous, fibrilloso-striate, white, solid ; 
veil fibrillose, evanescent ; spores 7-8 X 4 fu 

Cortinarius (Hygrocybe) Beediij Berk. Outl., p. 194; Cke., 
Hdbk., p. 280; Cke., Illustr., pi. 843a. 

Amongst moss and beech mast. 

Cortinarius (Hydrocybe) leucopus. Bull. 

Pileus up to 1 in. across, flesh very thin except in the 
centre, conical, then expanded, margin arched, obtusely 
umbonate, when dry silky, shining, yellowish clay-colour 
with a suggestion of pink ; gills slightly adnexed, ventricose, 
rather crowded, pale, then cinnamon; stem equal, white, 
becoming hollow, Ij long, 2 lines thick; spores 6 X 3-4 /t. 

Cortinarius (Hydrocyhe) ley.copuSy Bull., Champ., t. 533, f. 2 ; 
<yke., Illustr., t. 843b (pileus wrong colour). 

On the ground in woods. 

Small, with the habit of Cortinarius pluvius, but not viscid. 
(Fries.) 

Cortinarius (Hygr.) scandens. Ft. 
Pileus J— I in. across, submembranaceous, sometimes acutely 
«,t other times obtusely umbonate, slightly fleshy, conical 
when young, then expanded, glabrous, margin slightly 
striate, when moist at first tawny-ferruginous then honey- 
<}olour, tan-colour when dry, umbo tawny, the intensity of 
the colour varies with the weather ; gills adnate, thin, rather 
distant, 1-2 lines broad, narrowest behind, tawny-cinnamon, 
-edge entire, same colour ; stem hollow, 3-4 in. long, 2 lines 
thick, incrassated at the apex, base always attenuated, very 
ihin, subulate, flexuous, soft, even, yellowish, but at first 
sight, from the adpressed fibrils and dryness, shining white ; 
veil thin, fibrillose, white ; spores elliptical, obliquely apicu- 
late, 10 X 5 ft. 
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Cortinanus (Hygrocyhe) scandens. Fries, Monogr., i. p. 108 ; 
Cke., Hdbk., p. 281 ; Cke., Illustr., pi. 830. 

In damp places in fir woods, &c. 

Stem 3-4 in. long, 2 lines thick, soft, yellowish when 
moist, shining white when diy, base subulate, always white. 
Veil thin, fibrillose, superior. Pileus ^-1 in. and more, tan- 
colour when dry, but the utnbo, which may be acute, obtuse, 
or obsolete, rather tawny. Gills narrow, 1-2 lines broad, 
plane. (Fries.) 

** Stem violet or reddish. 

Cortinarius (Hygr.) erythrinus. Fr. 

Pileus 1-li in. across, conical then convex, regular, umbo- 
13 ate, umbo obtuse or almost obsolete, darker, even, glabrous, 
rufous-bay, tawny when dry, the thin flesh almost the same 
colour when moist ; gills slightly adnexed, thin, rather 
distant, ventricose, at first pallid then pale cinnamon ; stem 
li— 3 in. long, 2-3 lines thick, equal, rarely thickened at the 
base, straight or ascending, glabrous, but striate from the 
adpressed fibrils, white, violaceous above, stuffed then hollow ; 
veil superior, fibrillose, white. 

Cortinarius {Hygrocyhe) erythrinus. Fries, Monogr., ii. p. 109 ; 
Cke., Hdbk., p. 281 ; Cke., Illustr., pi. 798a. 

In damp woods, amongst leaves, &c. 

Var, argyropus^ Fries, Hym. Eur., p. 396. 
Slenderer than the type form, stem silvery, apex with 
white meal. 

Cortinarius (Hygr.) decipiens. Fr. 

Pileus §-1 in. across, flesh thin, dingy, conical, glabrous, 
shining, bay-brown, then brick-red when dry, at length 
depressed round the slightly fleshy, prominent, darker umbo ; 
ji^ills adnate, thin, rather crowded, reddish ferruginous ; stem 
2-2.V in. long, 1 J line thick, equal, covered with a separable 
pallid cuticle, pale brick-red within, imperfectly hollow; 
spores elliptical, dingy ferruginous, S X ^ fi. 

Cortinarius {Hygrocyhe) decipiens. Fries, Epicr., p. 312 
Cke. Hdbk., p. 281 , Cke., Illustr., pi. 798b. 

In woods. 

Stem usually straight, without any tinge of violet. 
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Yar, insignis. Fries, Hym. Eur., p. 396. 

Pileus paler, stem flexuous, glabrous ; gills less crowded. 

Cortinarius (Hygr.) gennanus. Fr. 

Pileus |-|-' in. across, flesh thin, conical then expanded, 
obtusely umbonate, hygrophanous, rather silky, even, 
brownish, pale tan when dry ; gills adnate, rather distant, 
2 lines broad, pale cinnamon ; stem 2-3 in. long, 1-1 J line 
thick, equal, rather twisted and wavy, glabrous, lilac 
becoming pale, iinperfectly hollow. 

Cortinarius {Hygrocyhe) germanusy Fries, Epicr., p. 312; 
Cke., Hdbk., p. 281 ; Cke., lllustr., pi. 844. 

In beech woods. 

Stem becoming silvery ; pileus not striate. Smell strong. 



«»« 



Stem becoming yellowish^ usually growing pale. 



Cortinarius (Hygr.) detonsus. Fr. 

Pileus 1-2 in. across, almost membranaceous, conical then 
expanded, subumbonate, silky then almost glabrous, striate 
to the middle when moist, colour bright yellow, when dry 
silky, even, and tan-colour ; flesh thin, whitish ; gills adnate, 
ventricose, distinct, rather distant, quite entire, all parts 
coloured alike, at lirst bright yellow, then reddish- cinnamon ; 
stem 2-3 in. long, about 2 lines thick, soft, glabrous, pallid, 
equal or attenuated upwards, pale yellowish stuffed then 
hollow ; spores 8 x C /a. 

Cortinarius {Hygrocyhe') detonsus. Fries, Epicr., p. 313; 
Cke., Hdbk., p. 282. 

In damp pine woods amongst moss, &c. 

Fragile, pale yellowish ; stature, &c., almost as in Cortinarius 
decipiens, A much larger form occurs having the stem 
reddish-yellow. Easily distinguished by the languid yellowissh 
colour. (Fries.) 

Cortinarius (Hygr.) obtusus. Fr. (figs. 5, 6, 13, 
p. 16.) 

Pileus ^-Ij in. across, rather membranaceous, conical 
then campanulate, at length expanded, obtusely umbonate, 
glabrous, margin striate, at first lerruginous-bay, soon cinna- 
mon, pallid ochraceous or whitish-tan when dry, and in this 
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last condition sometimes torn into fibrils ; gills adnate, ventri- 
cose, rather distant, very broad, thickish, the short ones 
narrower, connected by veins, ferruginous then tawny-cinna- 
mon ; stem 2-4 in. long, 2 lines thick or more, curved, 
flexuous (not undulated), attenuated at the base, fragile, 
with scattered, adpressed, white silky fibrils, for the rest 
almost glabrous, yellowish-tan when moist, truly white when 
dry ; veil fibrillose, rarely conspicuous ; spores subochraceous ; 
spores 9 X 5 fi. 

Cortinarius (Hygrocyhe) ohtusm, Frie^, Monogr., ii. p. Ill ; 
Cke., Hdbk., p. 282 ; Cke., lUustr., pi. 845a. 

In woods. Gregarious. 

Veil entirely fibrillose, whitish, making the yoimg pileus 
hoary and silky, commonly glabrous, but becoming broken 
up. when dry. Umbo disappearing. With an evident smell. 
(Pries.) 

Cortinarius (Hygr.) acutus. Fr. 

Pileus about ^-§ in. across, almost membranaceous, conical 
then campanulate, at length expanded, umbo acute and 
coloured like the remainder, at length depressed round the 
umbo, striate when moist, obsoletely fibrillose near the 
margin when 3'oung, glabrous when adult, yellowish honey- 
colour, rather shining, tan or white when dry, and looking 
silky ; flesh very thin similarly coloured ; gilLs adnate, thin, 
crowded, becoming more distant and free as the pileus - ex- 
pands, lanceolate, ochraceous cinnamon. Stem 3-4 in. long, 
1-2 lines thick, equal, flexuous albo-fibrillose, at length 
elabrous, colour of the pileus when both moist and dry, 
hollow ; spores 6 X 4 yx. 

Cortinarius (Hygrocyhe) acuttis, Fries, Monogr., ii. p. 112 ; 
Cke., Hdbk., p. 282 ; Cke., Illustr., pi. 845a. 

In mixed woods. Sometimes scattered, sometimes gre- 
garious. With the habit of Galera^ but remarkable for the 
acute umbo. 



«««« 



Stem becoming dusky. 



Cortinarius (Hygr.) Junghuhnii. Fr. 
Pileus about 1 in. across, disc slightly fleshy, remainder 
thin, convexo-plane, papillato-umbonate, striate to the middle 
VOL. n. D 
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when moist, under a lens seen to be covered with scattered, 
white, persistent fibrils, slightly velvety, shining cinnamon, 
tawny when dry ; gills adnate, vehtricose, 2 lines broad, thin, 
veined at the base, saffron brick-red ; stem 2-3 in. long, 2 
lines thick, almost equal or attenuated and whitish at the 
base, stuffed then hollow, pale brick-red without and withio, 
darkest inside, outside shining, adpressedly with brownish 
fibrils ; veil brownish, obsolete ; spores elliptical, 8 x 5-6 fi. 

Cortinarius Junghuhniij Fries, Epicr., p. 314; Cke., Hdbk., 
p. 282 ; Cke., lllustr., pi. 146a. 

In woods amongst moss, &o. 

Smell none. 

Cortinarius (Hygr.) depressus. Fr. 

Fileus about 2 in. across, flesh membranaceous, conico- 
convex, obtusely umbonate, at length almost plane, and 
depressed round the umbo, striate at the margin when moist, 
ferruginous-brown, brownish tan when dry; gills adnate, 
rather crowded, broad, plane, thin, yellowish saffron then 
ferruginous, edge quite entire ; stem 1-2 in. long, 2 lines 
thick, equal or attenuated below, rigid, rather cartilaginous, 
even, whitish silky when young, then glabrous, reddish, base 
becoming brownish, hollow, veil scarcely evident. 

Cortinarius (Hygrocyhe) depressus, Fries, Monogr., ii. p. 113 ; 
Cke., Hdbk., p. 283 ; Cke., lllustr., pi. 860. 

Damp places in woods, &c. 

The prettiest and most distinct species of the present sub- 
genus, habit almost that of Naucoria cucumis. Odour weak, 
resembling stale fish or cucumbers. Stem short, rigid, at 
length becoming blackish. (Fries.) 

Cortinarius (Hygr.) milvinus. Fr. 
Pileus §-l|^ in. across, membranaceous, conical then 
expanded, slightly umbonate, glabrous, striate up to the 
broad, rather fleshy disc, fawn-colour becoming tinged with 
olive, pale tan-colour when dry, margin fringed with innate 
white scales ; gills adnate, rather distant, thin, ferruginous- 
olive, veined at the base, about 3 lines broad ; stem 2— 2| in. 
long, 2-3 lines thick, equal curved, pale fuscous, with white 
silky patches here and there from the white veil; spores 
elliptical, 8-10 X 4 /x. 
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Cortinaritbs (Hygrocyhe) milvinWj Fries, Epicr., p. 314; 
Cke., Hdbk., 283 ; Ck'e., Illustr., plate 846b. 

In ^oods. . ' 

Gregarious, stem 2-3 in. long, 2 lines thick, not flexuotis. 
Pilens i-1 in. broad, fawn-colour with, an olive tinge. Strong 
scented^. (Fries.) 

Cortinarius (Hygr.) fasciatus. Fr. 

Pileus J— I in. across, submembranaceous, conical, then 
expanded, the acute umbo blackish, the remainder brick-red, 
glabrous, minutely silky and becoming pale when dry ; gills 
adnate, slightly ventricpse, thin, truly distant, distinct, 
li line broad, cinnamon ;' stem variable, sometimes about 
2 in. long, 1 line thick, straight ; or 3-4 in. long, flexuous, 
and with the surface undulated, not cuticulose but splitting 
entirely into fibrils, hollow, glabrous, pallid brownish, then 
brownish cinnamon ; spores cinnainon, 8 x 5 /t. 

Cortinarius (^Hygrocyhe) fasciatus. Fries, Monogr., ii. p. 114; 
Cke., Hdbk., p. 282; Cke,, Illustr., pi. 814. 

Damp places in pastures under pines, &c. 

Remarkable for the stem splitting longitudinally into 
fibres ; resembling C. flexipes in colour, but in most respects 
nearest to C, acutus, from which it differs in the very distant 
gills. 

Suhgen. TELAMONIA. 

ANALYSIS OF THE SPECIES. 

I. Platyphylli. 

Gills very broad, rather thick, more or less distant. Stem 
«pongy or entirely fibrous. 

♦ Stem and veil white or whitish. 



Stem and gills violet. Cortina or partial veil whitish, 
tinted violet, or universal veil white. 

♦♦♦ Stem and veil red or yellow. Gills tawny or 
cinnamon, not violet nor becoming brown. 



Stem becoming brownish, veil fuscous or dingy, gills 
dark. 

D 2 
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• a 

IT. Lkptophylli. 

Gills narrow, thin, more or less crowded. Pileus thin. 
Stem rigid outside, snbcartilaginons, stuffed or hollow, often 
attenuated downwards. 

* Stem whitish, pallid, not floccoso-scaly. 

•* Stem becoming violet. 

*** Stem and pileus tawny or ferruginous. 

•*** Stem floccoso-scaly, and with the pileus brownish. 

Subgen TELAMONIA. 

I. PLATYPHYLLI. 

Qilh broad ^ thickiah. 
* Stem and veil white or whitish. 

Cortinarius (Tela.) macropus. Fr. 

Pileus about 3 in. across, flesh thin, greyish, convex then 
flattened, obtuse, margin at first inflexed, dry, hoary with 
minute squamules, then almost glabrous, brick-red at length 
becoming ferruginous ; gills adnexed, very broad (^1 in.), 
distant, sides not veined, sometimes crenate, at others quite 
entire, pallid then watery cinnamon ; stem 3-6 in. long, 
i-1 in. thick, flbrillose, dingy white, then the colour of the 
pileus, about equal, solid; veil distant, forming a narrow, 
interwoven white ring; spores obliquely elliptical, finely 
granulated, 8 x 5 /t. 

Cortinarius {Telamonia) macropuSj Fries, Monogr., ii. p. 71; 
Cke., Hdbk., p. 263 ; Cke., Illustr., pi. 788. 

In damp woods, &c. 

Cortinarius (Tela.) laniger. Fr. 
Pileus about 3 in. across, fleshy, disc compact, hemi- 
spherical then expanded, obtuse, bright or dark tawny, 
sometimes becoming pale, at first floccoso-squamose, flocci 
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whitish, then aliQOst glabrous, silky towards the margin ; 
flesh thiokish at the disc, soft, thin at the margin; gills 
«dnate or slightly ronnded, at first rather crowded, then 
snbdistant, clear tawny-saffroD, at length shining tawny ; 
stem solid, stout, 2-4 in. long, equal or bulbous, ventricose 
when growing on pine leaves, more or less distinctly 
paginate from the white veil which terminates above in a 
very soft, white, distinct ring, reddish-white within, base at 
length tawny ; cortina above the ring very delicate. 

Cortinariua {Telamonia) laniger, Fries, Mon., ii. p. 71 ; Cke., 
Hdbk., p. 264 ; Cke., Illustr., pi. 800. 

In mossy pine ^oods, &c. 

A beautiful and very distinct species. Strong scentcdi. 
Analogous to Cort torvus in the more or less peronate stem 
and ring, but resembling Cort, plumiger in the white, 
fasciculato-floccose squamules of the pileus. Commonly 
smaller than CorLhiveluSy and distinguished by the spreading, 
persistent, tumid ring. Pileus never gibbous, but the margin 
thin, whitish plumulose when young, then silky and almost 
glabrous. (Fries.) 

Cortinarius (Tela.) bivelus. Fr. 

Pileus li-3 in. across, fleshy, convex then expanded, 

obtuse, reddish-tawny, glabrous, but silky near the margin ; 

iplls adnexed, scarcely crowded, rather ventricose behind, 

3 lines broad, clear tawny-cinnamon ; stem about 3 in. long, 

tj in, thick, somewhat bulbous and attenuated upwards, 
m, dirty-white, floccoso-squamulose up to the spurious, 
fagacious ring ; spores obliquely elliptical, granular, 10 x 
5-6 /A. 

Cortinarius (^Telamonia) bivelus. Fries, Epicr., p. 292 ; Cke., 
Hdbk., p. 264; Cke., lUustr., pi. 852. 

In woods, &o. 

Mild. Stem entirely spongy, not firmer outside, sometimes 
short and bulbous, sometimes elongated and attenuated, 
even, abrupt, becoming rusty inside. Pileus soft, absorbing 
aoisture, but not truly hygrophanous, usually very smooth, 
shining, often with darker spots, now and then rivulo>o- 
tquamulose, at length pierced with depressions, rarely cam- 
INknulate and lax. (Fries.) 
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CortinariuB (^Tela.) bulbosus. Fn 

Filens about 8 in. across, unequally fleahy, campanulate 
then expanded, obtuse or broadly gibbous, even or with the 
epidermis torn into squamnles or fibrils near the margin, bay 
■wben moist, fuscous-tan when dry ; flesh similarly coloured 
when moist, whitish when dry, compact at the disc; gills 
4idnate, rather distant, broad, at flrst dark then brownish- 
cinnamon, never violet-tinted; stem 2-3 in. long, bulbous, 
]ialer than the pileus, vaguely peronate and imperfectly 
rinsred from the white veil, solid ; spores 8 x 3-4: /a. 

Cortinariua (Telamonia) hulboms, Fries, Monogr., ii. p. 73; 
Cke., Hdbk., p. 264; Cke., Hlustr., pi. 852. 

Agaricus hulbosm^ Sow., t. 230. 

In woods, amongst moss, &c. 

Allied to C. armillatus and 0, hrunneus, lesembling the first 
in colour and the second in size ; differs in the shorter stem 
and the usually inconspicuous ring formed by the veil, 
differs from Inoloma in the hygrophanous pileus, and from 
Hygrocyhe in the gills. Stem decidedly bulbous, base and 
inside somewhat saffron-colour, at length brick-red ; pileus 
sightly hygrophanous, often fibrillosely torn near the margin^ 
flesh-coloured like the pileus, whitish when dry, distinct from 
C. hivehia in the darker colour. (Fries.) 

Smell like that of radishes. Pileus 2-3 in. broad, fibril* 
lose under a lens, brittle ; margin thin. Gills rounded, sub- 
ad nate, distinct, 2-3 lines broad. Stem 3-4 in. high, sub- 
fibrillose, in full grown specimens ferruginous at the base. 
(Fries.) 

Cortinariua (Tela.) urbicus. Fr. 

Pileus 1^-2 in. across, fleshy, convex then plane, glabrous, 
whitish-tan colour; gills emarginate, ventricose, 3 lines 
broad or even more, rather close, pale ferruginous ; stem 
abor.t 2 in. long, :J-J in. thick, equal, nearly smooth,^ 
peronate, pallid, villose above the narrow, white ring, 
solid. 

Cortinariua (Telamonia) urhicua^ Fries, Epicr.,^ p. 293; 
Cke., Hdbk., p. 264; Cke., Illustr., pi. 818. 

In grassy places. 

Allied to CorU hivelua, but readily distinguished by being 
glabrous and paler in colour. 
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Cortinarius (Tela.) licinipes. Ft. 

Pileus 2-3 in. across, membranaceous, campannlate then 
convex, at length expanded^ obtusely umbonate, nsnally 
becoming depressed round the umbo, even, glabrous, yellow- 
ish, pale tan when dry ; gills adnata, very broad behind, up 
to J in., rather crowded, quite entire, watery cinnamon ; 
stem 4-5 in. long, 3-4 lines thick, fragile, equal often 
flexuous, whitish, base with white down, the remainder with 
white floccose or plumose scales, naked when old, smooth 
above the distant, membranaceous ring, stuffed then hollow. 

Cortinarius (Tdamonid) licinipes^ Fries, Epicr., p. 293; 
Cke., Hdbk., p. 265; Cke., lUustr., pi. 819. 

In fir woods, when growing in damp places, amongst 
sphagnum, &c., the stem is elongated, shorter in dry. 
situations. 

Cortinarius (Tela.) microcyclus. Fr. 

Pileus 1-lJ in. across, thin, almost membranaceous, plano- 
convex, reddish-fuscous, the minutely umbonate disc darker, 
pale and opaque when dry, even, glabrous, never torn ; gills 
adnate, very broad, almost ovate in form, thin, at first lilac, 
then dark cinnamon ; stem 1-2 in. long, base 3 lines, apex 
about IJ line thick, but variable, from the incrassated base 
attenuated upwards, white or pallid, veil collapsed into a 
white zone round the stem. 

Cortinarius (^Telamonia) microcyclus^ Fries, Monogr., ii. p. 78 ; 
Cke., Hdbk., p. 265 ; Cke., Illustr., pi. 865. 

In pine woods, &c. 

Allied to Cort. decijpiens in colour and habit, but differing 
in the somewhat bulbous stem and the white ring. (Fries.) 

** Stem and gills violet, cortina whitish becoming violet, universal 

veil white, 

Cortinarius (Tela.) torvus. Fr. 
Pileus 2-4 in. across, flesh thin except the disc, convex, 
margin at first incurved, then wholly expanded, obtuse, rather 
fragile, even, or the cuticle minutely broken up when dry, 
wi& depressed points when old, sometimes coarsely radiato- 
ragolose, at first hoary with minute tibrillose squamules, 
and marbled with the same hoariness when smooth, scarcely 
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hygrophanous, bay, bay -brown, or coppery-brown; flesh 
dingy, whitish when dry ; gills somewhat adnate, thick, dis- 
tant, plane, fragile, very broad (3-6 lines), violet at first, 
soon pnrplish-umber, finally dark cinnamon, edge quite entire, 
at length veined at the base ; stem 8-5 in. long, ^1 in. thick, 
short and bulbous when young, then elongated and sub- 
equal, when perfect sheathed and peronate to the middle by 
the adnate veil, above which the stem is 'nearly equal, pale 
violet, villosely cortinate when young, then fibrillose; 
whitish below the white, spreading ring, fibrillose, in fullest 
vigour floccosely scaly, base covered with white down, solid, 
then spongy, usually bored and eaten by larvae ; spores, 10- 
12 X 7-8 /A. 

Cortinarius (Telamonid) torvus, Fries, Epicr., p. 293; Cke., 
Hdbk., p. 265; Cke., lUustr., pi. 801 ; Kalchbr., pi. 21, f. 1. 

In woods, especially beech. 

Showy, commonly robust, stem at first bulbous, then 
elongated and equal; ring evident, subpersistent. Fileus 
bay, and with a violet tinge at first. There is a form having 
the gills rufous flesh-colour. (Fries.) 

Eaotzch's sptjcimens are evidently the genuine form, figured 
by Bulliard ; mine are slightly different, but clearly belong- 
ing to the same species. The youngest plant43 have no tinge 
of violet ; but this is probably owing to their being found 
in very diy weather. Pileus in the variety If in. broad, 
obtuse, convex, at length plane, shining with a satiny lustre, 
at length sometimes rimulose, whitish tinged with umber, 
fleshy in the centre, the margin thin ; portions of the veil 
persistent on the edge. Gills adnate, deep umber, distant, 
sometimes very slightly emarginate in old specimens. Stem 
2i in. high, | an in. thick, nearly equal or slightly attenuated 
below, paler than the pileus, hosed as it were, with the 
white veil ; reddish within. Odour like that of A, faatibilis. 
(Berk.) 

Cortinarius (Tela.) impennis. Fr. 
Pileus 1^-2 in. across, fleshy, convex, obtuse, rigid, almost 
glabrous, colour almost brick-red, becoming pale; gills adnate, 
then emarginate, distant, thick, 3-4 lines broad, violet, soon 
purplish, at length wateiy cinnamon ; stem 2-3 in. long, 
^ in. thick at the apex, rftther bulbous, pallid, the imperfect 
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ring and apiez violet, whitisli-cortiQate, solid; spories, 10- 
11 X 7/1. 

CartifMriua (Telamanid) impennis, Fries, Epicr., p. 293 ; 
Cke., Hdbk., p. 265 ; Cke., Illustr., pi. 853. 

In pine woods, &c. 

Stem 2 in. long, ^ in. thick, often cylindrical, fibrillose, 
ring incomplete. Pilens fleshy, especially at the disc, at 
first BOOty-umber, then brick-red or red (in the yonng stage 
almost &e colour of Collyhia hutyracea), not hoary, ^ilky 
round the margin when young, at length cracked. (Fries.) 

Cortinarius (Tela.) lucorum. Fr. 

Pileus lJ-2 in. across, convex then expanded, gibbous, 
margin wavy, even, bay with a tinge of brick-red when 
moi»t; flesh very thin except at the disc;^ gills emarginate, 
rather distant, about 3 lines broad, cinnamon with a tran- 
sient tinge of violet ; stem about 2 in. long, 3-4 lines thick, 
slightly clavate, very flbrillose, pallid, solid ; veil forming a 
white distant zone on the stem, flesh like that of the pileus 
dingy ochraceous ; spores elliptical, 10 X 5 /t. 

Cortinarius (^Tetamonia) lucorum, Cke., Hdbk., p. 579 ; Cke., 
Illustr., pi. 1192. 

CorUnarius (^Telamonia) imjpennis, Fries, var. lucorum, Fries, 
Hym. Eur., p. 377. 

On the ground in woods, &c. 

Stem sometimes slightly curved, and tinged with violet 
above. 

Cortinarius (Tela^ plumiger. Fr. 
Pileus 2-3 in. across, flesh thin, conical when young, then 
campanulate, umbo broad, obtuse, very prominent, often 
cracked, dry, densely covered with white, floccose, feathery 
scales that are erect and squarrose, or after rain becoming 
depressed and silky, hygrophanous, fuscous with an olive 
tinge when moist, reddisb-tan when dry; gills adnate, 
scarcely crowded, broad, violet at first, soon watery, then 
pure cinnamon, edge quite entire, similar in colour or tan- 
colour; stem remarkably clavate, 3-4 in. long, base 1 in. 
apex 5 lines thick, pale, watery white within ; veil shining 
white, floooosely scaly on the stem, forming an imperfect 
ring at the apex, solid ; spores 10 x .5-6 fx. 
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- Cortinarius (Telamonid) plumiger^ Fries, ^Epicr., p. 294 ; 
Cke., Hdbk., p. 266, 
In woods. 

Cortinarius (Tela.) scutulatus. Fr. 

Pileus about 1 in. across, fleshy at the disc, margin thin, 
ovate then expanded, obtuse, purple-umber, brick-red when 
dry, at first silky and white near the margin, then becoming 
broken up into squamules; gills adnate, about 2-3 lines 
broad, rather distant, purple-violet ; stem 3-4 in. long, J in. 
thick, somewhat bulbous, rigid, dark violet outside and 
inside, solid, peronate and more or less ringed; spores 
elliptical, 7x3/*. 

Cortinarius (TelamonicL) scutulatus, Fries, Epicr., p. 294; 
Cke., Hdbk., p. 266 ; Cke., Illustr., pi. 820a. 

In damp woods, &c. 

Smell like that of radishes, stem above the bulb, which is 
often wanting, cylindrical, apex often hollow, hence the 
fleshy disc of the pileus becomes umbilicate. Veil sometimes 
concentrically squamulose, sometimes almost absent, mem- 
branaceous ring obsolete. Edge of gills at first whitish 
then cinnamon. (Fries.) 

Cortinarius (Tela.) evemius. Fr. 

Pileus 2-4 in. across, thin, almost membranaceous, conico- 
campanulate then expanded, obsoletely umbonate, everywhere 
covered with a white, fibrillose, silky, adpressed veil, usually 
purple-bay when glabrous, very hygrophanous, brick-red 
when dry, becoming dingy pale ochraceous when old, cracked 
and torn into fibrils, very fragile; the very thin flesh 
similarly coloured ; gills adnate, ventricose, very broad 
(^1 in.), distant, purplish- violet, becoming pale, at length 
cinnamon ; stem 3-6 in. long, | in. and more thick, equal or 
attenuate downwards, slightly striate, violet, becoming pale,, 
obsoletely squamulose and indistinctly annulate from the 
veil ; spores elliptical, granular, 10 X 7 ft. 

Cortinarius (Telamonia') evemius. Fries, Monogr., ii. p. 77; 
Cke., Hdbk., p. 266 ; Cke., Illustr., pi. 821 and 865. 

In damp pine woods, &c. 

Smell not remarkable, resembling C elaiior in size, but 
not in any way allied, differing in the absence of the 
glutinous veil and also in colour. (Fries.) 
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Tufted orsnbgregarioufl. Pilens 1-2 inohes broad, purpk- 
brown, shiBing with a satiny lustre, umbonate, the umbo 
generally subumbilioate ; flesh moderately thick in the 
centre. Gills very broad, at length subferruginons, distant^ 
adnate for half their breadth. Stem 2^—4 inches high> 
f in. thick, undulated, sUky, much paler than the pileus, 
with a few slight traces of the veil. Sowerby's plant and 
that of Fries seem to be the same ; but if so, the former is 
not, as Fries supposes, merely the young state, but arrived at 
its full growth. (Berk.) 

Cortinarius (Tela.) quadricolor. Fr. 

Fileus 2-3 in. across, rather fleshy, thin, conical then 
expanded, umbonate, glabrous, at length with depressed spots,. 
pale yellow then tawny, shining when dry; flesh tliin, 
ooloured like the pileus ; gills adnate, distant, 3-4 lines 
broad, but thin, margin white, serrate, dark violet or purplish 
cinnamon ; stem 3 in. long, 2-3 lines thick, equal, flexuous,. 
rather rigid, fibrilloso-striate from the adpressed veil, which 
above collapses and forms an oblique white ring that 
eventually disappears, stuffed then hollow ; spores 10-11 x 
6-7 fji. 

. Cortinarius {Telamonia) quadricolor^ Fries, Epicr., p. 295 ; 
Cke. Hdbk., p. 266 ; Cke., Illustr., pi. 867. 

In beech woods, &c. 

Agreeing with C. hinnuleus in size, but differing in colour* 
Gills sometimes violet. (Fries.) 

♦♦* Stem and veil red or yellow. Gills tawny or cinnamon^ not 

violet nor becoming brown. 

Cortinarius (Tela.) helvolus. Fr. 
Pileus 2-3 in. across, flesh thin, convex then plane, obtuse 
or obtusely umbonate, glabrous, even, dark tawny-iferrugi- 
nous, yellowish when dry, becoming cracked, the margin at 
first covered with the veil, regularly incurved; gills dis- 
tinctly omarginate, 4 lines broad, distant, thick, base rather 
veined, opaque, tawny then tawny-cinnamon ; stem variable 
in length, in the largest form 6-8 in. long and up to 1 in. 
thick, in the medium form 3 in. long, 4 lines thick, in the 
smallest form 2 in. long, attenuated at the base, apex 2-3 
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lines thick, solid, almost equal, not straight, fibrillose, with 
a narrow ring-like, msty margined zone above formed from 
the veil, more or less Jerniginous both outside and inside, 
solid ; spores 6 x 5 /x. 

Gortinarius (Telamonia) helvolu8^ Fries, Monogr., ii. p. 85 ; 
€ke., Hdbk., p. 267 ; Cke., Illustr., pi. 804b. 

In wooded pastures, &o. 

A small form occurs having the pileus ferruginous then 
becoming pale, disc darker. (Fries.) 

Gortinarius (Tela.) armillatus. Fr. 

Pileus 3-4 in. across, disc fleshy, remainder thin, campanu- 
late then expanded, brownish brick-red, pale when dry; 
gills adnate or ventricose behind and appearing to be ad- 
nexed, 3-4 lines broad, distant ; pale then dark cinnamon ; 
4stem 4-5 in. long, ^ in. thick above, bulbous or conical, 
fibrillose, pale, with several oblique red zones, solid, brownish 
within ; spores 10 X 6 ft. 

Corttnariua (^Telamonia) armillatus, Fries, Epicr,, p. 295; 
€ke., Hdbk., p. 267 ; Cke., Illustr., pi. 802. 

In woods. 

Allied to Cort. haematocheliSf but distinguished by the dis- 
tant gills, and by having more than one red ring on the stem. 

Gortinarius (Tela.) haematochelis. Bull. 

Pileus 3-4 in. across, fleshy at the disc, thin elsewhere, 
gibbous, silky-fibrillose, brownish brick-red, pallid when 
dry, campanulate then expanded ; gills adnate or adnexed, 
crowded, thin, 2 lines broad, sometimes more, pale cinna- 
«non ; stem 4-5 in. long, ^ in. thick above, somewhat bulbous, 
attenuated upwards, pallid, with a single, distant, oblique 
red zone, solid ; spores granular, 10 x 7-8 ft. 

Cortinarius (^Telamonia) haematochelis, Cke., Hdbk., p. 267 ; 
Cke., Illustr., pi. 803. 

Agaricus haematochelis, BuUiard, Champ. France, t. 527, f. 1. 

In woods. 

Stature of Cort, hrunneus, also resembing Cort, armillatus, 
l)ut distinguished by having only one red zone on the stem. 

Gortinarius (Tela.) praestigiosus. Fr. 
Fileus 1^2 in. across, almost membranaceous, flattened, 
43triate up to the obtuse or acute umbo, at flrst dark then 
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light bay, becoming torn towards the silky margin ; gills 
adnate, 2-3 lines broad, rather distant, tawny-cinnamon; 
stem 3-5 in. long, slender, very fragile, pale red, rather 
shining, with red squamules, hollow. 

Cortinarius (JFelamonict) paragandisy var. praestigiosus, Fries,. 
Epicr., p. 295 ; Fries, Hym. Eur., p. 379. 

Under pines, &c. The typical form has not been found in 
this country. 

CoriinaritiB (Tela.) croceo-ftilvus. Fr. 

Pilens 2-4 in. across, fleshy, convex then expanded,, 
obtusely umbonate or gibbous, even, bright tawny-orange ; 
gills acbiate, slightly sinuate, 3 lines broad or more, rather 
distant, ferruginous ; stem 3-4 in. long, ^| in. thick, equal, 
yellow with a tinge of rufous, zoned with a rufous-orange 
line, the remains of the veil, solid, flesh like that of the 
pileus, bright yellow ; spores obliquely elliptical, granular,. 
8-10 X 6 /i. * 

Corienarius {Telamonia) croceo-fulvtis, Fries, Epicr., p. 296 ; 
Cke., Hdbk., p. 379 ; Cke., lUustr., pi. 1193. 

Agarieus croeeo-fulvuSy D. C, Fl. Fr., v. p. 49. 

In woods. 

Readily known by the bright tawny-orange pileus, and 
the dear yellow colour of the flesh. 

Cortinaritui (Tela.) limonius. Fr. 

Pileus 2-4 in. acro>s, truly fleshy, convexo-plane, obtuse, 
even and glabrous when moist, cracked and incised when 
dry ; tawny-citron, yellowish-ochre and opaque when dry ; 
flesh coloured like the pileus, not splitting; gills adnate, 
rarely emarginate, distant, for a long time yellow, at length 
tawny-cinnamon; stem 3 in. long, ^ in. thick, equal or 
attenuated at the base, where it becomes deep safiron, floe- 
cosely squamulose from the veil, apex sometimes with a 
coloured floccose veil, solid. 

Cariinaritu (Tela.) limonius, Friett, Monogr., ii. p. 80 ; Cke.,. 
Hdbk., p. 267 ; Cke., Illustr., pi. 804a. 

In pine woods. 

Smell none. Base ef stem at length saffron-colour, some- 
times attenuated, at others slighty incrassated. Bing often 
flocoofle and radiating, but from the squamules on the steok 
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evidently a Telamonia. Pilous distinctly bygrophanons, not 
splitting. (Fries.) 

Pileus 2-4 in. broad, when dry ochry-yellow, snbeqnar- 
rose. Gills sometimes adnate, sometimes emarginate, veil 
rarely forming a perfect ring. Stem 2-4 in. high, ^ in. thick, 
firm, fibrillose, dull yellow sometimes saffron-red. (Fries.) 

Cortinarius (Tela.) hinnuleus. Fr. 

Pileus 1-2J in. across, flesh very thin except at the snb- 
unibonate disc, conico-campanulate then expanded, glabrous, 
pallid tawny-cinnamon, tawny when dry; gills slightly 
-emarginate, distant, 3-4 lines broad, tawny-cinnamon, edges 
quite entire; stem 3-4 in. long, 3-4 fines thick, rigid, 
attenuate below or subequal, tawny, the whitish silky veil 
forming a ring-like zone, stuffed ; spores elliptical, granular, 
10-12 X 7-8 /A. 

Cortinarivs (^Telamonia) liinnuleua, Fries, Epicr., p. 296; 
Cke., Hdbk., p. 268 ; Cke., Illustr., pi. 805. 

In woods, &c. 

Very variable in size, stem sometimes short and equal, 
4Sometimes slender, elongated, and flexuous, at times brownish, 
up to 4 lines 'thick, rileus varies to pallid and at length 
-depressed, rarely silky near the margin. Gills plane, 
slightly connected by veins. Eecedes from all the species in 
the subgenus in having a white veil. (Fries.) 

Cortinarius (Tela.) gentilis. Fr. (fig. 9, p. 16.) 
Pileus ^-1 in. across, flesh thin, conico-expanded then 
flattened, acutely umbonate, tawny-cinnamon, yellow when 
dry, cracked and incised, sometimes somewhat silky; gills 
adnate, thick, very distant, plane, connected by veins, 
coloured like the pileus at first, not changing colour when 
•dry like the pileus and stem, hence every part of the fungus 
is coloured alike when moist, but differently coloured when 
-dry ; stem 3-4 in. long, 1-2 lines thick, equal or attenuated 
at the base, often curved, usually straighter than that of 
other species of similar size, fibrillose, tawny-dnnamoD, 
yellow when dry ; veil forming an oblique ring, sometimes 
arranged in several zones, sometimes yellow below the 
floccoso-squamulose ring ; spores granular, 7-8 x 6 fi. 

Cm'tinariua (Telamonia) gentilis^ Fries, Monogr., ii. p. 87; 
Cke., Hdbk., p. 268 ; Cke., Illustr., pi. 806. 
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In pinfe woods, &c. Gregarious. 

Pileus ^3 in. . broad, at first conic-obtuse, then more 
or less acutely umbonate, with frequently a depression 
round the umbo, cinnamon changing to a pale tawny, 
marked iu decay with brown streaky blotches, shining, 
somewhat cracked, subfibrillose, sometimes with a few 
very minute silky scales. Gills very distant, thick, 
adnate, rounded behind, cinnamon or dark ferruginous. 
Stem 3 in. high, 2-3 lines thick, of the same colour as the 
pileus, nearly equal, at first marked with the remains of the 
woven spongy ring, fibrillose, wavy, at length hollow. 
(Berk,) 

Cortinarius (Tela.) helvelloides. Fr, 

Pileus ^1 in. across, submembranaceous, convex then 
expanded, umbonate, almost glabrous, striate when in perfect 
condition, ferruginous, cracked and squarrose when mature, 
rather tawny when dry, sometimes fibrillose when young ; 
gills adnate, very thick and remarkably distant, rather broad, 
distinct, at first violet-umber (never purplish), edge whitish, 
«oon entirely umber-cinnamon, at length ferruginous ; stem 
2-3 in. long, 1-2 lines thick, equal, very much undulated 
and flexuous, somewhat ferruginous without any white ; veil 
yellowish, forming a silkiness near the margin of the pileus, 
and an imperfect ring near the apex of stem, above which 
the stem is silky- white and shininpj ; spores 7 X o /t. 

Cortinarius (Telamonia) helvelloides^ Fr., Epicr., p. 297; 
Cke., Hdbk., p. 268 ; Cke., Illustr., pi. 836. 

In beech woods, &c., in damp places amongst rotten leaves. 

Inodorous. Form of pileus and colour variable, but un- 
mistakable on account of the thick, very distant gills. 

Cortinarias (Tela.) rubellus. Cooke. 
Pileus 2-3 in. across, neshy, campanulate then expanded, 
mfoas-orange, darker at the umbo, disc fleshy, thin towards 
the margin, flesh reddish-ochre ; gills adnate, sinuate, rather 
narrow, scarcely crowded, pale, then bright ferruginous-red ; 
stem 3-4 in. long, \ in. thick, pale above, darker below, 
marked with concentric dark ferruginous fibrillose bands, 
equal or attenuated upwards, solid ; spores pyriform, minutely 
rough, 8 ^ 5 fu 
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Cortinarius (Telamoniii) rvheUm, Cke., Grevillea, xiv. p. 44; 
Cke., Hdbk., p. 268 ; Cke., Illustr., pi, 836. 

In Bwampy places. 

With somewhat the habit of a small form of C. armiUatof, 
but distinguished by the brighter-coloured pileus, and by 
the fibrillose rings on the stem being dark feiTuginous and 
not vermilion. 



«»»« 



Stem becoming hrownishf veil fuscous or dingy ^ gills dark. 



Cortinarius (Tela.) bovinus. Fr. 

Pileus 3-5 in. across, flesh rather thick at the disc, thin 
towards the margin and often : splitting, watery, pallid, 
convex then expanded, obtuse or gibbous, even, glabrous, 
with point-like depressions when old, fragile, soon glabrous, 
opaque, hygrophanous, watery cinnamon, tawny when dry ; 
gills adnexed, up to \ in. broad, not veined at the sides, 
rather distant, cinnamon, becoming dark; stem about 3 in. 
long, conspicuously bulbous, base 2 in., apex 1 in. thick, 
dingy pallid, girdled by a single brown zone formed by the 
interwoven veil, scarcely peronate, brownish -cinnamon, 
whitish above the brown zone, solid but very spongy within. 

Cortinarius (Telamonia) hovinus. Fries, Epicr., p. 297 ; Cke., 
Hdbk., p. 269 ; Cke., Illustr., pi. 822. 

In pine and mixed woods, &c. 

Cortinarius (Tela.) nitrosus. Cooke. 

Stinking. Pilous 2-3 in. across, fleshy, rather thin, obtuse, 
convex, then expanded, undulate at the margin, fawn-colour 
or tawny, darker and brownish at the disc, soon breaking up 
into minute, somewhat concentric, darker scales ; gills rather 
broad ; somewhat di>tant, emarginate, violet then watery 
cinnamon; stem 2-3 in. long, h in. thick, nearly equal, 
ochraceous, darker at the base, paler than the pileus, marked 
with concentric darker squamose bands, solid ; spores ellip- 
tical, 12 X 4 ft. 

Cortinarius i^Telamonia) nitrosus, Cke., Grevillea, xvi. p. 44 ; 
Cke., Hdbk., p. 269 ; Cke., Illustr., pi. 837. 

In mixed woods. 

Flesh of pileus and stem pale brown. Distinguished by 
the strong nitrous odour and the banded stem. 
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Cortinarius (Tela.) brunneus. Fr. 

Pileus 3-4 in. across, tineqiially fleshy, disc obtusely 
\imbonate and truly fleshy, the rest thin, campanulate then 
expanded, naked, innately flbrillose towards the margin, 
umber, dingy reddish-tan when dry, becoming more or less 
marked with depressed point-like punctures; flesh pallid 
brown ; gills at first adnate then adnexed, ^ in. and more 
broad, broadest in the middle, thick, distant, transversely 
veined, dark purple-cinnamon, then brown, at length umber- 
cinnamon ; stem clavate or attenuated upwards from the 
thickened base, 4 in. long, ^ in. thick above, elastic, brownish, 
with dense white striae, furnished towards the apex with a 
brownish-white ring-like zone formed by the dingy white 
veil ; spores obliquely elliptical, granular, 10-12 X 6 ft. 

Cortinarius (^Telamonia) brunneus^ Fries, Monogr., ii. p. 81 ; 
Cke., Hdbk., p. 269 ; Cke., Illustr., pi. 864 and 868. 

In pine woods, &o. 

Stature very variable ; when growing in deep sphagnum 
tswamps it is slender, stem up to 8 in. long, naked, brown, 
pileus small, 1-1^ in. broad, plane, obtusely umbonate, 
umber. (Fries.) 

Our plate 868 agrees well with the figure by Fries in the 
nX)8al Museum. It can scarcely be confounded with any 
other species. Spores pip-shaped, elliptical, 10-12 x 6 ft. 
(Cooke.) 

Cortinarius (Tela.) brunneofalvus. Fr. 

Pileus about 2 in. across, slightly fleshy, campanulate 
then expanded, obsoletely umbonate, even, glabrous, minutely 
^brilloso-virgate from innate adpressed hairs under a lens, 
margin at first white fibrillose, tawny-cinnamon, hardly 
<:hanging colour when dry ; flesh thin, pale dingy tawny ; 
gills adnate, but soon very ventricose, J in. and more broad, 
rather distiEUit, distinct, soft, tawny-cinnamon, opaque ; stem 
3—4 in. long, 3-4 lines thick, attenuated upwards, fibrilloso- 
striate, almost glabrous when adult, pale tawny outside and 
inside; veil dingy white, forming a zone round the stem, 
bat soon entirely disappearing, stem solid then soft and 
spongy within. 

Cortinarius (Telamonia) hnmneo-fulvus, Fries, Epicr., p. 298 ; 
Fries, Hym. Eur., p. 382. 

VOL. n. E 
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Tn pine woods amongst moss, &c. 

Closely allied to Cortinarius hrunneus, but tawny-cinnamon. 
Statnxe of Cort evemius. Much larger than Cart, glandicolor^ 
from which it also differs in the tawny-cinnamon colour. I 
have never seen any irace of violet colour in my specimens. 
Flesh thin, dingy. (Fries.) 

Cortinarius (Tela.) injucundus. Weinm. 

Pileus 3-4 in. across, compact, convex then plane, obtuse, 
fuscous-cinnamon, fibrillose ; gills emarginate, very broad, 
4-5 lines, lilac-tan ; stem 3-4 in. long, up to f in. thick at 
the apex, clavate and attenuated upwards, colour of the 
pileus then tawny-yellow, solid ; spores elliptical, granular, 
10 X 5 ft. 

Cortinarius (Telamonia) injucundus, Weinmann, Fl. Boss., 
p. 150 ; Cke., Hdbk., p. 269 ; Cke., lUustr., pi. 823. 

In fir woods. 

One figure seems to represent a form of this species, 
although not precisely the type. (Cooke.) 

Cortinarius (Tela.) glandicolor. Fr. 

Pileus ^-1 in. (rarely 2 in.) across, submembranaceous 
conical then expanded, commonly obtusely umbonate, soon 
glabrous, margin slightly striate when moist, umber or 
cinnamon brown, tan-polour or dingy pale ochraceous when 
dry ; flesh very thin, similarly coloured ; gills adnate, very 
distant, rather thick, up to 4 lines broad, coloured like the 
pileus or umber, edge quite entire, coloured like the rest, 
rounded in front ; stem 3-5 in. long, 2-3 lines thick, com^ 
monly straight, the surface sometimes undulated, naked, 
slightly striate, colour of the pileus, at length bay-brown,, 
stuffed then hollow ; veil forming a woven ring, white, soon 
entirely disappearing. 

Cortinarius ^Telamonia') glandicolor. Fries, Epicr., p. 298; 
Cke., Hdbk., p. 270; Cke., lUustr., pi. 789. 

On the ground amongst moss, especially in pine woods. 

Eesembling in general appearance the subgenus Dermocyhey 
but the thickish, very distant gills and stature is altogether 
that of Cortinarius (Tela.) gentilis, from which the present . 
species is however sufl&ciently distinct in the brown colour 
and straighter stem. (Fries.) 
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Var. curta, Fries, Monogr., ii. p. 91. 
Stem stuffed, 1 in. long, flexuons, peronate with the white 
^eil, cingulate ; umbo becoming rather blackish. 

Cortinarius (Tela.) punctatus. Fr. 

Pileus J-1 J in. across, somewhat membranaceous, conico- 
convex, glabrous, hoary, umber, tan-colour when dry, at 
length even, punctate; gills adnate, very distant, quite 
entire, 1-2 lines broad, cinnamon-brown ; stem 2-3 in. long, 
1-2 lines thick, equal, undulate, pale brown below, apex 
whitish, somewhat hollow ; spores pip-shaped, 7 x 4 /x. 

Cortinarius {Telamonia) punctatus, Fries, Epicr., p. 299; 
Cke., Hdbk., p. 270 ; Cke., Illustr., pi. 855. 

In woods, especially beech. 

Closely allied to Cort, gentilis, but distinct in the colour of 
every part, and in the obtuse or obtusely umbonate, convex 
pileus. 

A. Stem somewhat hollow, 2-3 in. long, scarcely 1 line 
thick, slender, everywhere equal, tough, undulated, fuscous- 
cinnamon, fibrilloso-striate, base white, downy. Cortina 
somewhat interwoven, pale fascous, evanescent. Pileus 
rather membranaceous, conico-convex, umbo scarcely pro- 
minent, ^ in. broad, glabrous, even, umber, hoary, becoming 
pale tan when dry, not incised. Gills adnate very distant, 
with a decurrent tooth, ventricose, almost 3 lines broad, 
brownish cinnamon, all one colour and quite entire. B. Form 
more typical; stem shorter, pileus broader, with minute 
point-like depressions, gills less distant. (Fries.) 



II. LEPTOPHYLLI. 

Gilh narroWf thin, more or less crowded, 

* Stem tohitish, not floccosely scaly, 

Cortinarius (Tela.) triformis. Fr. 
Pileus 2-4 in. across, flesh thin, convex then plane, some- 
what umbonate, flbrillose becoming smooth, opaque, colour 
various, at first brownish or livid-yellowish, dirty tan when 
dry, hygrophanous, margin thin ; gills rounded behind and 
adnezed, rather crowded, thin, distinct, yellowish honey- 

E 2 
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colour then pale cinnamon ; stem 3 in. long, ^ in. and more 
thick, fragile, clavate or somewhat bulbous, almost glabrous, 
pallid, stufifed and spongy inside, ring white ; spores elliptical, 
apiculate, 10 x 6 /i. 

Cortinarius (^Telanwnia) triformia. Fries, Epicr., p. 299 ; Hym. 
Eur., p. 382 ; Cke., Hdbk., p. 270 ; Cke., lUustr., pi. 790 (as 
Cort, triformis, var. Schaefferi), 

In woods. 

Common in pine and mixed woods, assuming three marked 
forms, as follows : — 

A. Schaefferi. In beech woods. Stem rather bulbous, 
stuffed, spongy within, 3 in. long, J in. thick, fragile almost 
glabrous, pallid, the veil forming an interwoven, distant, 
white ring. Pileus unequally fleshy, margin thin, convex 
then plane, obtuse or slightly gibbous, superi&oially fibrillose, 
almost glabrous, at length with depressed dots, 2—3 in. 
broad, always even, opaque, very hygrophanous, fawn- 
colour when young, then yellowish or honey-colour, dirty 
ochraceous when dry ; gills adnate, ventricose, rather 
emarginate, 4 lines broad, connected by veins, rather distant, 
thin, watery honey -colour, then watery cinnamon. 

B. Melleojpallens. In pine woods. Stem conically at- 
tenuated, soft, imperfectly hollow, fragile, J in. thick, pallid 
yellow without and within, glabrous except the zone formed 
by the veil as in Cort. hrunneus. Pileus hemispherical, 
obtuse or obtusely umbonate, at first white-fibrillose then 
glabrous, even, fuscous then honey-colour, pale tan when 
dry; margin pellucidly striate; flesh watery- white. Gills 
rather crowded, distinct, yellowish then as in previous form. 
Habit of Cort. armeniacus, but paler, &c. 

C. Fuaco-pallens. Under pines. Stem stuffed, incrassated 
at the base, 3 in. long, 3-4 lines thick, apex thinner, even, 
brownish-white, ring as in the previous form. Pileus thin, 
obtuse, fuscous becoming pale, passing when dry into honey- 
coloured tan. Gills adnate, 1-2 lines broad, watery-white 
then darker. Easily distinguished amongst its allies by the 
constant dingy and watery pallid, almost honey-colour, and 
the thin rather crowded gills. (Fries.) 

Cortinarius (Tela.) biformis. Fr. 
Pileus 1 J-3 in, across, flesh very thin except at the disc. 
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conical then campannlate, at lengtli flattened, acutely 
nmbonate, oven, glabrous, rarely with fugacious fibrils, dark 
or ferruginous-brown, pale bay and shining when dry ; gills 
adnate or emarginate, narrowed behind, connected by veins, 
3 lines broad, rather crowded, watery cinnamon, at first 
greyish, edge crenulated ; stem 2-4 in. long, thinner down- 
wards, base 2, apex 8-4 lines thick, distinctly striate, ad- 
pressedly fibrillose, colour not white, but paler than the 
pileus, firm, stufifed ; ring evident, white, commonly inter- 
woven, oblique ; spores 12 x 15 ft. 

Cortinarius ( Telamonia) hiformisj Fries, Epicr., p. 299 ; Cke., 
Hdbk., p. 270 ; Cke., lUustr., pi. 869. 

In mixed woods. 

More slender than CorL triformta, more rigid, moist, scarcely 
hygrophanous, ring sometimes obsolete. Habit of CorL 
caataneus. (Fries.) 



«« 



Stem becoming violet 



Cortinarius (Tela.) periscelis. Fr. 

Pileus 1-2 in. across, campanulate then convex, umbonate, 
lilac, with a white silkiness, umbo fieshy, the rest mem- 
branaceous; gills broadly adnate, crowded, narrow, pallid 
then dark ferruginous, stem 4 in. long, 3 lines thick, equal, 
fibrillose, lilac, somewhat ringed wifli the brownish inter- 
woven veil, hollow ; spores 7-8 X 4-5 ft. 

CcrtinariuB (Telamonia) periscelis^ Fries, Epicr., p. 300; 
Cke., Hdbk., p. 271 ; Cke., Illustr., pi. 838. 

In swamps, under beech-trees, <&;c. 

Stem 3-4 in. long, 2-3 lines thick, straight, becoming 
fuscous when dry, base with white down. Pileus 2 in. 
broad, hygrophanous. (Fries.) 

There are usually several indistinct brownish rings on the 
stem. 

Cortinarius (Tela.) flexipes. Fr. 
Pileus ^1^ in. across, fiesh thin, at first acutely conical, 
then expanded and acutely umbonate, becoming depressed 
round the umbo, fibrillosely hoary, then naked, at first very 
dark bay- brown, then with violet shades, but becoming pale, 
jeliovri^ in dry weather, tan when old, lacerated; gills 
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adnate, i-atlier distant, broad, purple or umber-violet then 
cinnamon, margin whitish ; btem 4 in. long, 2 linos thick, 
equal, flezuous, floccosely sqnamose below the distinct, in- 
terwoven white ring, pallid, apex and sometimes every part 
violet, stufifed. 

Oortinarius (TelcnrUmid) fleosipes, Fries, Monogr., ii. p. 84; 
Cke., Hdbk., p. 271 ; Cke., Illustr., pi. 824a. 

In pine and other woods, &o. 

A very vaiiable species ; when old resembling Oort, eveniius 
in the variation of colour. 

Cortinarius (Tela.) flabellus. Fr. 

Pileus -§-1 in. across, submembranaceous, obtusely um- 
bonate, at first conical then expanded, olive-brown, at first 
covered with white, superficial scales, silky and tan-oolour 
when dry, becoming cracked and torn into fibrils; gills 
adnate, connected by veins, crowded, linear, narrow, dark 
olive, then ferruginous; stem at times short, about 2 in., 
typically truly elongated, 3-4 in., equal, undulated and 
flexuous, floccoso-squamose, pallid, apex violet ; veil white, 
inferior and forming the scales on the stem, sometimes 
terminating in a perfect, entire ring, sometimes interwoven 
and oblique, stuffed then hollow. 

Cortinarius (Telamonid) flaheUua, Fries, Epicr., p. 300; 
Cke., Hdbk., p. 271 ; Cke., Illustr., pi. 824b. 

On the ground in damp places. 

Gregarious ; smell strong, somewhat resembling radishes. 

*** Stem and jpileua tawny or ferruginous. 

Cortinarius (Tela.) p^ammoceplialus. Fr. 
Every part tawny-cinnamon, same colour inside; pileus 
and stem becoming pale and rather golden when dry; 
pileus about 1 in. across, fiesh thin, convex then plane, 
at length umbonate and revOlute, cortex broken up into 
minute furfuraceous squamules ; gills sinuato-adnate, arcuate, 
crowded, 2 lines broad, at length dark, umber-cinnamon; 
stem about 1-1 1^ in. long, 2 lines thick, rather attenuated, 
squamulose and peronate from the veil, cortina fibrillose 
above, stuffed then hollow ; spores 6 X 4 /a. 



CORTINARIUS. 55 

Ccrtinarius (Telamonia) psammoeepJialvs^ Fries, Monogr., ii. 
p. 80 ; Cke., Hdbk., p. 271 ; Cke., Illustr., pi. 839a. 

Agaricus psammocephaltie, BuUiard, Champ., t. 531, fig. 2 
{inside tawny, not white as in the fig.). 

In pine woods, &o. 

Stem about 1 in. long, apex naked, even, ring not distinct, 
but evidently a Telamonia. Pilens about 1 in. across ; gills 
dark, sometimes with a deourrent tooth. (Fries.) 

Cortinarius (Tela.) iliopodius. Fr. 

Pileus 1-2 in. across, rather fleshy, conical, then expanded, 
rather umbonate, at first silky-fibrillose, almost glabrous 
when mature, cinnamon, tan-colour when dry ; gills adnate, 
rather crowded, thin, cinnamon; stem sometimes short and 
equal, commonly elongated to 3-4 in., flexuous, equal, elastic, 
tawny, sheathed to the middle with the white, silky veil 
which terminates above in a ring, naked and fibrilloso-striate 
above the ring, yellowish-cinnamon inside ; spores, 7-8 X 4 /t. 

Cortinarius (^Telamonia) iliopodius, Fries, Monogr., ii. p. 88 ; 
Cke., Hdbk., p. 272 ; Cke., Illustr., pi. 839b. 

In woods. 

Stem sometimes short, at others elongated and flexuous, 
not attenuated at the base, at length brownish. Pileus 
opaque, l-2i in. broad, sometimes brownish, obtuse. Very 
variable, and some of the forms difficult to define. TFries.) 

Pileus f in. broad, at first conic, with the silky veil 
attached to the margin, then convex, rather acutely umbo- 
nate, the umbo cinnamon, then brownish changing to 
ochraceous, subcamose, silky especially on the margin, which 
is pellucid when moist. Gills at first pale, changing to dark- 
cinnamon. Stem 2 in. or more high, scarce 1 line thick, 
rufescent, pruinose or sericeo-squamulose, moderately tough, 
at length hollow. My specimens described above are smaller 
than the more usual state, approaching in this respect A. 
cucumis, now removed to the tribe Oalera, Taste not acrid. 
GilLs moderately broad. According to Fries, the pileus is 
from ^1 in. broad. Stem 2-4 in. high. Taste approaching 
to that of radishes. (Berk.) 

Cortinarius (Tela.) incisus. Fr. 
Pileus |-J in. across, slightly fleshy, conico-convex then 
expanded, umbonate, naked, soon innately fibrillose or 
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squamulose, hygroplianoiis, ferruginous, tawny when dry; 
gills adDate, distinct, scarcely crowded, fermginons-cinnar 
inon, about 1 line broad ; stem about 1 in. long, equal, fibroso- 
fibrillose, ferrugiDOus, veil white, woven into a ring or 
obsolete ; spores ellipiical, 5 x 3 ft. 

Cortinariu8 (^Telamonia) incims. Fries, Epicr., p. 301 ; Cke.^ 
Hdbk., p. 272 ; Cke., Illustr., pi. 807. 

On the ground. 

In Cooke's figure quoted above, called CorL (^Tela,^ incisu»r 
Fr., var. B, the margin of the pileus is much split and often 
upturned, and the stem white and curved. 

Gregarious, small, form variable ; stem 1 in. long (in B, 
2-4 in.), 1-2 lines thick; pileus commonly tawny-ferru- 
ginous, but when young also bay, olive-brown, &c., very 
squamulose and cracked into shreds. (Fries.) 

In dry pine-woods, scattered, but also in damp meadows,, 
dried up turf-bogs, &c., gregarious, subcaespitose ; every- 
where tawny-ferruginous, opaque, smell faint. Stem some- 
what stuffed, sometimes short, about 1 in., sometimes 
elongated, fiexuous, entii'ely fibrous in damp places, fibrillose, 
not polished externally. Pileus rather fleshy, form variable, 
acutely or obtusely umbonate, convex then expanded, naked 
when young, then (especially in dry weather) torn into- 
fibrils, but even and shining when scorched by the sun ; 
gills adnate, rather distant, ferruginous-cinnamon. Differs 
from Cort, geniilia, &c., in being darker ferruginous, and 
especially in the white, zoned veil. A form exists having the 
pileus olive-brown. (Fries.) 

**** Stem floccosely scaly, and like the pileus "becoming dusky ^ 

Cortinarius (Tela.) hemitriclius. Fr. 

Pileus 2-3 in. across, slightly fleshy, convex then plane^ 
umbonate, fuscous, brownish-tan when dry, densely covered 
near the margin with superficial silky fibrils ; gills adnate, 
crowded, 2 lines broad, tan-colour then cinnamon; stem 
1^-2 in. long, 2-3 lines thick, almost equal, pale fuscous, 
floccoso-squamose from the white veil, and ringed, hollow ; 
flesh like that ot the pileus brownish ; spores, 6-7 x 3-4 /ut. 

Cortinarius (TelamonioL) hemiirichus, Fries, Epicr., p. 302 ; 
Cke., Hdbk., p. 272 ; Cke., Illustr., pi. 825. 
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Amongst moss, fallen leaves, &c, 

Pilens splitting, 2-3 in. broad, resembling Cort, casteneua, 
at first with erect, white cirihose fibrils, becoming prostrate 
and silky fibrillose, at length almost glabrous, sometimes 
obtase, sometimes acutely umbonate, also becoming umbili- 
cate from the hollow apex of the stem. Stem remarkably 
fioccose, and a membranaceous ring not rarely present* 
(Fries.) 

Cortinarius (Tela.) stemmatus. Fr. 

Pileus about 1 in. across, slightly fleshy, convex, ihexh 
expanded, obtuse, bay, hoary-silky towards the margin, pale- 
when dry, fibrillose; gills adnate, crowded, bay, 1^ line 
broad; stem about 3 in. long, 2-3 lines thick, floccoso- 
squamulose with an indistinct ring, ferruginous- bay, imper- 
fectly hollow. 

Cortinarius (Tdemonia) 8temmatu8, Fries, Monogr., ii. p. 90; 
Fries. Hym. Eur., p. 385 ; Cke., Hdbk., p. 273 ; Cke., Illustr.„ 
pi. 840a. 

In damp woods. 

Allied to Cortinarius uraceusj from which it differs in the- 
floccoBO-squamulose stem. 

Cortinarins (Tela.) rigidus. Fr. 

Pileus i-lj in. across, rather fleshy, conical or convexo- 
expanded, acute or obtusely umbonate or quite obtuse, at 
at length depressed round the umbo, glabrous, even, becoming 
pellucidly striate at the margin, cinnamon-bay, yellowish oi 
foBCoas-tan when dry, sometimes becoming broken up into 
squamules when old ; flesh not cracking, colour of the pileus ; 
gills adnate, more or less crowded, often connected by veins, 
plane, entirely cinnamon-colour ; stem 2-4 in. long, 2 lines 
thick, equal, short and straight, or elongated and flexuous, 
brownish or the colour of the pileus, becoming pale, ad- 
pressedly fibrillose, not floccose, stufifed, soon hollow. 

Cortinarius (Tela,) rigidus^ Fries, Epicr., p. 302; Cke., 
Hdbk., p. 273 ; Cke., lllustr., pi. 791. 

In damp woods, &c. Strong scented. 

Cortinarins (Tela.) paleaceus. Fr. 
Pileus ^—1 in. across, bubmembranaceous, conical then ex- 
panded, acute or obtusely umbonate, at first silky with white^ 
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superficial squamnles, then glabrous, opaque, very hygro- 
phanous, brown when moist, dingy tan when dry ; flesh of 
the disc coloured like the pileus, elsewhere almost obsolete'; 
gills adnate, broad, crowded, at first whitish-pallid then 
cinnamon ; stem about 3 in. long, 1 line thick, rather tough, 
surface undulated, brownish both outside and inside, paler 
when young, base with white down, furnished with scattered, 
white squamules, apex with a white ring, hollow, spores 
7-8 X 3 fi. 

CortenariuB {Telamonia) jpaleaceiLS, Fries, Epicr., p. 302; 
Cke., Hdbk., p. 273 ; Cke., Illustr., pi. 826. 

Damp places in beech woods, &c. 

Much more slender than Cort. rigidus, usually acutely 
umbonate. Difiers from Cort. iliojpodius in the stem being 
floccoso-squamulose and not tawny inside. (Fries.) 

Cortinarius (Tela.) iris. Massee. 

Pileus about 1 in. across, hemispherical then expanded, 
acutely umbonate, pale ochraceous-brown, silky, densely 
covered with minute white fibrils, usually splitting at the 
margin, flesh thin; gills rather crowded, moderately broad, very 
much cut out behind and slightly attached, dirty oohraoeous 
then bright orange-brown, margin entire, stem 2f-3 in. long, 
«onical, ^ in. thick at base, 2 lines at the apex, solid, below 
the bright-brown fibrillose ring orange-brown, and covered 
with pointed fibrillose squamules of the same colour, above 
the ring smooth and silky, violet, becoming pale, flesh simi- 
larly coloured ; spores elliptical, obliquely apiculate; smooth, 
orange-brown, 10 X 5 fi; cystidia absent. 

On the ground in woods; Carlisle, Oct, 1887. (Dr. 
Carlyle.) 

Solitary or in clusters of 2-4. Most nearly allied to OoH. 
(Telamonia) jpaleaceus, but distinguished by the conspicuously 
conical, straight, solid stem, size of spores, &o, 

Cortinarius (Tela.) Cookei. Quelet. 
Pileus up to ^ m. across, tawny-yellow, covered with a 
paler, shining, woolly veil, conical, umbonate, fibrillose ; gills 
adnate, violet then reddish, at length rust-colour, about 
1 line broad ; stem 1^2 in. long, 1 line thick, equal, flezuous, 
pale, with several yellowish floocose zones, stuffed; spores 
elliptical, 7 x 3 • 5 ft. 
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Coriinarius (Telamanid) Cookei^ Cke., Hdbk., p. 273 ; Cke., 
Ulustr^ pi. 840b. 

CortifMriua {Hygrocyhe) CooJceij Quelet, Bull. Soo. Bot. 
France, p, 288 (1878) ; GreviUea, t. 128, f. 3. 

In woods. 

Subgen. DEBMOCYBE. 

ANALYSIS OF THE SPECIES. 

* Gills at first whitish or pallid. 

** Gills at first violet, becoming purplish. 



Gills shining cinnamon, red, or yellow. Stem and 
fibrillose cortina coloured. Elegant. 



Olivaceous, veil dingy, or pale fuscous. Pileus not 
torn into scales. 

* Qilh at first whitish or pallid, 

Coriinarius (DermoO ochroleucus. Fr. 

Pileus 2-3 in. across, flesh rather thick except at the 
margin, convex; gibbous then obtuse, almost glabrous, even, 
whitish, with a pale ochraceous tinge ; gills slightly adnexed, 
nearly free, crowded, 3-4 lines broad, narrower in front; 
whitish then ochraceous-tan ; stem 2-3 in. long, 4-^6 lines 
thick, solid, firm, ventricose or almost equal, whitish, apex 
fibrillose above ; spores elliptical, 8 x 4-5 fi. 

Coriinarius {Dermocyhe) ochroleucus; Fries, Epicr., p. 284 ; 
Cke., Hdbk., p. 257 ; Cke., lUustr., pi. 775. 

Agaricus ochroleucus, Schaeffer, t. 34. 

In woods. 

Inodorous, taste rather bitter, not unpleasant. Stem 3 in. 
long, 4-5 lines thick ; pileus 2 in. acroi»s, silky under a lens. 
(Fries.) 

Coriinarius (Dermo.) decumbens. Fr. (figs. 10-11 a, 
p. 16). 
Pileus 1-1^ in. across, rather fleshy, firm, convex then 
plane, gibbous then obtuse, even, glabrous, at times almost 
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white, at others yellowish, shining, not hygrophanons ; gills 
adnexed, crowded, 2 lines broad, thin, white, then tan- 
colour, at length ochraceous- cinnamon from the spores; 
stem stuffed then hollow, 1-2 in, long, about 3 lines thick, 
ascending, white, smooth, base clavato-bulbous, veil white, 
fugacious ; spores 8 x 5 ft. 

Cortinanua (JDermocyhe) decumbenSj Fries, Epicr., p. 284; 
Cke., Hdbk., p. 257 ; Cke., Illustr., pi. 816a. 

In woods and grassy places. 

Small, firm, characterised by the ascending stem. 

Cortinarius (Derxno.) riculatus. Fr. 

Pileus 2-3 in. across, fleshy, margin thin, convexo-plane, 
slightly gibbous, fundamental tint honey-colour, but this 
colour is most conspicuous at the disc, the remainder very 
delicately silky or floccose from the veil, which is closely 
adpressed ; flesh whitish ; gills adnate, crowded, up to 2 lines 
broad, at first tan-colour then watery ferruginouB; stem 
2-3 in. long, base \ in., apex 3 lines thick, even, glabrous, 
pallid-white ; veil evident, pallid. 

Cortinarius (Dermocybe) riculatus. Fries, Epicr., p. 284; 
Fries, Hym. Eur., p. 366. 

In pini woods. \^ 

Stem spongy within, thickened and solid below, becoming 
hollow above. There is no tinge of grey in the pileuB. 

Cortinarius (Derxno.) tabularis. Fr. 

Pileus 3-4 in. across, equally fleshy, convexo-plane, broadly 
gibbous, at length remarkably flattened, tan- colour or 
brownish-tan, becoming paler, at first covered with ex- 
ceedingly delicate, white down from the veil, silky near the 
margin, then entirely glabrous; flesh white; giUs slightly 
emarginate, crowded, thin, 3 lines broad, white then tan- 
colour, rarely at fiist with a slight and fugacious tinge of 
grey; stem stuffed, becoming hollow, tough, elastic, equal, 
or attenuated from the base, 2-3 in. long, 3-4 lines thick^ 
erect, sometimes floccoso-squamose, sometimes smooth and 
almost glabrous, white then pallid ; veil white, fagacious. 

Cortinarius (^Dermocyha) tabularis^ Fries, Epicr., p. 284; Cke., 
Hdbk., p. 257 ; Cke., lUustr., pi. 783. 

In woods. 
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Larger than C. anomalus, paler, more glabrous; gills at 
first whitish or with a transient shade of grey, sometimes 
becoming somewhat ferruginous. (Fries.) 

Cortinarins (Dermo.) camurus. Fr. 

Pileiis 2-3 in. across, very unequally fleshy, disc rather 
thick, but from the middle almost membranaceous, the broad, 
obtuse umbo often oblique, cracked when diy, pale hoary- 
brown, not hygrophanous but becoming pale yellowish, the 
umbo darkest ; flesh white ; gills variously attached owing 
to the oblique pileus, sometimes broadly adnate on one side, 
sometimes almost free, crowded, about 3 lines broad, thin, 
greyish-tan, then watery cinnamon or brownish, edge quite 
entire, similarly coloured; stem imperfectly hollow, equal, 
3 in. long, 4 lines thick, always ascending or twisted, even, 
glabrous or fibrillose below, white outside and inside, apex 
naked and silvery-shining ; spores 8-9 X 6-7 /i. 

Cartinarius (Dermocyhe) camurus^ Fries, Epicr., p. 285; 
Cke., Hdbk., p. 257 ; Cke., lUustr., pi. 784. 

In woods. 

Caespitose, very fragile, stem 3 in. long, 3-4 lines thick, 
twisted or ascending, longitudinally adpressedly flbrillose 
downwards. Pileus unequally fleshy, margin somewhat 
membranaceous, soon glabrous, but not hygrophanous, 
2-3 in. broad, often cracking, at length yellowish, disc 
darkest, flesh white. Gills 2-3 lines broad, edge coloured 
like the rest, quite entire, never grey, (Fries.) 

Cortinarius (Dermo.) diabolicus. Fr. 

Pileus 1 in. and more across, thin, hemispherical, obtuse 
then gibbous, dry, fragile, cracking, at first brownish with a 
grey bloom, then glabrous and yellowish-brown ; gills adnate, 
separating and then appearing somewhat emarginate, rather 
crowded, 2-3 in. broad, firm, very pale grey, soon whitish, 
at length tan-colour ; stem 3 in. long, commonly thin, about 
2 lines, but sometimes up to 5 lines thick, attenuated towards 
the base, glabrous, pale, apex grey; veil fugacious; spores 
elliptiwO, 10-12 x 7 /i. 

Cortinarius {Dennocybe) diabolicus. Fries, Epicr., p. 285; 
Cke., Hdbk., p. 258; Cke., Illustr., pi. 816 b. 

In beech woods, &c. 
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Called diahol%eu8 because it is intermediate in character 
between two sections. Pileos often unequal, cracked. In- 
odorous. (Fries.) 

* Gills at first violet, becoming purple. 

Cortinarius (Dermo.) caninns. Fr. 

Pileus 3-4 in. across, equally fleshy, not thick, firm, not 
cracking, convex then flattened, obtuse, hoary and silky at 
first near the margin, glabrous when adult, colour Tariable, 
fuscous or brown, in age generally rufous brick-red, tawny 
when dry; flesh white, becoming yellowish; gills emar- 
ginate, rather distant, thin, 3-4 lines broad, grey or purplish, 
then cinnamon ; stem 3 in. and more long, J in. thick, in- 
crassated at the base, somewhat bulbous, often whitish- 
villose, pallid then white, apex violet, stufled and spongy 
within, then hollow ; spores 8 x 5-6 ft. 

Cortinarius (Dermocyhe) caninus, Fries, Monogr., ii. p. 60; 
Cke., Hdbk., p. 258 ; Cke., lUustr., pi. 765. 

In woods. 

Allied to Cort. tahularis, which differs in size, also to Cort. 
anomalus; the latter, however, differs in the peronate and 
somewhat ringed stem, and the colour of the pileus — ^fuscous 
to rufescent. (Fries.) 

Cortinarius (Dermo.) m3rrtillinas. Fr. 

Pileus 2-3 in. across, thin, tough, gibbous then flattened,, 
smoke-colour, never becoming rufescent, densely silky hoaiy ; 
flesh watery fuscous when moist, white when dry, violet at 
the apex of the stem; gills adnate, rather distent, clear 
amethyst-blue, scarcely changing colour, never purplish; 
stem 2 in. or more long, 3-4 lines thick, slightly bulbous,, 
externally tough, whitish, with a white silkiness, stuffed ; 
veil scarcely evident ; spores elliptical, 10x5/*. 

Cortinarius (JDermocyhe) myrtillinus. Fries, Epior., p. 285; 
Cke., Hdbk., p. 258; Cke., Illustr., pi. 817. 

In beech woods, <&;c., near trunks. 

Colour and habit of Tricholoma nuda ; flesh at first watery 
brown, then white, violet at the apex of the stem. Pileua 
not rufescent, nor the gills with a purple shade ; veil not 
peronate. (Fries.) 
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Cortinarius (Derxno.) azureus. Fr. 

Pileus lJr-3 in. across, fleshy, convex then plane, obtuse, 
"with a silky sheen, atomate, lilac, hoary ; gills very slightly 
emarginate then decurrent, rather crowded, bright bluish- 
violet, 2-3 lines broad; stem 2-3 in. long, base incrassated, 
^— J in. thick, glabrous, slightly striate, villose, sky-blue, 
becoming whitish, stuffed; spores broadly pip-shaped, 
granular, 9 X 6 /t. 

Cortinariu8 (JDermocyhe) azureus^ Fries, Epicr., p. 286 ; 
Cke., lUustr., pi. 766. 

Amongst leaves and moss in woods. 

Solitary, elegant, flesh of stem blue, of pileus white ; not 
splitting nor hygrophanous. Stem rather fragile, often 
twisted, bright sky-blue, 3 in. long, 4 lines thick ; pileu» 
1^2 in. broad, convexo-plane, at first lilac, then fuscous and 
pallid. Gills 2 lines broad, thin, at first slightly emarginate, 
then decurrent. (Fries.) 

The figure given by Cooke does not agree in [all par- 
ticulars with the description by Fries, yet it appears to be a 
form of the present species. 

Cortinarius (Dermo.) albocyaneus. Fr. 

Piletis lJ-2 in. across, fleshy, convex then plane, obtuse, 
with an evanescent, silky pellicle, becoming smooth, white 
then yellowish, gills emarginate, about 3 lines broad, crowded, 
at first bluish-purple, then somewhat ochraceous ; stem 3-4 in. 
long, ^-\ in. thick at the base, somewhat clavate, whitish, 
naked, stuffed ; spores elliptical, size variable, 6-10 x 4-7 ft. 

Cortinaritts {Dermocyhe) aJhocyaneuSy Fries, Monogr., ii. p. 62 ; 
Cke^ Hdbk., p. 259 ; Cke., Illustr., pi. 748. 

In beech woods, &c. 

According to Cooke's figure the present species is sometimes 
slightly fasciculate, and the gills grey then pale cinnamon. 
Veil cinnamon. 

This species, along with (7. tahularis and C, caninus form a 
very natural section, whose infinity of form is with difficulty 
denned. The present species runs close to C. alhoviolaceus, 
from which it differs in the naked stem, the obtuse silky 
pileus that eventually becomes glabrous (not innately- 
fibrillose), eills crowded, purplish-blue then ocnraceous, flesh 
of pileuB white. From CL anomalus the present species differs 
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in the firmer, somewhat club-shaped stem, flattened pilens 
{not gibbous), at first white then yellowish, broader gills at 
length somewhat ochraceous. (Fries.) 

Cortinarius (Dermo.) anomalus. Fr. 

PHeus 1-2 in. across, flesh thin, remarkably convex then 
^expanded and gibbous, smoky then with a rufous tinge, 
hoary from evanescent fibrils, at length yellowish, not 
hygrophanous ; flesh white when dry, not splitting; gills 
sometimes adnate, at others emarginate, with a decurrent 
tooth, thin, crowded, more or less tinged violet or greyish- 
purple, at length cinnamon ; stem stuffed then hollow, 2-3 
in. long, 3 lines thick, attenuated, slightly peronate, 
ifibrillose or rather squamulose, violet above, whitish down- 
wards, at length becoming pale and yellowish; spores 
broadly elliptical, 8-9 X 7 /jl. 

Cortinariu8 {Bermocyhe) anomaluSy Fries, Monogr., IL p. 62; 
Cke., Hdbk., p. 259 ; Cke., Illustr., p. 776. 

In woods. 

Gregarious, small, flesh watery, veil coloured, gills some- 
times emarginate, sometimes decurrent, violet, purplish, or 
grey, always thin and narrow. In pine woods it is sometimes 
more slender, stem thin, equal, glabrous, and flexuous. 
(Fries.) 

Pileus 1-2 in. broad, very obtuse, sometimes broadly hot 
very flatly umbonate, tinged at first with violet, minutely 
«ilky so as to present a white satiny appearance, gradually 
changing to ochraceous or slightly tawny; flesh thick, 
except at the extreme margin, which has often traces of the 
arachnoid veil dusted with the sporulee. Gills close rounded 
behind, at first violet, at length pale ferruginous. Stem 
2^ in. high, f in. thick, in the middle subbulbous, more 
or less tinged with violet, solid, fibrillose with more or 
less distinct transverse closely-pressed brownish scales, 
which originate in the veil; the top is adorned with the 
descending fibres of the veil, which form a spurious ring 
dusted with the sporules, and beneath this there is some- 
times another red circle which is the true ring. (Berk.) 

Cortinarius (Dermo.) spilomeus. Fr. 
Pileus about 1 in. across, convex then expanded, gibbous, 
Almost glabrous, not hygrophanous, rufous or tan-colour; 
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gills adnate or emarginate, crowded, narrow, thin, quite 
entire, grey or violet becoming pale, at length watery 
cinnamon ; stem hollow, almost equal, about 2 inches long, 
1-2 lines thick, whitish-lilac, elegantly variegated with 
mfous or tawny scales, apex cortinate, white; spores 
obliquely elliptical, 6 x 7 fi. 

Cortinarius (Dermocyhe) spilomeus, Fries, Monogr., ii. p. 63 ; 
Cke., Hdbk., p. 259. 

In woods. 

Commonly caespitose. Allied to C, anomalus, but smaller 
and more slender, and easily distinguished by the scaly stem. 

Pileus 1 in. broad, slightly fleshy, colour various, when 
young whitish, then ferruginous tinged with fuscous, 
yellowish when dry. Gills violet, then lilac, at length 
cinnamon. Stem 2-4 inches high, 2-3 lines thick, white 
tinged with violet, (Fries.) 

Cortinarius (Dermo.) lepidopus. Cooke. 

Pileus 1-2J in. across, flesh thin except at the disc, convex 
then expanded, gibbous, umber with a tinge of violet near 
the margin, becoming rufescent at the disc, flesh whitish, 
with a faint tinge of violet, and a darker line near the gills ; 
gills adnate, rather crowded, 2 lines broad, thin, violet then 
cinnamon; stem 3-4 in. long, ^— J in. thick at the base, 
attenuated upwards, becoming hollow when old, violet at 
the apex, dirty white below, with concentric, fibrillose, 
darker bands, flesh with a pale lilac tinge above, and dirry 
white below; veil whitish with a tinge of violet; spores 
ovate, sometimes almost globose, with an apiculus, 9 x ^ fj- 

Cortinarius (Dermocybe) lepidopus^ Cke., Grev., xvi. p. 43 ; 
Cke., Hdbk., p. 259 ; Cke., Illustr., pi. 850. 

Heathy ground in woods, &c. 

Colour of pileus variable in the shade of brown, sometimes 
pale. Allied to C. anomalus^ but resembling 0. spihrneus in 
the banded stem, although less distinct, and of a dififereut 
colour. Stem often wavy. Gregarious or fasciculate. 

* CrilU bright cinnamon, red, or yellow. 

Cortinarius (Dermo.) miltinus. Fr. 
Pileus 1^-2 in. across, thin, convex or lentiform then 
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expanded, obtuse or broadly gibbous, even, glabrous and 
polislied, cinnamon-bay or dark cinnamon when moist, 
cracking at the disc, when dry the disc is bay, the remainder 
brick-red, shining ; flesh watery when moist, tan when dry ; 
gills adnate, 1-1 h line broad, almost linear, plane, crowded, 
thin, bright reddish-cinnamon then feiruginous ; stem 2-3 
in. long, 2-3 lines thick, very tough, subcartilaginous, equally 
attenuated upwards, often twisted, base with white down, 
cinnamon or reddish, with red fibrils, apex often villose from 
the rod veil ; spores elliptical. 6 x 4 ft. 

Cortinarivs (Dermocyhe) miltimts, Fries, Epicr., p. 287; 
Cke., Hdbk., p. 260 ; Cke., lUustr., pi. 785a. 

In woods. 

Smell none. With the general aspect of C. spilameuSy but 
the colour of C. dnnamomeus. Stem distinctly cartilaginous, 
2-3 in. long, 2-3 lines thick, apex villous with the red 
cortina or veil. Pileus obtuse or broadly gibbous, li in. 
broad, pale when dry, brick-red, disc somewhat bay-colour; 
flesh watery then yellowish. (Fries.) 

Cortinarius (Dermo.) cinnabarinus. Fr. 

Smell strong of radishes. Every part crimson-lake with a 
vermilion tinge, flesh paler ; pileus ^-li in. across, obtuse, 
silky, shining, flesh very thin except at the disc; gills 
eubdistant, broad, slightly emarginate, with an olive tinge ; 
stem 1-2 in. long, 2-3 lines thick, stuffed, subequal, silky- 
fibrillose ; spores elliptic-oblong with an oblique apiculus, 
8 X 4fi. 

Cortinarius (Dermocyhe) dnnamomeus, Fries, Hym. Eur., 
p. 370 ; Cke., Illustr., t. 785b (larger than usual form.) 

In woods. 

Distinguished from C. sanguineus by the stuffed stem, 
radishy odour and broad gills with olive tinge and unequal 
margin. Fries states that the stem is sometimes yellowish. 

Cortinarius (Dermo.) sanguineus. Fr. 
Pilous 1-2 in. across, flesh thin, expanded, obtuse, often 
wav}', innately silky or squamulose, dark blood-red ; flesh, 
like that of the stem, similar in colour; gills adnexed, 
crowded, rather broad, dark blood-red ; stem 1 J-2 in. lonjr, 
2 lines thick, equal, along with the veil, dark blood red, 
hollow ; spores 6-7 X 4 /lu 
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Cortinariu8 (Dermocyhe) sanguineus. Fries, Epior., p. 288; 
Cke., Hdbk., p. 260 ; Cke., lUustr., pi. 786. 

Jn woods. 

Stem more frequently attenuated than incrassated at the 
base, giviiig out a blood -red juice when compressed. 
Slenderer than C. cinndbarinus. Pileus about 1 in. broad, 
convex, gills sometimes adnate, sometimes emarginate, stem 
stuffed, then hollow. (Fries.) 

Cortinarius (Dermo.) anthracinus. Fr. 

Pileus ^-| in. across, disc flesh)% remainder thin, convex 
then expanded, umbonate, silkj-fibrillose, almost glabrous, 
chestnut-colour; flesh similarly coloured; gills adnate, 
crowded, slightly rounded behind, broad, scarlet, becoming 
blood-red when bruised ; stem about 2 in. long, 2 lines thick, 
equal, fibrillose, intense blood-red, hollow ; spores elliptical, 
cinnamon with a red tinge, 7 X 5 /a. 

Cortinarius (Dermocyhe) auihracinuSy Fries, Epicr., p. 288 ; 
Cke., Hdbk,, p. 261 ; Cke., lUustr., 787a. 

In woods. 

Cortinarius (Dermo.^ cinnamomeus. Fr. 

Pileus 1-2J in. across, nesh thin, convexo-campanulate, 
umbonate, somewhat] cinnamon-colour, silkily squamulose 
with yellowish innate fibrils, becoming almost glabrous; 
gills adnate, broad, crowded, shining, yellowish then tawny- 
yellow ; stem 2-4 in. long, equal, yellow, as is also the flesh 
and the veil, hollow ; spores 7-8 x 4-5 ^. 

Cortinarius (Dermocyhe) cinnamomeus. Fries, Epicr., p. 288 ; 
Cke., Hdbk., p. 261 ; Cke., lUustr., pi. 777, 778. 

In woods. 

A very common species, especially in mossy places in pine 
woods, occurring under many well defined forms, which 
cannot be separated as species. Essential points common to 
all. (1) Stem everywhere equal ! stuffed then hollow, yel- 
lowish, fibrillose from the similarly coloured veil. (2). Pileus 
thin, flattened and obtusely umbonate, silky with yellowish 
down, often glabrous when adult, and then bright cinnamon, 
but the colour is variable. (3) Flesh splitting, yellowish. 
{4) Gills adnate, crowded, thin, broad, always shining. 
(5) Spores dark ochraceous, size and colour very variable; 
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pileus from |-3-4 in. across ; colour of pilens' changeable, 
depending on the more or less persistence of the down (fun- 
damental colour and veil constant in this species and its 
allies) ; gills varying through blood-red, reddish cinnamon, 
tawny-salfron, golden and yellow. (Fries.) 

Pileus 1-2^ in. broad, convex or even obtusely conical 
when young, becoming nearly plane, obtusely umbonate, 
deep reddish cinnamon, often cracking at the margin, which 
is thin and sometimes fibrillose, smooth, somewhat fleshy. 
FJesh yellowish. Gills numerous, adnate, yellow cinnamon, 
broad, marein often notched. Stem 2-3 in. high, 2-4 lines 
thick, equal, fibrillose, yellow, solid, hollow in old (?) large 
plants. (Grev.) 

Var, croceuSi Fries, Monogr., ii. p. 66 ; Cke., Hdbk., p. 
2G1 ; Cke., lUustr., pi. 780a. 

Smaller than the typical form, pileus innately squamulose, 
gills less crowded and shining, paler; in swamps the pileus 
is sometimes fuscous olive, gills and stem olive, or stem 
fuscous ; spores 6 X 3 /m. 

Var, semisanguineus, Fries, Hym. Eur., p. 370 ; Cke., 
Hdbk., p. 261 ; Cke., Illubtr., pi. 779. 

Pileus li-2j in. across, tawny, stem 2-3 in. long, yellow, 
hollow ; gills narrow, blood-red or deep orange-brown with 
a red tinge ; spores 7-8 x 4 /li. 

Cortinarius (Dermo.) croceo-conus. Fr. 

Pileus 1-2 in. across, flesh thin, conical then campanulate, 
persistently acute, almost glabrous, tawny-cinnamon ; gills 
adnexed, ascending, linear, crowded, cinnamon ; stem 2-3 iu. 
long, about 2 lines thick, flexuous, hollow. 

Cortinarius (Dermocyhe) croceo-conus, Fries, Monogr., ii, p. 
67 ; Cke., lUustr., pi. 780b? 

In pine woods, amongst moss, &c. 

Gregarious. Stature of Cortinarius (Tela.) iliopodiuSy but 
allied lo C, croceus, of which it may be a variety. (Fiies.) 

The figure given by Cooke does not agree with Fries' de- 
scription. The pileus is ^-2 in. across, acutely umbonate^ 
yellow with a tawny tinge ; stem 1^ in. long, yellow, as ia 
also the flesh, gills yellow then cinnamon. 

Gregarious subcaespitose. Equally allied to C. cififiamo- 
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wieus as 0. mcdieorius is, but differing in an opposite direction. 
Differs more especially as follows. (1) stem hollow, elon- 
gated (3-5 in.) slender 2 (lines), flexuous. (2) Pileus conico- 
campanulate, persistently acute, for the most part almost 
glabrous, never squamuloso, all one colour, tawny-cinnamon, 
flesh scarcely ^ line thick. (3) Gills remarkably ascending, 
linear, crowded, cinnamon. (Fries.) 

Cortinarius (Dermo.) uliginosus. Berk. 

Pileus |-1 in. across, campanulato-conical then expanded, 
strongly umbonate, silky, sometimes streaked, bright red- 
brown; flesh thin, except at the umbonate disc, yellowish- 
olive then cinnamon; gills adnate, with a decurrent tooth, 
2—3 lines broad, yellow then olive, finally cinnamon; stem 
2-4 in. long, about 2 lines thick, flexuous, paler than the 
pileus, almost equal, imperfectly hollow; spores elliptical, 
7 X 4-5 fjL. 

Cortinarius (JDermocyhe) uliginosus^ Berk., Outl., p. 191 ; 
Cke., Hdbk., p. 261 ; Cke., Illustr., pi. 851. 

I^ t^oggy woods amongst Sphagnum. 

Beadily distinguished by the long, slender stem, and the 
bright red-brown, strongly umbonate pileus. 

Intermediate between (/. croceus^ of which it is probably a 
paludine variety, and C, croceo-cowus ; differing from both 
in colour. (Fries.) 

Cortinarius (Dermo.) orellanus. Fr. 

Pileus 1^2 in. across, flesh thickish at the disc, very thin 
at the margin, convex and obtusely umbonate, villosely s.caly 
or fibrillose, golden-tawny, flesh reddish; gills adnexed, 3 
lines broad, rather distant, tawny-cinnamon, at length 
opaque; steai 1^2 in. long, 3 lines thick, almost equal, 
«olid, firm, striately fibrillose, tawny; spores obliquely 
elliptical, 6-7 and 3-4 /a. 

Cortinarius (Dermocyhe) orellanus^ Fries, Epicr., p. 288; 
Cke^ Hdbk., p. 262 ; Cke., Illustr., pi. 787b. 

On the ground in woods. 

Closely allied to Cort, cinnamomeus, and ranging through 
the same shades of colour. It also occurs rarely with the 
pileus golden-tawny and the gills yellow then tawny. 
iJi Jers from 0. cinnamomeus more especially in the following 
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points. (1) stem solid, firmer, striato-fibrillose, tawny as 
is also the Teil. (2) pilexis firmer, ground-colour tawny, the 
fibiillose down golden. (3) flesh reddish. (4) gills broader, 
firmer, and more distant. Sometimes confotmded with 
C. cinnaharinus, from which it differs in colour, and especially 
in the stem being coloured like the pileus, and not yellowish. 
(Fries.) 

Cortinarius (Dermo.) malicorius. Fr. 

Pileus 1-2 in. across, flesh thin, convex then plane, obtuse, 
fibrillosely velvety, golden-tawny; flesh splitting, yellow 
then greenish-olive ; gills rounded behind, adnexed, crowded, 
golden-tawny, margin at length flocculose, discoloured ; stem 
about 2 in. long, ^ in. thick, fibrillose, and with the fibrils of 
the cortina, golden, hollow. 

Cortinarius (Dermocyhe) malicorius^ Fr., Epicr., p. 289; 
Fries, Hymn. Eur., p. 371. 

In pine woods. 

Elegant, allied to C, cinnamomevs ; taste pleasant. Funda- 
mental colour of pileus tawny, appearing to be darker at the 
disc ; beautiful golden, especially near the margin, from the 
down, stem ^ in. thick, at length fuscous or olive. Flesh 
yellow, then olive. (Fries.) 

Very similar to V. cinnamomeusy differs as follows. (1) stem 
always hollow ; thicker (i in.) short (2 in.), at first golden, 
ihen olive brown. (2) pileus truly fleshy, rather thick, 
almost plane, obtuse, disc dark brown shading off into tawny, 
margin golden. (3) flesh yellow then intense golden-olive. 
(4) gills rounded behind, much more crowded, 1 line broad, 
jrolden-tawny, edge becoming floccose and discoloured. 
(Fries.) 

Cortinarius (Dermo.) infucatus. Fr. 

Pileus l^-2i in. across, convex, obtuse, slightly silky when 
dry, bright yellow; fleshy at the disc, margin almost mem- 
branaceous ; gills adnate, slightly rounded behind, crowded, 
narrow, tawny, then cinnamon-colour ; stem 3-6 in. long, 
J- J in. thick at the clavate base, attenuate upwards, fibril- 
rose, white tinged yellowish, solid ; spores elliptical, 10 X 5 fu 

Cortinarius (Dermo,) infucatus, Fries, Monogr., ii. p. 309 ; 
Gke., Hdbk., p. 262 ; Cke., Illustr., pi. 781. 

On the ground in woods. 
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In colour the present species approaches G. percomus and 
C. callisteua, bnt is readily known from either by the above 
characters. Flesh whitish. 

**** Becoming olivaceous. Veil dingy j pallid^ or fuscous. 

Pileus not torn into scales, 

Cortinarius (Dermo.) cotoneus. Fr. 

Pileus about 3 in. across, flesh thin, soft, pale olive, cam- 
panxdate then expanded, obtuse, rather wavy, everywhere 
densely covered with a clear olive down or tomentum, fragile, 
when old; gills adnate, separating from the stem, rather 
crowded, 2-3 lines broad, olive then cinnamon, edge same 
colour and quite entire ; stem 3 in. long, ^ in. thick, soft, 
bulbous, somewhat fibrillose, pale olive, solid ; veil persistent, 
forming a brown interwoven zone near the apex of the stem ; 
spores elliptical, granular, 10-11 X S fi. 

Cortinarius (Dermocyhe) cotoneus. Fries, Epicr., p. 289; 
Cke., Hdbk., p. 262 ; Cke., Illustr., pi. 749. 

In woods. 

Very showy; soft to the touch, olivaceous outside and 
inside ; opaque, pileus lax, 3 in. broad, covered with a 
])ure olive-coloured, subpersistent down. Stem 3 in. long. 
(Fries.) 

Cortinarius (Dermo.) subnotatus. Fr. 

Pileus 3-4 in. across, flesh thin, campanula te then ex- 
panded, at first clothed with hoary, floccose, superficial 
squamtdes, soon glabrous, olive then fuscous ; gills adnate, 
ventricose, broad, rather distant, yellowish then olivaceous- 
cinnamon; stem 3-4 in. long, ^in. thick, conical, squamulose 
with the yellowish fibrils of the veil, smooth and shining at 
the apei, stuffed and spongy inside ; spores elliptical, 
granular, 10 X 5 /li. 

Cortinarius (Dermocyhe') suhnotatuSy Fries, Epicr., p. 290 ; 
Cke., Hdbk., p. 262 ; Cke., Illustr., pi. 832 ? 

In beech woods, &c. 

A tall species ; stem stout, fragile, 3-4 in. long, glabrous 
when adult. Pileus at first conical, acute, gibbous, pale, 
4 in. broad ; peculiar in becoming quite plane, glabrous, and 
dark fuscous when adult and dry. Gills 3-5 lines broad, con- 
nected by veins, rather thick. (Fries.) 
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Cooke*B figure differs in having the stem distinctly hollow 
from the first, flesh of pileus and stem hollow, and in possess- 
ing a strong smell. 

Very showy, tail but slender, inodorous. In the young 
state the stem is stuffed, conico-attenuated, 3-4 in. long, 
often curved and wavy, fibrillose, sometimes squamulose, 
becoming pale, apex naked and silvery-shining; veil and 
fibrillae of stem yellowish ; pileus with the exception of the 
disc, almost membranaceous, at first conical or parabolic 
(appearing somewhat ovate from the incurved pileus), at 
first covered with silky fibrils, yellowish-olive, darker when 
dry; gills adnate rather distant, and broad; bright pale- 
ochraceous. The adult fungus presents a very different 
appearance, and might readily be mistaken for a distinct 
species. Stem spongy, at length hollow, 4 in. long, equally 
attenuated from the base, veil not conspicuous ; pileus ex- 
panded, 4 in. across, glabrous, dark brown ; gills 3—5 lines 
broad, cinnamon-olive. (Fries.) 

Cortinarius (Dermo.) raphanoides. Fr. 

Pileus 1-2 in. across, campanulate then expanded, obtusely 
umbonate, often undulated, silkj'-fibrillose, brownish-olive, 
discoloured when mature, becoming tawny and glabrous; 
flesh pallid, almost the colour of the pileus ; gills adnate, 
slightly ventricose, scarcely crowded, somewhat olive, at 
length cinnamon or subferruginous, edge paler ; stem stuffed 
2-3 in. long, equally attenuated upwards, rarely equal, 
fibrillose, opaque, becoming pallid ; veil filamentous, pale 
olive, spores somewhat pyriform, 8 x 5 /li. 

Cortinarius (JDermocyhe) raphanoides. Fries, Epicr., p. 290 ; 
Cke., Hdbk., p. 263 ; Cke., lllustr., pi. 833a. 

In birch, beech, and beech woods, &c. 

Smell strong of radishes. Taste acrid. Stem sometimes 
elongated and twisted. (Fries.) 

Pileus 2 in. broad, when moist brownish-olive, when dry 
yellowish-olive, convex at first, then expanded. Gills broad, 
darker, adnate or emarginate. Stem 3 in. high, 4 lines 
thick, subascending, fibrillose, villous at the base. (Fries.) 

Cortinarius (Dermo.) valgus. Fr. 
Pileus about 3 in. across, very thin, disc fleshy, fragile, at 
first convex, even, and pale olivaceous, then expanded. 
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subumbonate, and yellowish-brown, becomiDg pale, somewhat 
brick-red when dry, glaEbrons ; the very thin flesh similar in 
colour; gills adnate, inclined to separate from the stem, 
rather distant, 2-3 lines broad, yellowish then cinnamon ; 
stem 3-6 in. long, base bulbous, ^ in. and more thick, attenu- 
ated ji upwards, somewhat twisted, not fibrillose, pallid, 
shining, the slightly striate apex tinged violet, imperfectly 
hollow. 

Cortinarius (Dermocyhe) valgus. Fries, Epicr., p. 290 ; Cke., 
Hdbk., p. 263 ; Cke., Illustr., pi. 750 ? 

Amongst moss in pine woods, &c. Intermediate between 
C, subnotatua and C. suhlanatus ; differing from both in the 
smooth, not fibrillose stem. Smell none. 

The form (pi. 750) referred to this species, with some 
doubt, differs from the type in several particulars, and is 
perhaps a distinct variety. (Cooke.) 

Cooke's figures quoted above, are as follows : — Pileus about 
3 in. across, convex then expanded, subgibbous, lurid pale 
yellowish-olive, more or less fibrillose ; flesh thick, whitish, 
stem about 3 in. long, 1 in. thick at the clavate base, attcDU- 
ated upwards, coloured like the pileus or a little paler, trace 
of veil in the form of an indistinct zone, solid ; gills adnate, 
or very slight indication of a sinus behind, 2 lines broad, 
deep cinnamon at maturity. 

In woods. 

Cortinarius (Dermo.) venetus. Fr. 

Pileus 1^2 in. across, fleshy, hemispherical, obtuse, 
regular, covered with a persistent, erect, minutely velvety 
tomcntum, green when young, then greenish-yellow, 
becoming more of a yellow colour when dry, not hygro- 
phanous ; flesh pale yellowish ; gills adnate, connected by 
veins, somewhat distant, very broad, darker olive than the 
pileus; stem 2-3 in. long, 3-4 lines thick, equal, firm, 
convex, colour of the pileus or a little paler, greenish-yellow, 
remarkably silky-fibrillose, stuffed or hollow above; ring 
fibrillose, green ; spores 10 x 5 /a. 

Coriinarim (Dermocyhe) venetua, Fries, Epicr., p. 291 ; Cke., 
Illustr., pi. 833b ; Cke., Hdbk., p. 263. 

In woods. 

Gregarious; very distinct. Base of stem often downy 
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and yellow. The yellow down of the pilens separates it 
from (7. depexus ; the colour is sea-green or clear yellow-green, 
flesh greenish-yellow, Pileus obtusely nmbonate. (Fries.) 

Svbgen. INOLOMA. 

ANALYSIS OF THE SPECIES. 

* Gills white or pallid at first. 

** Gills, veil, and stem becoming violet. 

*** Gills and veil cinnamon, red, or ochraceous. 

**** Gills and veil dusky, fuscous or olivaceous. 

Subgen. INOLOMA. 
* Gills at first white or pallid, 

Cortinarius (Ino.) argentatus. Krombh. 

Pileus 3-4 in. across, fleshy, convexo-plane, at length 
broadly gibbous, silky then almost glabrous, silvery-grey,, 
shining, pale whitish-brown near the margin, at first lilac 
and silky ; flesh whitish ; gills emarginate, crowded, serrulate, 
3 lines broad, pallid then watery cinnamon; stem 4 in. 
long, ^ in. and more thick, attenuated from the scarcely 
bulbous base, glabrous, silvery- white, base at length yellowish, 
solid, white within ; veil fibrillose, fugacious, pallid, 
adhering to the margin of the pileus ; spores 8 x 5 /x. 

Cortinarius argentatus^ Krombholtz, Icon., t. ii. f. 27 ; Cke., 
Hdbk., p. 250 ; Cke., Illustr., pi. 745. 

In woods. 

Large, stout, inodorous, becoming pale ; pileus sometimes 
flexuous. Smell rather strong, but not foetid. 

Var. pinetorum, Fries, Monogr., i. p. 46 ; Cke., Illustr., 
pi. 746. 

Smaller ; stem 2 in. long, pileus 2 in. broad, at first lilac 
and silky ; odour weak. 

Cortinarius (Ino.) opimus. Fr. 
Pileus 3-4 in. across, flesh very thick and very hard, white ; 
convex then plane, deformed, wavy, margin broken, absolutely 
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dry, everywhere covered with short, ochraceous down, even,. 
thin, tmly rimosoriynloae: gills emarginate, much na^ower 
than the thickness of the flesh of the pileus, slightly 
crowded, whitish then tan-colour, crisped owing to the 
incurved pileus ; stem very short, about 1 in. long, nearly 
the same thickness, solid, very compact, base rooting,. 
whitish. 

Cortinariu8 (Inoloma) opimm, Fries, Monogr., ii. p. 44 ; Fries, 
Hym. Eur., p. 359. 

On the ground. 

Solitary. Distinguished by the very short, thick stem, 
and the very thick, hard flesh of the pileus. 

Var. fulvobrunneaSi Fries, Monogr., ii. p. 45. 

Stem 1^ in. long, 1 in. thick, attenuated below, fibrillosely 
striate; pileus undulated, thinner (margin thin), glabrous, 
but rimoso-rivulose, tawny-brown ; gills very broad. 

The present variety has not, so far as I am aware, been 
observed in Britain. 

Cortinarius (Ino.) turgidus. Fr. 

Pileus 2-3 in. across, very fleshy and compact, convex 
then flattened, very obtuse, hoary, rarely sprinkled with 
shining atoms, silky near the margin when young, every- 
where glabrous and silvery shining when adult ; flesh hard, 
white, not changing colour; gills emarginate, crowded, 2 
lines broad, quite entire, whitish then tan-colour; stem 
solid, stout, bulbous, base much swollen, spongy within, 
rigid and cartilaginous externally, elastic, silvery white, 
glabrous; but under a lens longitudinally fibrillose and 
cracked in a reticulate manner, surface often undulated; 
veil white, fibrillose, fugacious. 

Cortinarius (InoloTna) turgidus, Fr., Epicr., p. 278 ; Fries, 
Hym. Eur., p. 360. 

In woods. 

Allied to C. argentatusy but known by the very obtuse 
pileus and the quite entire margin of the gills. 

** Oills^ stem, and veil becoming violet, 

Continarius (Ino.) violaceas. Linn. 
Pileus truly fleshy, 3-6 in. across, convex then expanded, 
jt^nlar, obtuse, everywhere covered with persistent down. 
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and for the most part cracked into squamules, dark violet, 
Kometimes purple-violet, margin at first involute, flesh soft, 
deeper-coloured than -the pileus ; gills somewhat adnata, 
firm, distant, connected by veins, broader than the flesh of 
the pileus, dark, .almost blaokish-violet then cinnamon- 
colour from the spores, but violet when the spores are fallen ; 
stem solid, stout, remarkably bulbous, 3-4 in. long, 1 in. 
thick, spongy, sofr, at first tomentose, then fibrillose, dark 
violet, inside greyish-violet; veil woolly, blue, then ferru- 
ginous from the falling spores; spores 12-14 x 9-10 /x. 

Cortinarins (Inoloma) violaceua, Linn., Cke., Hdbk., p. 252 ; 
€ke., Illustr., pL 770. 

In woods. 

Easily distinguished from allied forms by being dark 
violet both outside and inside, the villoso-squamulose pileus, 
and distant gills. (Fries.) 

Large, handsome. Pileus 3-6 in. broad, obtuse, expanded. 
Oills, when young deep violet, almost black. Stem 4 in. 
high, when young sub tomentose. (Fries.) 

If attention be paid to the sporules and arachnoid veil, 
there will be no danger of confounding this with any of the 
varieties of A, personatua. (Berk.) 

Cortinarius (Ino.) cyanites. Fr. 

Pileus 3-5 in. across, fleshy, obtuse, silky, becoming 
emooth, pale sky-blue ; gills adnexed, rounded behind, some- 
what crowded, at first clear steel-blue ; stem 3-5 in. long, 
|-| in. thick at the apex, bulbous, smooth, sky-blue, con- 
taining a blood-red juice ; spores elliptical, 10 x 5-6 /n. 

Cortinarius (^Inoloma) cyanites, Fries, Epicr., p. 279 ; Cke., 
Hdbk., p. 252. 

In woods. 

The stem gives out a blood-red juice when compressed. 
Pileus at length glabrous, livid-brownish. Flesh at first 
pale sky-blue, then dingy white, and often tinged red. 

Var. major. Fries, Hym. Eur., p. 361. Pileus and stem 
fleshy, tardily becoming reddish ; gills rather distant, dark 
bluish-grey. (Fries.) 

Cortinarius (Ino.) muricinus. Fr. 
Pileus 3-4 in. across, fleshy, convex then expanded, obtuse, 
becoming smooth, violaceous then with a reddish tinge. 
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margin wliitisli - fibrillose ; gills emarginate, somewhat 
crowded, purplish-violet, broad ; ' stem about 3 in. long,. 
bulbous, attenuated upwards, about | in. thick at the apex, 
villose, purplish-violet, flesh without juice ; veil white aJC 
first ; spores 8-9 x 4-5 fu 

(hrtinarius (Inolomd) muricinm, Fries, Epicr., p. 279 ; Cke., 
Hdbk., p. 252 ; Cke., lUustr., pi. 815. 

In larch-woods, &c. 

Stem stout, somewhat woolly, pilens thick, spongy, 3-4 in. 
broad, gills ^ in. broad, at length reddish-liver colour, smell 
peculiar. Flesh juiceless, sky-blue then whitish. (Fries.) 

Cortinarias (Ino.) alboviolaceus. Fr. (figs. 7, 8, 
12, p. 16.) 

Pileus 2-3 in. across, convex, broadly umbonate or gibbous,. 
dry, prettily innately silky and even, the fibrils longi- 
tudinally ad pressed, whitish- violet ; flesh watery, bright 
bluish-white; gills adnate, scarcely emarginate, 2-3 Hues 
broad, not crowded, somewhat serrulate at the margin, 
colour a peculiar greyish- violet, at length greyish-cinnamon ; 
stem 2 in. long, ^-1 in. thick, solid, firm, clavately bulbous, 
or conically attenuated, whitish- violet outside and inside, 
with white down, fibrillose above from the veil, and with a 
white ring-like zone at the middle of the stem; spores 
12 X 5-6 /Lt. 

Cortinarius (Jjnoloma) alboviolaceus. Fries, Epicr., p. 280 ; 
Cke., Hdbk., p. 253 ; Cke., Illustr., pi. 747. 

In beech woods, &o., amongst fallen leaves. 

Smell none, taste not remarkable ; stem somewhat conical 
and often peronately ringed. Flesh juicy, bluish-white. 

Cortinarius (Ino.) malachius. Fr. 
Pileus about 2 in. across, truly and equally fleshy, com- 
monly compact, convex then expanded, obtuse or slightly 
gibbous, pale lilac then rusty brown, pale tan when dr}', 
hoary fix)m minute fasciculate down, or towards the margin 
silky; flesh whitish; gills emarginate, crowded, purple, 
becoming pale, at length watery feiTuginous; stem bulbous. 
(when growing on rotten pine leaves very ventricose, or 
sometimes equal), always stout, 3-4 in. and more long, often 
1 in. thick, frequently deformed, bluish-lilac then whitish^ 
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solid but spongy within, soft, pallid ; veil at first somewhat 
peronate but commonly the stem is naked, apex delicately 
cortinated, fibrils becoming cinnamon-tinted from the spores, 
a white, membranaceous ring is rarely, present; spores 
10-12 X 6-7 fjL. 

Cortinarius (Inolomd) malacMua, Fries, Epicr., p. 280 ; Cke., 
Hdbk., p. 253 ; Cke., Jllustr., pi. 756. 

In fir woods. 

Flesh of stem soft, pileus equally flesh, hoary with fes- 
oiculate down, at first similar to Cort. armeniaeus^ but at 
length discoloured and hygrophanous. Inodorous. A perfect, 
membranaceous ring is sometimes present. (Fries.) 

Flesh of the stem soft, often contorted and ventricose, 
3-4 in. long and 1 in. thick. Pileus 2 in. broad, lilac, then 
tawny ferruginous, or when dry of a brick-red, becoming 
pale, hoary with a whitish pubescence, or silky at the 
margin. Spores 10-12 x 6-7 /x. (Cooke.) 

Cortinarius (Ino.) camphoratas. Fr. 

Pileus 2-3 in. across, fleshy, convex then expanded, 
obtuse, at first silky and lilac-colour, then almost glabrous 
and whitish or yellowish, not hygrophanous; fle^ blue; 
gills at first arcuate, commonly adnato-decurrent, but some- 
times emarginate, thin, crowded, at first deep sky-blue then 
purplish ; stem 3-5 in. long, soft, bulbous or obclavate, J-1 
in. thick, woolly-peronate when young, violet inside and 
base white, solid ; cortina fibrillose, blue, at length cinnam(m 
from the spores; spores ochraoeous-cinnamon, elliptical, 
^ X 6/A. 

Cortinarius (Inoloma) campJioratua, Fries, Monogr., ii. p. 50; 
Cke., Hdbk., p. 253; Cke., Illustr., pi. 771. 

In pine woods, &c. 

This, and the two following ((7. hircinuts and C. traganus), 
are distinguished from all others by their foetid and highly- 
penetrating odour. The smell of the present species is 
«.ltogether peculiar, and quite different from the goat-like 
smell of C hircinus. (Fries.) 

Cortinarius (Ino.) hircinus. Fr. 
Pileus about 2 in. across, fleshy, obtusely gibbous, silky, 
with adpressed, violet fibrils, becoming pale, disc almost 
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glabrous, becoming ferruginous; gills emarginate, rather 
distant, broad, margin entire, violet then cinnamon; stem 
bulbous, juiceless, cortinate, violet then pallid, base and 
inside yellowish. 

Cortinarius (Tnolomd) MrcintLS, Fries, Hym. Eur., p. 362; 
Cke., Hdbk., p. 253. 

In fir woods. Exceedingly foetid. 

Exactly intermediate between C. camphoratus and C, tra- 
^nu8. External colours and gills of the first; internally 
and with the very foetid odour of the second. 

Differs from C, camjphoratua ;^(1) goat-like odour ; (2) dingy 
flesh becoming yellowish ; (3) base of stem yellow inside, 
disc of pileus becoming ferruginous ; (4) the rather distant 
^ills being sky-blue then cinnamon. Differs from C, traganus 
(1) gills at first violet, not ochraceous ; (2) flesh not ochra- 
ceous-saffron ; (3) gills thinner, quite entire. (Fries.) 

* * * GilU and veil cinnamon^ red, or ochre. 

Cortinarius (Ino.) traganus. Fr. 

Pileus, about 3 in. across, very fleshy, convex then ex- 
panded, obtuse, dry, at first silky, even, purple-lilac, soon 
becoming pale, at length almost glabrous and yellowish, 
same colour inside ; gills emarginate, broad, distant, distinct, 
firm, saffron-ochraceous at length cinnamon, margin slightly 
crenate ; stem 3-5 in. long, ^-1 in. thick, base truly villoso, 
veiy bulbous, 1-2 in. thick, at first silky then fibrillose, 
violet then whitish, inside deep saffron ochraceous ; veil con- 
tinuous with the silky covering of the pileus, pale violet, 
then cinnamon from the pip-shaped spores, 9-10 x 6 /a. 

Cortinarius (Inoloma) traganus. Fries, Cke., Hdbk., p. 253 ; 
Cke., Illustr., pi. 757. 

Agaricus traganus, Schaeffer, t. 56. 

In pine woods, &c. 

Beadily distinguished by the very foetid odour, and by 
ibe thick, distant gills being at first saffron-ochraceous. 
(Fries.) 

Var. finitimnSy Weinm., p. 155. 

Pileus silky, at length smooth, lilac, as is also the stem, 
which is yellowish and mottled within, but not saffron* 
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colour nor brown. Smell not at all that of the typical form, 
but pleasant though peculiar, resembling that of gum just 
beginning to ferment. 

This peculiar form is the more interesting, qs it has not 
been met with in Sweden. (B. & Br.) 

Cortinarius (Ino.) suillus. Fr. 

Pileus 3-4 in. across, flesh thick at the disc, elsewhere 
thin, convex, obtuse, dingy and pallid brick-red, slightly 
silky towards the margin, sometimes floccosely squamulose; 
gills adnate, up to ^ in. broad, rather distant, cinnamon, 
opaque ; stem stout, spongy, 3-4 in. long, ^-1 in. thick, 
clavately-bulbous, attenuated upwards, dingy, pallid, darker 
when bruised ; apex with a transient violet shade, silky, 
even ; i emainder fibrillose, and sometimes white and woolly 
below. 

Cortinarius (Inoloma) suillm, Fries, Monogr., ii. p. 51 ; Fries, 
Hym. Eur., p. 362. 

In pine woods. 

Gills fragile, connected by veins at the base. (Fries.) 

Cortinarius (Ino.) tophaceus. Fr. 

Pileus 3-4 in. across, fleshy, convex then expanded, obtuse, 
tawny-ochraceous, villosely scaly, flesh white; gills emar- 
ginate, distant, tawny-cinnamon, 3 lines broad; stem 2-3 in. 
long, swollen at the base and more than 1 in. thick, thinner 
upwards, villosely scaly, yellowish as is also the veil ; spores 
elliptic-fusiform, 10 X o. 

Cortinarius [Inoloma) tophaceus, Fries, Epicr., p. 281 ; Ckc, 
Hdbk., p. 254; Cke., illustr., pi. 772. 

In beech woods, &c. 

Subcaespitose. Solitary specimens are larger and resemble 
C violaceus in habit, but dift'er in being entirely ochraceons; 
when cacbpitose the specimens are more slender, stem ofteu 
twisted. Smell not remarkable. (Fries.) 

Differs from C redemitus in the expanded very obtuse 
pileus. Cooke says the whole fungus is golden yellow. 

Cortinarius (Ino.) redemitus. Cooke. 
Pileus 2-3 in. across, flesh thin, convex then expanded, at 
length broadly gibbous, golden-yellow, deepest and rather 
tawny at the disc, variegated with darker, adpressed fibril* 
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lose squamules; gills emarginate, rather distant, 3 lines 
broad, tawny-cinnamon; stem about 2 in. long, up to f in. 
across at the thickened base, fibrillosely striate, yellowi!<h ; 
:flesh like that of the pileus whitish ; veil whitish, forming a 
<nnnamon, indistinct zone on the stem; spores elliptic- 
fasiform, 10 X 5 ft. 

Cortinarttia (Inoloma) redemitus, Cke., Hdbk., p. 254 ; Cke.y 
Ulustr., pi. 772. 

Cortinaritia (Inohma) t&phaceuSy var. redemitus, Fries, Hym. 
Enr., p. 363. 

Ill woods. 

Distinguished from C. tophacem by the stem not being 
bulbous, but only slightly thickened at the base, and in not 
being villosely scaly. 

Cortinarius (Ino.) caJlisteus. Fr. 

Pileus about 2 in. across, fleshy, but thin at first, especially 
at the incurved margin, convex then expanded, scarcel}' 
umbonate, almost glabrous, silky towards the margin, com- 
Hionly broken up into minute, innate squamules, tawny- 
yellow, not hygrophanous nor becoming pale ; flesh yellowish- 
white; gills broadly adnate, grown to each other behind 
and to the stem with down, plane, rather distant, distinct, 
4 lines broad, thin, quite entire, tawny-yellow ; stem 3-5 in . 
long, i in thick, more at the base, clavato-bulbous, equally 
attenuated upwards, distinctly flbrillose striate, rhubarb- 
colour without and within, firm, soft and spongy only at 
the base, solid. 

Cortinarius (Inohma) callistevs, Fries, Monogr., ii. p. 53; 
Cke., Hdbk., p. 254 ; Cke., Illustr., pis. 774 and 864. 

In pine woods. Smell none. 

Inodorous. Stem 3-4 in. long, attenuated from the soft 
clavate base, apex 3-4 lines thick, entirely fleshy, rhubarb- 
colour outside and inside. Pileus equally fleshy but thin, 
not hygrophanous, shining, 2 in. broad, margin arched and 
incurved, appendiculate at first with the fibrillose, similarly 
coloured veil. Gills at first rather crowded, then somewhat 
distant, oblong, plane, connected together at the base and to 
the stem by a flocculose substance. (Fries.) 

Pileus 4 in. broad, fleshy, the margin thin, deep tawny 
inclining to ferruginous ; at first convex, flatly hemispherical 
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or subcampannlate, very obtuse, at length expanded plano- 
convex clothed with very minute reflexed scales; flesh 
-whitish partaking very slightly of the colour of the pUeus; 
margin at first subinvolute. Gills f in. broad, brittle, 
undulate, nearly horizontal, adnate, soon starting from the 
stem and connected with it by a few fibres, veiy minutely 
emarginate, pale tawny clouded with the sporules. Stem 
4 in. high, nearly 1 thick in the centre, 1^ at the base, 
bulbous, fibrillose from the remains of the fugaceous veil 
which forms in the very young plant a slight extremely 
evanescent ring which is coloured by the sporules; solid, 
tawny like the pileus. At the base arc a few strong roots. 
There is not the slightest tinge of purple or violet in any 
stage of growth. (Berk.) 

Cortinarius (Ino.) Bulliardi. Fr. 

Pileus 1-3 in. across, campanulate then convex, rather 
gibbous, even or slightly squamulose, rufescent; gills ad- 
nexed with a decurrent tooth, about 3 lines broad, purplish 
then ferruginous, edge crenul^ite, whitish ; stem 2-3 in. long, 
^- in. thick, bulbous, firm, with vermilion fibrils at the base, 
apex whitish, veil fugacious, whitish; spores 8-10 X 6 fu 

Cortinarius (Inoloma) Bulliardi, Fries, Epicr., p. 282 ; Cke., 
Hdbk., p. 256 ; Cke., lllustr., pi. 758. 

In woods. 

Small but robust, strong scented. Pileus 2 in. bread, 
commonly glabrous, but sometimes entirely fibrillose. Flesh 
white, rufescent towards the base of the stem. There is a 
form approaching C, muricinus and C caninu>8, having the 
stem violet above, reddish below, pileus rufous-violet, flesh 
bluish near the gills, gills crowded. (Fries.) 

Keadily known by the vermilion bulb. 

Cortinarius (Ino.) vinosus. Cooke. 
Pileus 2-3 in. across, semiglobose then expanded, at length 
flattened, vinous red, smooth, even, shining ; gills adnexed, 
venti icose, scarcely crowded, about 2 lines broad, ferruginous 
cinnamon ; stem 2-3 in. long, ^ in thick, thickened abruptly 
into a marginate, bulbous, reddish base, cylindrical, upper 
part pale violet, reddish below ; veil reddish ; spores almond- 
bhaped, granular, 16-18 X 8 /*. 
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Cortinarttta (^Tnoloma) vinoms^ Cke., Hdbk., p. 255; Cke., 
lUustr., pi. 759. 

Under trees. 

Distioguished by the vinous or purplish-red pileus and 
the distinctlj marginate bulb of the stem. 

Cortinarius (Ino.) bolaris. Fr. 

Pileus 1-2 in. across, rather fleshy, convex then plane, 
rather umbonate, margin sometimes upturned and splitting 
or flexuous, reddish-yellow, becoming pale, sprinkled with 
small, innate, pilose, adpressed, 8a£fron-red squamulcs ; gills 
very slightly deourrent, crowded, soft, watery cinnamon; 
stem 2-3 in. long, almost even, squamose, coloured like the 
pileus, stuffed then hollow, often flexuous ; spores elliptical, 
10 X 6 fi. 

Cortinarius (Inoloma) holaris, Fries, Epicr., p. 282; Cke., 
niustr., pi. 760 ; Cke., Hdbk., p. 255. 

In beech woods, &c. Sometimes subcaespitose. 

Pileus 1-3 in. across, fleshy, convex then plane, obsoletely 
umbonate, yellowish-red or becoming pallid, glabrous, oi 
spotted with adpressed red scales (similar to the stem) rarely 
all red from the scales being contiguous; flesh very firm, 
white ; gills commonly decurrent, arcuate, sometimes adnate, 
or even emarginate, crowded, at fii'st dilute then dusky 
cinnamon ; stem about 3 in. long, 4 lines thick, attenuated 
from the base, whitish-fibrillose above, becoming glabrous 
and pallid ; tomentose below, tomentum whitish or reddish, 
brownish within, solid, fibrous. (Fries.) 

**** GKlh or veil dark, fuscotis, or olive, 

Cortinarias (Ino.) pholideus. Fr. 
Pileus 2-4 in. across, convex, expanded, obtusely umbo- 
nate, flesh thin except at the centre, brownish, when dry 
&wn-colotirod and densely covered with minute, erect, 
brown squamules; gills rather distant, broad, emarginate, 
when young lilac then dingy cinnamon ; stem 3-4 in long, 
J-J in. thick, thinner above, silky-fibrous, shining, with 
numerous dark brown transverse squamules below the ring, 
mooth above and tinged lilac; spores broadly elliptical, 
oUiqnely spiculate, 5x3* 5-4 fi, 

6 2 
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Cortinariua (Inolomd) pTiolideua, Fries, Hym. Eur., p. 364; 
Cke., lUustr., t. 761 (pileus too dark brown). 

In woods. 

Easily known by the squarrose stem and pileus, and the 
dingy cinnamon-coloured gills. The pileus has sometimes 
an olive tinge. 

Cortinarius (Ino.) sublanatus. Fr. 

Pileus 3-4 in. across, flesh thin, whitish; campanulate 
then expanded, umbonate, fawn-colour then tan-colour with 
a fuscous tinge, at length rusty, ornamented with scattered, 
silky, innate, brownish squamules ; gills adnate, broadest 
behind, scarcely crowded, 3 lines broad ; yellowish-olive, at 
length cinnumon ; stem solid, 3 in. long, conically elongated, 
or clavately bulbous, base up to 1 in. across, tomcntosely 
squamose with the brown fil3rillose veil up to the middle, 
naked above and slightly tinged violet; spores almond- 
shaped, granular, 14-16 X 8-9 fi. Odour of radishes. 

Cortinarius (Inoloma) sublanatus. Fries, Monogr., ii. p. 55 ; 
Cke., Hdbk., p. 256 ; Cke., Illustr., p. 762. 

Agaricus suhlanatus. Sow., t. 224. 

In fir woods, &c. 

Intermediate between G, pholideus and C. valgus. 

Smell like that of radishes. Pileus 3 in. broad, at length 
broadly and obtusely umbonate, colour variable ; yellowish 
brown ; scales brownish or white, sometimes silky adpressed. 
Gills adnate or emarginate. Stem 3 in. high, yellowish 
pallid, sometimes violet above. (Fries.) 

Cortinarius (Ino.) phrygianus. Fr. 

Pileus 2-3 in. across, fleshy, convex, obtuse, honey-colour, 
densely covered with simple, black hispid fibrils ; gills 
rounded behind, rather crowded, dingy yellow; stem some- 
what bulbous, soft, paler than the pileus, whitish when dry, 
with black filaments forming a lax network. 

Cortinarius (Inoloma) phrygianus, Fries, Epicr., p. 283; 
Cke., Hdbk., p. 266. 

In damp beech woods, &c. 

Habit almost that of Armillaria mellea. Smell like 
radishes. 

Cortinarius (Ino.) arenatus. Fr. 
Pileus 2-3 in. across, convex, gibbous at first, light red 
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then palo brown, granulated with floccose scales ; flesh thin 
except at the disc ; gills emarginate, ventricose, somewhat 
crowded, yellowish cinnamon ; stem about 3 in. long, \ in. 
or more thick at the apex, incrassated downwards, clad with 
brown scales up to above the middle, apex smooth, paler than 
the rest ; spores obliquely elliptical, 7 X 5 /a. 

AgaricuB (Inoloma) arenatus. Fries, Epicr., p. 283; Cke., 
Hdbk., p. 256 ; Cke., Illustr., pi. 763. 

In woods. 

Closely allied to C. phrygianus, but in the latter the 
nquamules of the pileus and stem are blackish, and the smell 
is strong, resembling radishes. Like the last-named, the 
present species has an olive tinge when young. Difficult to 
distinguish from a discoloured form of 0. pholidem, but in 
the present species the gills are never violet. 

Cortinarius (Ino.) penicillatus. Fr. 

Pileus 1-1 1^ iu. across, convex, obtusely umbonate, dry, 
densely floccoso-squamose, rusty-brown, the innate scales 
darker, tawny when dry ; flesh very thin, same colour ; gills 
separating from the stem, plane, rather crowded, 3 lines 
broad, obscure brown; stem 2-3 in. long, 2-3 lines thick, 
equal, fragile, furnished with concentric, rusty-brown, ad- 
pressed squamules almost up to the apex, paler than the 
pileus, palest and adpressedly silky at the very apex, stuffed ; 
spores pip-shaped, minutely granular, 8-9 x 5 /i*. 

Cortinarius (Inoloma) penicillatus. Fries, Monogr., ii. p. 56 ; 
Cke., Hdbk., p. 256 ; Cke., Illustr., pi. 764. 

In pine woods, &c. 

Placed hero on account of the innately squamulose pileus 
and affinity with preceding species, but the size is quite that 
of the Dermocyhese. (Fries.) 

Suhgen. MYXACIUM. 
ANALYSIS OF THE SPECIES. 

I COLLINITI. 

Stem floccosely sheathed, flocci at first covered with 
gluten. 
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tt Deubuti. 

Veil entirely viscid, hence the stem is not flocoosely 
sheathed, but varnished when dry. 

* Gills whitish, then pale-tan. 

** Gills at first violet, blue, or reddish. 

*** Gills at first ochraoeous or cinnamon. 

COLLINITL 

Cortinarius (Myx.) arvinacens. Fr. 

Pileus 3-4 in. across, fleshy, soft, convex soon expanded, 
at length reflexed and undulate, even, glabrous, viscid, 
shining when dry, golden- tawny or reddish-tan, when 
vigorous the margin is slightly striate ; gills adnato-decur- 
rent, very broad, i-f in., smooth at the sides, rather distant, 
margin crenulate, at first straw-colour, then clear ochraoeous; 
stem solid, 5-8 in. high, ^ in. thick, equal, silky-viscid, never 
broken up into squamules, white; veil fibrillose and fugacious ; 
spores bright ochraoeous. 

Cortinarius {Myxacium) arvinaceus. Fries, Epicr., p. 274; 
Cke., Hdbk., p. 248 ; Cke., Illustr., pi. 737. 
^ In beech woods, &c. 

Stem a span high or sometimes shorter, ^ in. thick, pileus 
3-4 in. broad, golden-tawny, viscid, not scaly nor glutinous, 
obtuse; gills up to f in. broad, crenulate, rather distant; 
veil not forming a ring. (Fries.) 

Cortinarius (Myx.) coUinitus. Fr. 

Pileus 3-5 in. across, fleshy except the margin, convex 
with the margin incurved, then expanded, obtuse, even, 
glutinous, shining, tawny-orange; gills adnate, 3-6 lines 
broad, tan-colour or greyish then cinnamon; stem 3-5 in. 
long, up to 1 in. thick, firm, cylindrical, transversely scaly 
from the breaking up of the floccose, glutinous veil ; spores 
12 X 6 /A. 

Cortinariug (Myxacium) collinitusj Fries, Epicr., p. 274; 
Cke., Hdbk., p. 248 ; Cke., Illustr., pi. 738. 
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In woods, amongst heather, <&o. 

Stem sometimes bluish, sometimes white, soft, evidently 
cortinate at first. Pileus golden-tawny, with a persistent, 
similarly-coloured gluten, shining when dry. There are 
several forms : (6) pileus wavy, stem brownish ; (c) small, 
pileus pale yellow or straw-colour, stem with concentric 
yellow scales, gills white ; (d) very small, pileus bay-brown, 
stem scarcely 1 in. long. (Fries.) 

Var. mncosns^ Fries, Hym. Eur., p. 355; Cke., Hdbk., 
p. 249; Cke., Illustr., t. 739. 

Firmer, stem even, silky, usually white, sometimes tinged 
with blue, 2-3 in. long, ^1 in. thick ; pileus 2-4 in. across ; 
gills whitish then ferruginous, 3-6 lines broad. 

In pine woods, &c. 

Cortinarius (Mjrx.) mucifluus. Fr. 

Pileus 1^—3 in. across, rather fleshy, campanulate then ex- 
panded, tawny, margin striate, yellowish, covered with 
evanescent, hyaline mucus ; stem 2-3 in. long, 4 lines thick 
at the apex, becoming slightly thinner downwards, soft, 
viscid from the fugacious floccosely scaly veil, smooth and 
whitish above the veil ; gills adnate, distinct, pale tan-colour 
then watery cinnamon; spores granular, 12 x 7 //,. 

Cortinaritia (Myxadum) mtidflum, Fries, Epicr., p. 274; 
Cke., Hdbk., p. 249 ; Cke., Illustr., pi. 740. 

On the ground. 

Abundant in sandy, heathy pine-woods. Allied to C. 
colUnitttSf of which it was for a long time considered 
a variety; differs more especially as follows: (1) stem 
spongy, attenuated downwards, white; (2) pileus thinneiv 
campanulate then expanded, at length renexed and wavy, 
the membranaceous margin striate; (3) colour of pileus 
livid tan, tan-colour and opaque when dry; (4) gluten of 
the pileus thin, hyaline, diffluent, not forming a thick, per- 
sistent, bright pellicle ; (5) odour sweet. Gills tan-colour 
then cinnamon. There is no trace of violet in any part of 
the fungus. (Fries.) 

Cortinarius (TULyx,) elatior. Fr. 
Pileus 3-4 in. across, disc rather fleshy, cylindrical or 
bullate then campanulate, at length expanded and somewhat 
reflexed, disc just over the stem obtuse and even, the rest up 
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to the margin almost membranaceous and longittidinally 
plicato-mgose, fragile, rather viscid, usually livid-yellow 
when moist, dingy ochraceous when dry; gills adnate, at 
first about 3 lines broad, becoming much broader, up to 1 in., 
rather distant, connected by veins, rugose at the sides, 
always dark, brownish-cinnamon; stem solid, soft, 5—7 in. 
long, ^ in. and more thick, commonly attenuate at both 
ends, especially the base, longitudinally fibrous, with broken- 
up, whitish, viscid scales, rarely tinged violet ; veil viscid, 
fugacious ; spores 12 X 6 /a. 

Cortinarim (Myxacium) elatiovj Fries, Monogr., ii. p. 37; 
Cke., Hdbk., p. 249 ; Cke, Illustr., pis. 741 and 742. 

In woods, especially pine. 

Large, remarkable for the thin flesh of the pileus ; colour 
livid bay, ochraceous, or tan, but sometimes also blackish-bay, 
brownish-violet, greyish with the margin violet, whitish, <fec. 
Gills always dark, also violet-brown ; stem white, sometimes 
violaceous, concentrically squamulose and silky. (Fries.) 

Cortinarius (Myx.) grallipes. Fr. 

Pileus about 3 in. across, almost membranaceous except 
at the disc, umbo prominent often acute, campanulate then 
expanded, hygrophanus, even, rather viscid (not glutinous), 
ferruginous when moist, ochraceous-tan when dry, opaque; 
gills entirely adnate, with a decurrent tooth, plane, attenu?- 
ated in front, crowded, sides smooth (not veined), tan- 
colour then ferruginous ; stem 4-6 in. long, 2-3 lines thick, 
everywhere equal but flexuous, tough, fibroso-striate, viscid, 
tawny-yellow, ochraceous when dry, apex naked, stuffed, 
then hollow. 

Cortinarius (Myxacium) grallipes, Fries, Epicr., p. 375; 
Cke., Hdbk., p. 249 ; Cke., Illustr., pi. 734. 

In mixed woods. 

With the habit of Cort. Mnnuleus, but viscid, not lacerated. 
Gills up to ^ in., broad behind. (Fries.) 

Cortinarius (Myx,) livido-ochraceus. Berk. 
Pileus 1-1^ in. across, almost membranaceous, convex then 
plane, viscid, margin not striate, ochraceous; gills rounded 
behind and slightly adnexed, broad in front, pale then cinna- 
mon ; stem about 1 in. long, 3-4 lines thick, attenuated at 
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lx)th ends, whitish, striate above the evanescent veil, stuffed 
with cottony fibres ; spores 8-10 x 5-7, ft, rough. 

Coriinarius (Myxadum) livida-ochraceom, Berk., Outl., p. 187; 
Cke., Hdbk., p. 260 ; Cke., lUustr., pi. 767. 

In woods. 

Small, pileus about 1 in. broad, spores 8-10 x 5-7 ft,, 
rough in the original specimens in Berkeley's Herbarium. 
The large size given in some books for the spores of this. 
species must be an error. (Cooke.) 

Pileus 1 in. broad, quite smooth, shining, covered with a 
thick subcartilaginous skin, the margin very thin but not 
striate, plane, livid-ochraceous ; edge with a few indistinct 
fragments of the veil. Gills cinnamon, the extreme margin 
pale, moderately distant, broad in front, appearing as if 
adnexed, but the tooth does not properly belong to the gills, 
but to the stem, and is a small plate inserted between the 
two laminae of the gills. Sporules elliptic. SStem 1 iu. 
high, f in. thick in the middle where it is swollen, attenuated 
below, silky, of a beautiful violet, ochraceous at the base ; 
subsquamose, the portion above the obsolete ring striate, 
stuffed with cottony fibres. Inodorous; taste like that of 
A. campestris, (Berk.) 

DELIBUTI. 

* Gills whitish, then j[>ale tan, 

Cortinarius (TULyx,) nitidus. Fr. 
Pileus 2-5 in. across, truly fleshy, convex then expanded, 
gibbous or almost obtuse, glabrous, glutinous, honey-coloured 
tan, at length whitish, disc tan-colour, when dry the pellicle 
is often cracked in streaks ; flesh, as also that of the stem, 
compact, white; gills truly decurrent in every stage of 
growth, at first arcuate, crowded, narrow, about 2 lines 
broad, quite entire, at first whitish, soon tan-colour, at length 
watery cinnamon; stem stuffed, soft inside, or sometimes 
hollow, base davate, 2-4 in. long, ^ in. and more thick, often 
carved, tough, elastic, even, fibrillose and pallid- white when 
young, then naked and yellowish; viscid when growing, 
dry in dry weather, apex at first mealy with white powder ; 
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veil sliglitly fibrillose, fugacious ; spores broadly pip-eihaped, 
10-12 xSfjL. 

Cortinarius (Myxadum) nitiduSj Fries, Epior.« p. 375 ; Cbe., 
Hdbk., p. 378 ; Cke., Illustr., pi. 1191. 

In beech woods, &o. Subcaespitose. 

Stem tough, not bulbous ; pileus sometimes white. 



«« 



Oilh at first violet, blue, or reddish. 



Cortinarius (NLjx,) delibntus. Fr, 

Pileus 2-3 in. across; flesh thin especially towards the 
margin, convex then expanded obtuse, at length more or le« 
depressed, yellowish, covered with viscid hyaline gluten, 
silky-flbrillose after the gluten has disappeared ; gills adnate, 
becoming rounded or slightly emarginate behind, somewhat 
distant, 2-3 lines broad, margin pale, serrulate, often crisped, 
at first blue or bluish- violet, then cinnamon-tan; stem 
stuffed or hollow above, slightly and equally attenuated 
upwards from the small sub-bulbous base, 2-4 in. long, 
3-4 lines thick, elastic, viscid up to the scanty, fibrillose 
fugacious cortina; even, glabrous, shining and yellowish- 
white when dry, apex snow-white ; spores elliptical, 
8 X 4 fi. 

Cortinarius (Myxaciurn) delibutus. Fries, Monogr., ii. p. 41 ; 
Cke., Hdbk., p. 250 ; Cke., Illustr., pi. 743. 

In grassy places. 

Small, soft, white within. Gills broad, plane, obsoletely 
emarginate, with a decurrent tooth. 

Var, elegans. Pileus and stem quite glabrous, yellow, 
viscid, shining when dry ; flesh yellowish-white, gills pale, 
crowded. 

Cortinarius (Myx.) salor. Fr. 
Pileus about 2 in. across, obtusely conic or parabolic when 
young, soon campanulate and at length expanded with a 
broad umbo formed from the fleshy disc, very thin towards 
the margin, small in proportion to the stem, grey, bright 
violet towards the inflexed margin, at length all one colour, 
even, glabrous, slightly viscid, fibrillose about the margin 
when dry; flesh contiguous, white, then yellowish; gills 
adnate, distant, distinct, 2-3 lines broad, quite entire, at first 
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pale grey, edge greyish-violet, greyish-tan or cinnamon 
when adult ; stem l|-3 in. long, conically attenuated from 
the bulbous base, base l.in., apex J in. thick, white outside 
and inside, but when young glutinous and bluish from the 
viscid veil, solid; spores pip-shaped, 8-10 x 6 ^. 

Cortinariua (Myxacium) sahr. Fries, Epior., p. 276 ; Monogr., 
ii. p. 40 ; Cke., Hdbk., p. 250 ; Cke., Illustr., pi. 768. 

tn woods, &o, 

Cortinarius (Myx.) illibatus. Fr. 

Pileus 1-2 in. acrosSi campanulate then convex, at length 
plane, subumbonate, with a viscid pellicle, even, glabrous, 
yellow, disc darker ; flesh white, very thin at the margin ; 
gills adnato-decun'ent, arcuate, 2 lines or more broad, thin, 
orowded, margin quite entire, flesh-colour then tan, at length 
cinnamon from the spores ; stem stuffed, soon hollow, 3 in. 
long, 2 lines or more thick, slightly attenuated upwards, 
glabrous, viscid, white, generally with reddish spots above ; 
veil superior, flbrillose, very fugacious; spores granular, 
15-16 X 6-7 fi. 

Cortinarius (Myxacium) illibatus. Fries, Monogr., ii. p. 42 ; 
Cke., Hdbk., p. 250. 

In pine woods, &c. 

Mnch smaller and more slender than C. delibutus ; without 
a trace of violet colour. (Fries.) 

*•* Gills at first ochra^ceaus or cinnamon, 

Cortinarius (Myx.) stillatitius. Fr. (flgs. 3, 4, 
p. 16.) 

Pileus lJ-2 in. across, slightly fleshy, flesh soft, watery, 
hygrophanouR, convex then plane, subumbonate, even, 
glabrous, covered at first, like the contiguous part of the 
stem with clear blue gluten, when the gluten disappears, 
livid fuscous, then greyish- white ; gills emarginate, scarcely 
crowded, often distant, 3 lines broad, dark cinnamon ; stem 
hollow, very soft, 2-3 in. long, 3-4 lines thick, equs^lly 
attenuated, covered with blue gluten at the apex; spores 
8x4/1. 

Cortinarius (Myxacium) stillatitius, Fries, Epicr., p. 277; 
Cke., Hdbk., p. 251 ; Cke., Illustr., pi. 831. 
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Amongst moss in pastures, &c. 

Somewhat resembling C. elatior^ bat smaller, and the veil 
not floccose. 

Cortinarius CNLjx,) vibratilis. Fr. 

Pileus about 2^ in. across, disc fleshy, remainder thin, 
convex then plane, obtuse, even, glabrous, very glntinous, 
yellow, golden and very shining in dry weather : flesh 
pallid ; gills rounded or emarginate, with a decurrent tooth, 
crowded, thin, pallid then clear ochraceous-cinnamon ; stem 
stuffed or solid, conically attentuated or ventricose (amongst 
moss elongated, equal, flcxuous), fragile, not elastic, whitish, 
often with a median glutinous ring ; spores 8x5/*. 

Cortinarius {Myxacium) vibratilis. Fries, Monogr., ii. p. 43 ; 
Cko., Hdbk., p. 251 ; Cke., Illustr., pi. 744. 

In woods. 

Habit of C, armeniacua and C. caustictis, but differing from 
both in the glutinous veil, snow-white stem, not rigid 
outside, and brighter colour. Smell not unpleasant, but 
taste very acrid. Pileus often becoming pale, sometimes 
whitish. (Fries.) 

Cortinarius (Myx.) pluvius. Fr. 

Pileus ^1 in. across, slightly fleshy, flesh thin, coloured 
like the pileus, at first subglobose, then convex, commonly 
gibbous, when adult and moist pellucidly-striate, hygro- 
phanous, viscid in rainy weather, shining, yellowish-tawny, 
ochraceous-tan and opaque when dry ; when quite young 
silky near the margin from the white veil ; gills adnexed, 
seceding, ventricose, crowded, yellowish or at first whitish, 
then ochraceous ; stem at first stuffed, then hollow, soft, 
more or less elongated up to 3 in., equal or slightly attenuated 
upwards, 2-3 lines thick, even, naked, or with whiter, silky 
spots, obsoletely viscid ; veil fi brillose, involved in mncu8> 
very fugacious, spores granular, 10 x S fi. 

Cortinarius (Myxadum) pluvius. Fries, Monogr., ii. p. 43 ; 
Cke., Hdbk., p. 251 ; Cke., Illustr., pi. 769. 

In pine woods, &c. 

Allied to 0. vibratilis, but smaller and more slender. Taste 
at first watery then acrid and pungent. (Fries.) 
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Svtbgen. PHLEGMACIUM. 

ANALYSIS OF THE SPECIES. 

f Cliduchu. 

Partial veil superior, pendulous as an imperfect ring from 
the top of the clavate or subequal stem. 

♦ Gills pallid then tan-colour. 

Gills violet or purplish then cinnamon. 



Gills yellow then cinnamon or ferruginous (not whitish 
with a violet tinge at first). 



Gills olivaceous. 

tt SCAURI. 

Bulb of stem depressed or turbinate, marginate. Stem 
fleshy, fibrous, veil usually inferior on the stem, arising from 
the margin of the bulb. Pileus equally fleshy. Gills some- 
what sinuate. 

* Gills whitish then tan-colour or pale cinnamon. 
Gills violet, blue, or purplish, at length cinnamon. 

Gills ferruginous, tawny, or yellow. 
Gills olivaceous. 

Iff Elastici. 

Veil simple, thin, fugacious, median or inferior. Stem 
rather slender, never marginately bulbous nor peronate, but 
rigidly elastic, externally cartilaginous, polished and shining, 
apex naked, often becoming hollow; pileus thin, often 
hygrophanous. 

* Gills whitish then tan-colour or dingy cinnamon. 
•* Gills violet, purplish, or flesh-colour. 

•** Gills pure ochraceous, tawny, or ferruginous. 
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t CLIDUCHn. 
* OilU pallid then tan-colour, 

Cortinarius (Phleg.) triumphans. Fr. 

Pileus 3-5 in. "broad, fleshy, convex then expanded, viscid, 
even, at first spotted with minute, adpressed, dusky squamnles 
that soon disappear, yellow; gills emarginate, crowded, 
quite entire at the margin, 3 lines broad, pallid then tan- 
colour, stem 3-6 in. long, up to ^ in. thick, clavate, furnished 
downwards with several cod centric, squamulose, tawny ring- 
like zones, whitish, solid ; veil superior, fugacious or some- 
times interwoven to form an imperfect ring ; spores ellipti- 
cal, 12-14 X 6-6 fu 

Cortinarius triumphans, Fries, Epicr., p. 256 ; Cke., Hdbk., 
p. 236 ; Cke., lUustr., pi. 692. 

Cortinarius suhlanatus, Hussey, 11, t. 22. 

In woods under birch, &c. 

Large, beautiful, the remains of the veil on the stem 
resembling a triumphal column, hence the name. There are 
two forms, the larger in humid woods; stem solid, firm, 
attenuated upwards from the ovate bulbous base, 3—5 in. 
long, ^ in. and wore thick, striate yellowish-white, tawny 
squamules are arranged in many circles (or rings) at 
intervals on the stem (and readily separable), partial veil 
superior, interwoven, forming a more or less complete ring. 
Pileus fleshy, not very thick, convexo-plane, obtuse, regular, 
3-5 in. broad, viscid when moist and yellowish-tan or 
ochraceous, yellow when dry ; the disk variegated with spot- 
like squamules or altogether naked. Margin even, not 
incurved. Flesh of pileus and stem compact, white. Gills 
emarginate, crowded, 3 lines broad, with a decurrent toothy 
and terminating in a contiguous white, mealy zone, densely 
veined at the sides, plane, white, or very slightly tinted with 
grey, at length clay colour or almost cinnamon. Small form 
in dry birch, heathery woods, amongst heaps of leaves. Stem 
3-4 in. long, up to 1 in. thick, often curved and rather root- 
ing, variegated below with many concentric rings of yellow 
squamules, naked above; resembling P. radicosa, Bing 
superior, entire, but thin and deciduous, humid and flo^oose 
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towards the margin. Pileus smaller, more compact ; golden- 
yellow or golden. Gills at first greyish-white. (Fries.) 

Cortinarius (Phleg.) claricolor. Fr. 

Pileus 3-5 in. broad, everywhere fleshy, convex then 
expanded, at length depressed, at first everywhere, soon 
towards the margin only, silky- villose, then entirely glabrous, 
even, for the most pai*t cracked into minute scales, yellow, 
unchangeable; gills variable in attachment, adnate, emar- 
ginate, or free, crowded, at first white, (or in some forms, 
greyish), then clay-colour, margin unequal ; stem 3 in. long, 
^ in. and more thick, solid, firm, white, up to the superior 
ring with white floccose squamules covered witli loose 
tomentum, above the ring powdered with white meal, the 
squamules and ring disappear with age, stem sometimes 
short and bulbous, sometimes elongated, conico-attecuate, 
or equal ; flesh of pileus and stem white ; spores obliquely 
pip-shaped, 11-12 X 6-^7 ft. 

Cortinarius claricolor i Fries, Epicr., p. 257 ; Cke., Hdbk., 
p. 237 ; Cke., lUustr., pi. 693. 

On the ground amongst birch, heather, &c. 

Very variable, but always robust and compact. Inter- 
mediate between C. triumphans and C, turmalis ; remarkable 
for the compact and rimosely-squamulose pileus. (Fries.) 

Cortinarias (Phleg.) turmalis. Fr. 
Pileas 2-4 in. across, compact, flesh white, convex then 
plane, very obtuse, even, smooth (or sometimes indistinctly 

SHoBO-virgate), covered when young with white, fugacious 
own, soon naked, viscid, dingy yellowish-tan, disc usually 
darker, not changing colour; gills variously attached, 
Toondedy emarginate, or even with a decurrent tooth, rather 
broad, crowded, white, then yellow-tan; stem variable in 
length, sometimes 3 in., at others 6 in. long, up to 1 in. thick, 
▼eiy hard, rigid, cylindrical, sometimes attenuated at the 
bono, white when dry, when young with white down, naked 
when mature, solid ; spores, 8-9 x 5 /a. 

CorUnariua (Phlegmacium) turmalis, Fries, Epicr., p. 257 ; 
Cke^ Hdbk., p. 237 ; Cke., Ulustr., pi. 694. 

On the ground. Usually growing in dense clusters, espe- 
cially amongst heaps of beech leaves. Gills never tinged 
with blue. 



96 FUNGUS-FLORA. 

The mealy, floccose covering of the pileus in c7. caperaius 
^not British), C. triumphans, C. clartcohr^ and C. turmalis, is 
■dne to the presence of a universal veil ; in the first named 
the stem is annulate, otherwise naked ; in the second with 
ooncentric rings of tawny squamules ; in the third woolly 
with white squamules; in the present at first with white 
woolliness, soon naked. (Fries.) 

Cortinarius (Phleg.) crassus. Fr. 

Pileus 3-5 in. across, flesh very thick, soft, pallid, convex 
then expanded and somewhat depressed, dingy yellow or 
•dingy tawny-yellow, disc glabrous, the remainder strigose 
with innate fibrils, opaque, the disc only slightly viscid at 
first ; gills rounded behind, adnexed, rather narrow, crowded, 
^juite entire, pallid, then pale dingy tan-colour; stem 3-4 in. 
long, 1 in. and more thick at the incrassated base, fibrillose, 
whitish, apex with white meal, solid ; spores rough, almond- 
fihaped, 15 x 7 ft. 

Cortinarius {Phlegmacium) crassua. Fries, Epicr., p. 257; 
€ke., Hdbk., p. 237 ; Cke., Illustr., pi. 695. 

In moist woods. 

Cortinarius (Phleg.) balteatus. Fr. 

Pileus 3-4 in. across, compact, flattened, very obtuse, com- 
monly depressed at the disc and often unequal, at first 
viscid, shining when dry, innately floccose, fibrillose and 
«hining near the margin ; disc smoky-tawny or bay, pretty 
-violet or lilac near the margin ; but this colour often disap- 
pears with age or when dry; gills distinctly emarginate, 
broad in front, rather crowded, quite entire, at first pallid, 
then somewhat tan-colour (nankin) ; stem solid, stout, very 
compact, sometimes equal, sometimes ovately bulbous, li- 
:2 in. long, more than 1 in. thick, rarely longer, very minutely 
velvety and dingy above the fibrillose, adpressed, rusty veil, 
but in some specimens tomentose and white. 

Goi'tinariua (Phlegmacium) balteatus. Fries, Epicr., p. 7 ; Cke., 
Hdbk., p. 237 ; Cke., Illustr., pi. 696. 

In mixed woods. 

The size, cuticle of pileus soon becoming flocculose, margin 
villoso and violet distinguish this species from its allies ; the 
gills are sometimes rounded behind, and tan-colour; or sub- 
decurrent, veiy narrow, and whitish. (Fries.) 
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Cortinarius (Phleg.) sebaceus. Fr. 

Pileus 2^5 in. across, flesh thin, equal, white, almost plane, 
often very much waved, viscid, colour of suet, becoming pale, 
glabrous, but at first sprinkled with white meal; gills 
emarginate, not crowded, connected by veins, 4 lines broad,^ 
tan-colour, paler at the sides; stem solid, stout, compact, 
never bulbous, often twisted and compressed, 3-4 in. long, 
sparingly fibrillose, pallid- white ; spores pip-shaped, 9 X 7 ft. 

Cortinarius (^Phlegmacium) sebaceusy Fries, Monogr,, ii. p. 7 ; 
Cke., Hdbk., p. 238 ; Cke., lUustr., pi. 697. 

In mixed woods. 

Distinguished from C, halteatus by the general habit, paler 
colour, and slender, fugacious veil. (Fries.) 

Cortinarius (Phleg.) lustratus. Fr. 

Pileus 1-2 in. across, equally fleshy, convex then expanded, 
very obtuse, viscid, even, glabrous, pallid, becoming whitish 
when dry ; flesh rather thick, white ; gills rounded behind, 
almost free, very crowded, narrow, slightly discoloured ; 
stem 1-2 in. long, 4-5 lines thick, equal, rarely attenuated 
at the base, glabrous except from a few fibrils of the veil, 
whitish, soft and spongy inside ; spores ochraceous. 

Cortinarivs {Phleg,') Itiatratus, Fries, Epicr., p. 258 ; Cke., 
Hdbk., p. 238 ; Cke., Illustr., pi. 799. 

Amongst grass in sunny places. 

Superficially resembling Entoloma prunuloides, but with 
ochraceous spores. Veil fibrillose, white, stretched from the 
margin of the pileus to the stem. 

** OilU violet or purplish^ then cinnamon, 

Cortinarius (Phleg.) varius. Fr. 

Pileus 2-3 in. across, hemispherical then expanded, very 
obtuse, regular, rather viscid, even, glabrous, clear tawny- 
ferruginous, margin thin, at first incurved, with fragments 
of the veil attached; flesh firm, white; gills emarginate, 
thin, rather crowded, at first narrow and purplish-violet, 
then broader and ochraceous-cinnamon, always entire ; stem 
bulbous but not in the least marginate, compact, 1|-2| in. 
long, 1 in. and more thick, white, adpressedly flocculose, the 
superior veU pendulous. 

YOU n. H 
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Cortinarius (PhlegrrMcium) variuSy Fries, Mooogr., ii. p. 8 ; 
Cke., Hdbk., p. 238 : Cke., lllustr., pi. 698. 

Agancus varius, Sohaeff., t, 9. 

In woods. 

The stem in sometimes taller and almost equal, pilens 
tawny-yellow, ji;ill8 blue. 

Very variable in size, but nearly constant in colour. 
Differs from the two last (-4. glaucopua and C, callockrous) in 
never having a blue tint on the stem. Gills, when young, 
pale (purplish, the margin yellow, Schseff.), at length dilute, 
of a clay colour inclining to cinnamon. Stem short or 
elongated, marginato-bulbous or nearly equal, even or scaly. 
(Fries.) 

Cortinarius (Phleg.) cyanopus. Fr. 

Pileus 2-3 in. across, flesh thick, hemispherical then ex- 
panded, even, viscid, margin thin, glabrous, livid-bay or 
dingy tawny-brown; gills adnate then adnexed and emar- 
ginate, broad, rather crowded, violet, becoming paler ; stem 
about 2 in. long, violet then whitish, naked above the superior, 
thin veil, 1 in. or more thick, bulb depressed, oblique. 

Cortinarius (Phlegmaciuin) cyanopus, Fries, Epicr., p. 258; 
Cke., Hdbk., p. 238 ; Cke., lllustr., pi. 699. 

In woods. 

Flesh of pileus not tinged violet, but dirty at first ; flesh 
of stem faintly variegated with violet upwards. Bulb large, 
spongy, depressed, often oblique, more or less rhomboid but 
not marginate. Pileus livid-bay then tan-colour. Gills iu 
the same cluster varying from intense violet to almost 
white. (Fries.) 

Cortinarius (Phleg.) variicolor. Fr. 

Pileus 4-5 in. across, flesh thick at the centre, thin towards 
the margin, convex then expanded and discoid, viscid, red- 
dish-bay, the tomentose margin violet ; gills slightly emar- 
ginate with a decurrent tooth, somewhat arcuate, crowded, 
bluish-tan then cinnamon ; stem 4-5 in. long, 1 in. or more 
thick, base bulbous, diffused upwards into the pileus, at first 
downy, blue then whitish, solid, flesh coloured like the 
outside ; spores 9-10 x 5 ft. 

Oortinarius (Phlegmacium) variicolor , Fries, Epior., p. 259; 
Cke., Hdbk., p. 239 ; Cke., lllustr., pi. 700. 
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In pine woods, &c. 

Very hard, compact, sweet; stem solid, much expanded 
into the pilens ; colour at first bay (rarely entirely covered 
with violet down), then reddish. (Fries.) 

Var. nemorenslB^ Fries, Hym. Eur., p. 339 ; Cke., Hdbk^ 
p. 239 ; Cke., lUustr., pi. 863. 

Pileus 3-4 in. across, yellowish -bay, bluish at first near 
the margin, compact, at first smooth, viscid, soon dry, opaque, 
pilosely rivulose. stem 3 in. long, clavate, hollow and mealy 
at the apex, gills rounded behind and rather decurrent. 

Cortinarius (Phleg.) largus. Fr. 

Pileus 4-6 in. across, fleshy especially at the disc, margin 
thin, convex then flattened, very obtuse, tan-colour or tawny 
brick-red, slightly viscid, adpressedly silky-fibrillose when 
dry, rivuloso-squamulose towards the margin, as a rule, 
sometimes squamulose ; when young the pileus is sometimes 
violet, and also violet at the margin when mature; gills 
flometimes adnate, sometimes emarginate, crowded, up to 
\ in. broad, greyish-tan then cinnamon ; stem solid, some- 
times short, slightly bulbous, 2 J in. long, usually elongated, 
4-5 in. long, 1 in. or more thick, equal, often curved or 
ascending, fibrillose everywhere, superior veil pendulous, 
above which the stem is pruinose, white tinged violet, pome- 
times red when bruised, flesh of the stem entirely" fibrillose, 
firm, greyish- white, becoming whitish when exposed to the 
air, flesh of pileus similar; spores 12-14 X 7 /x. 

Cortinarius (Phlegmacium) largua, Fries, Monogr., ii. p. 10 ; 
Cke., Hdbk., p. 239 ; Cke., lUustr., pi. 701. 

In woods, &c. 

Snbcaespitose, large. 

Cortinarius (Phleg.) riederi. Fr. 

Pileus 2-3 in. across, flesh watery, thin except at the disc, 
campanulate then expanded, even, glutinous, ochraceous, 
shining when dry; gills adnate, rather thick, margin 
irr^olar, lilac then cinnamon ; stem 3-4 in. long, f in. 
thick at the base, clavate, lilac, silky-fibrillose; spores 
elliptical, smooth, 12 x 5 /i, 

Cortinarius (Phlegmacium) riederi, Fries, Epicr., p. 259; 
Cke., Hdbk., p. 239 ; Cke., lUustr., pi. 702. 

H 2 
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In pine woods. 

Stem 4-5 in. long, with tawny fibrils. Piletis 3 in. broad, 
obtusely iimbonate, glutinous when moist, obsoletely virgate, 
ochraceons. Appears to be allied to the Myxctcium group. 
(Flies.) 



««« 



Otlh yelhw^ then cinnamon or ferruginous. 



Cortinarius (Phleg.) saginus. Fr. 

Pileus 4-5 in. across, fleshy, plano-convex, irregular, 
wavy, viscid, yellow ; flesh soft, white ; gills truly decurrent, 
4-5 lines broad, narrowed at both ends, dingy then pale 
cinnamon, margin irregular; stem solid, 3 in. long, 1 in. 
and more thick, somewhat bulbous, fibrillose, yellowish, apex 
naked ; veil fibrillose, fugacious, not very conspicuous. 

Corfinartua (^Phlegmaciuni) saginus. Fries, Epicr., p. 260; 
Cke., Hdbk., p. 240 ; Cke., lUustr., pi. 703. 

In pine woods, &c. 

Allied to Cart latus, differing in the fugacious ring and 
3'ellow pileus. Gregarious, subcaespitose, large. 

« 

Cortinarius (Phleg.) russus. Fr. 

Pileus 3-4 in. across, fleshy, convex then almost plane, 
coppery-rufous, viscid, innately silky-fibrillose near the 
margin ; gills adnate, crowded, about 3 lines broad, rusiy- 
rufous, connected by veins; stem about 3 in. high and 
nearly 1 in. thick at the base, thinner upwards, adpressedly 
fibrillose, pallid; veil fugacious; spores elliptical, 8-10 
X 5 ft. 

Cortinarius (Phlegmaciurn) russus, Fries, Epicr., p. 261; 
Cke., Hdbk., p. 240 ; Cke., lUustr., pi. 751. 

In moist woods. 

Habit of CorL rvfo^livaceus. Stem somewhat ascending, 
oblique, not tinged with violet, nor bulbous. Pileus not 
repand, but often excentric, 4 in. broad, coppery-rufons. 
Flesh soft, watery, then reddish-white. Taste not acrid, but 
very nauseous. (Fries.) 

Readily distinguished by the coppery-rufous colour of the 
pileus; bitter, nauseous taste; and the flesh-tinged, soft 
flesh. Stem stuffed then hollow, 3 in. long, scarcely 1 in. 
thick, attenuated upwards, but not bulbous; often curved 
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and ascending, soft, adpressedly fibrillose, pallid-white, apex 
very slightly pruinose. Cortina thin, fugacious. Pilens 
fleshy, convex then expanded, obtuse, 4 in. broad, viscid, 
disc glabrous, innately fibrillose near the margin, every- 
where rufous ; gills obtusely adnate, (hardly rounded) 4-5 
lines broad, crowded, connected by veins, rusty-rufous. 
Affinities difficult to indicate. (Fries.) 

**** Gills olivaceous, 

Cortinarius (Phleg.) infractus. Fr. 

Pileus about 3 in. across, fleshy, convex then expanded, 
oblique, viscid, everywhere glabrous, olive then yellowish, 
opaque, having a brownish ridge near the margin, which is 
at fi.rst broken, then revolute and wavy ; flesh watery, hardly 
blue ; gills rounded behind, adnexed, crowded, up to 4 lines 
broad, soft, transversely veined, colour very dark olive- 
umber; stem solid, 3 in. long, robust, ovately bulbous, 
adpressedly fibrillose, soft, olive becoming pale ; spores pip- 
shaped, 10 X 8 fu 

CortifMrms (Phlegmacium) infractus. Fries, Epicr., p. 261 ; 
Cke., Hdbk., p. 240 ; Cke., lUustr., pi. 704. 

In beech woods, &c. 

Bobust. Stem brownish-olive, apex smoky, rarely tinged 
violet Pileus at first equal, opaque, lurid olive, then yel- 
lowish ; at length with a brown zone near the margin ; flesh 
dingy then whitish. Gills quite entire, scarcely crisped, 
undmated. (Fries.) 

Cortinarius (Phleg.) anfractus. Fr. 

Pileus 2-3 in. across, equally fleshy, but the thin, broken 
margin usually very irregular, even, glabrous, dark olive 
then tawny soot-colour ; flesh whitish, with a tinge of violet 
near the apex of the stem ; gills emarginate, distant, 3-4 
lines broad, crisped, smoky-olive ; stem clavate, immar- 
^inate, 2 in. or more long, ^§- in. thick, ascending, fibrillose, 
very dingy, apex violet, often hollow; veil superior, not 
ferming a ring. 

Cortinarius (PJdegmacium) anfractuSy Fries, Monogr., ii* 
p. 14 ; Cke., Hdbk., p. 240 ; Cke., Illustr., pi. 705. 

In woods. 
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In pine woods. 

Stem 4-5 in. long, with tawny fibrils. Piletis 3 in. broad, 
obtusely nmbonate, glutinous when moist, obsoletely virgate, 
ochraceous. Appears to be allied to the Myxacium group. 
(Flies.) 



♦♦» 



Oills yelloWf then cinnamon or ferruginous. 



Cortinarins (Phleg.) saginus. Fr. 

Pileus 4-5 in. across, fleshy, plano-convex, irregular, 
wavy, viscid, yellow ; flesh soft, white ; gills truly decnrrent, 
4-5 lines broad, narrowed at both ends, dingy then pale 
cinnamon, margin irregular; stem solid, 3 in. long, 1 in. 
and more thick, somewhat bulbous, fibrillose, yellowish, apex 
naked ; veil fi.brillose, fugacious, not very conspicuous. 

Cortinariua (JPhlegmacium) saginus. Fries, Epicr., p. 260 ; 
Cke., Hdbk., p. 240 ; Cke., Illustr., pi. 703. 

In pine woods, &o. 

Allied to Cart latus, differing in the fugacious ring and 
3'ellow pileus. Gregarious, subcaespitose, large. 

Cortinarins (Phleg.) russus. Fr. 

Pileus 3-4 in. across, fleshy, convex then almost plane, 
coppery-rufous, viscid, innately silky-fibrillose near the 
margin ; gills adnate, crowded, about 3 lines broad, rusiy- 
rufous, connected by veins; stem about 3 in. high and 
nearly 1 in. thick at the base, thinner upwards, adpressedly 
fibrillose, pallid; veil fugacious; spores elliptical, 8-10 
X 5 ft. ^ 

Cortinarius (PTilegmacium) russus. Fries, Epicr., p. 261; 
Cke., Hdbk., p. 240 ; Cke., Illustr., pi. 751. 

In moist woods. 

Habit of Cort, rvfo-olivaceus. Stem somewhat ascending, 
oblique, not tinged with violet, nor bulbous. Pileus not 
repand, but often excentric, 4 in. broad, coppery-mfous. 
Flesh soft, watery, then reddish-white. Taste not acrid, but 
very nauseous. (Fries.) 

Readily distinguished by the coppery-rufous colour of the 
pileus; bitter, nauseous taste; and the flesh-tinged, soft 
flesh. Stem stuffed then hollow, 3 in. long, scarcely 1 in. 
thick, attenuated upwards, but not bulbous; often curved 
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and ascending, soft, adpressedly fibrillose, pallid- white, apex 
very slightly pruinose. Cortina thin, fugacious. Pilens 
fleshy, convex then expanded, obtuse, 4 in. broad, viscid, 
disc glabrous, innately fibrillose near the margin, every- 
where rufous ; gills obtusely adnate, (hardly rounded) 4-5 
lines broad, crowded, connected by veins, rusty-rufous. 
Affinities difficult to indicate. (Fries.) 

**** Gilh olivaceous, 

Cortinarins ([Phleg.) infractus. Fr. 

Pileus about 3 in. across, fleshy, convex then expanded, 
oblique, viscid, everywhere glabrous, olive then yellowish, 
opaque, having a brownish ridge near the margin, which is 
at first broken, then revolute and wavy ; flesh watery, hardly 
blue ; gills rounded behind, adnexed, crowded, up to 4 lines 
broad, soft, transversely veined, colour very dark olive- 
umber ; stem solid, 3 in. long, robust, ovately bulbous, 
adpressedly fibrillose, soft, olive becoming pale ; spores pip- 
shaped, 10 X 8 fu 

Cortinarius (Fhlegmaciwm) infractus^ Fries, Epicr., p. 261 ; 
Cke., Hdbk., p. 240 ; Cke., lUustr., pi. 704. 

In beech woods, &c. 

Bobust. Stem brownish-olive, apex smoky, rarely tinged 
violet Pileus at first equal, opaque, lurid olive, then yel- 
lowish ; at length with a brown zone near the margin ; flesh 
dingy then whitish. Gills quite entire, scarcely crisped, 
undulated. (Fries.) 

Cortinarius (Phleg.) anfractus. Fr. 

Pileus 2-3 in. across, equally fleshy, but the thin, broken 
margin usually very irregular, even, glabrous, dark olive 
then tawny soot-colour ; flesh whitish, with a tinge of violet 
near the apex of the stem ; gills emarginato, distant, 3-4 
lines broad, crisped, smoky-olive ; stem clavate, immar- 
ginate, 2 in. or more long, ^-§- in. thick, ascending, fibrillose, 
very dingy, apex violet, often hollow; veil superior, not 
forming a ring. 

Cortinarius (PJUegmacium) anfractuSj Fries, Monogr., ii* 
p. 14 ; Cke., Hdbk., p. 240 ; Cke., Illustr., pi. 705. 

In woods. 
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Pileus never zoned, but sometimes smoke-colour wien 
moist ; yellowish-olive and spotted when dry. Thinner than 
C. infractusy at first usually more sinuous and irregular. 
Stem ascending or curved. (Fries.) 

Cortinarius (Phleg.) Berkeleyi. Cooke. 

Pileus 3-6 in. across, convex then expanded, very fleshy, 
viscid, shining when dry, brown, darkest in the centre, often 
with a tinge of lilac towards the margin, disc even, for 
about an inch round the margin coarsely plicate or rugulose, 
but not evenly striate, flesh ^ in. thick except the extreme 
edge, white, margin with purple tinge; gills rather close, 
narrow, slightly emarginate, cinnamon with an olive tinge 
at first ; stem 4-6 in. long, 1 in. thick above, base bulbous, 
solid, flesh white, silky-fibril lose, white, veil persistent asau 
indistinct brown broken line on stem ; spores yellow-brown, 
elliptic-fusiform, rugulose, 16-16 X 8-9 ft. 

Cortinarius (Fhlegmacium) Berkeleyi, Cke., Hdbk., p. 240; 
Cke., lUustr., t. 706 (not good, margin too regularly grooved) ; 
Cke., lUustr., t. 707, is also baid to be this species, but if 
really so it is a very marked variety. 

Cortinarius torvus, Fries, Kalchbrenner, t. xxi., fig. 1 
(excellent). 

Cortinarius anfractus. Berk., not of Fries. 

In woods. The present species is considered by con- 
tinental mycologists as being the true 0, torvus of Fries, but 
the British specimens that I have seen fresh have a distinctly 
viscid pileus, whereas C. torvus is a Telamonia, The present 
species was named C, anfractus by Berkeley, but is certainly 
not that species. When young the whole fungus is involved 
in a whitish volva, patches of which frequently remain on 
the pUeus. 

tt SCAUEL 

* Gills whiiishj then tan or pale cinnamon. 

Cortinarius (Phleg.) multiformis. Fr. 

Pileus 2-3 in. across, fleshy, regular, convex then expanded, 

very obtuse, becoming depressed, generally very viscid, even, 

glabrous, every portion the same colour, yellow, yellow-tan, 

tawn Y, &c., sometimes spotted, fibril loso-virgate, or lacunoBe ; 
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flesh white, at first compact then soft, that of the pileus 
beoomisg tinged yellow; gills emarginate, free or with a 
minute decnrrent tooth, very thin, crowded, straight, not 
broad, at first white then yellowish-tan ; stem solid, 2-4 in. 
long, about ^ in. thick, equal or attenuated, somewhat 
glabrous or adpressedly fibrillose, naked (not pruinose) 
white, then yellowish, bulb oblong, globose, or depressed, 
1 in. thick ; spores ochraceous, rough, 10-12 x 5 ft. 

Cortinariu8(Phlegmacium) multiformia, Fries, Epicr., p. 263; 
Cke., Hdbk., p. 241 ; Cke., Illustr., pi. 708. 

In woods. 

Distinguished by the absence of a violet tinge, not hygi o- 
phanous, flesh white, gills crowded, serrulate, at first whitish. 
(Fries.) 

Var. flavescens^ Cke., Hdbk., p. 241; Cke., Illustr., 
pL 709. 

Similar in size to the typical form ; pileus tawny-yellow, 
flesh tinged yellow, deep yellow at base of stem ; gills yellow. 

Cortinarius (Phleg.) napus. Fr. 

Pileus 2-3 in. across, flesh firm, white, with a horny line 
near the gills; convex then plane, obtuse, even, glabrous, 
glutinous, smoke-colour then tawny-bay, margin broken; 
gills emarginate, rather distant, broad, crisped, smoky- white, 
sides hyaline ; bulb distinct, obconic, acutely and obliquely 
marginate, from this springs the stem, about 2 in. long, ^ in. 
thick, equal, ascending, glabrous, firm, white, base at length 
jellowiA; spores elliptical, smooth, 10 x 5 /x. 

(Jortinariua (PMegmcicium) napus, Fries, Epicr., p. 263 ; Cke., 
Hdbk., p. 241 ; Cke., Illustr., pi. 710. 

In pine woods, &o. 

Allied to C, rapaceus, but quite distinct in the broad, 
crisped, rather distant, smoky- white gills. (Fiies.) 

Cortinarins (Phleg.) allutus. Fr. 
Pileus about 1 in. across, flesh thin, rufescent, conical 
then convex, finally expanded and sometimes depressed, 
smooth, viscid, reddish russet, margin darker ; gills adnate, 
rather crowded, crenulate, thin, whitish then rufescent; 
stem about 1 in. long, viscid, white, apex mealy, reddish- 
striate below, marginately bulbous. 
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Cortinarius (Phlegmcunum) allutua^ Fries, Epior., p. 203; 
Cke., Hdbk., p. 411 ; Cke., Illustr., pL 752. 

In pine woods. 

Pileus orange-yellow, disc paler, when moist, deep yellow 
when dry. Gills sometimes decurrent. Small. (Fries.) 

Cortinarius (Phleg.) talus. Fr. 

Pileus 2-3 in. across, equal, convex then plane, even, 
glabrous, viscid, dingy-yellowish, becoming pale, margin 
somewhat yellowish-olive ; flesh watery, dingy pallid-white, 
variegated with hyaline spots and a homy line at the 
junction of the gills ; gills emarginate, rather crowded, clear 
straw-colour or pallid ochraeeous, soon discoloured ; stem 
solid, 3 in. long, ^ in. thick, equal, cylindrical, not oblique, 
almost glabrous, pallid, bulb small, subrotund, marginate; 
spores 8-9 x 4-5 ft. 

Cortinarius {Fhlegmacium) talus. Fries, Epicr., p. 263 ; Cke., 
Hdbk., p. 242; Cke., Illustr., pi. 71 J. 

In woods. 

Very pretty, closely allied to C. turbinatus^ but distinguished 
by the difference in colour. (Fries.) 



«» 



Gills violet^ hlue^ or purjplishy then cinnamon. 



Cortinarius (Phleg.) glaucopus. Fr. 

Pileus 3-4 in. across, flesh rather thin towards ihe margin, 
becoming yellowish, at first convex and incurved then ex- 
panded, rather wavy, viscid, becoming floccosoly squamulose 
and fibrillose, olive-bay at first, soon tawny-yellow ; gills 
emarginate, broad, bluish then tawny-cinnamon ; stem 
2J-3 in. long, f in. thick, striate, bluish then pallid yellow, 
marginately bulbous ; spores 8 x 4-5 /x. 

Cortinarivis (Plfiegmacium) glaucopus. Fries, Epicr., p. 264; 
Cke., Hdbk., p. 242 ; Cke., Illustr., pi. 712. 

In pine woods. 

Stout, large, at first short, stem bulb- like then elongated, 
3-4 in. long, straight, always thick, pale blue inside at first. 
Pileus at first olive-bay, soon tawnj'^-yellow, with an elevated 
brown zone near the margin, as in C. in/ractus and Cpur- 
purascens, (Fries.) 
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Tufted, irregular. Whole plant when cut or bruised of a 
beautiful violet. Fileus 3 in. broad, at first viscid, dirty 
umber-tawny and brown, then tawny with a very faint tinge 
of purple, expanded, shining, minutely fibrillose, the fibrillae 
quite adpressed. Gills very broad, at first violet then cinna- 
mon, emarginate, distant. Stem 1^ in. high, ^-1 in. thick, 
composed of fibres, bulbous, at first tinged with violet, 
nearly smooth except towards the bulb, where are a few 
fibrillae dusted with the sporules. (Berk.) 

Cortinarius (Phleg.) calochrous. Fr. 

Pileus about 2 in. across, compact, convex then plane, 
obtuse, viscid, spotted and often stained, tawny, yellowish 
towards the margin, which is at first involute, often flexuous 
when expanded ; flesh pure white ; gills emarginate, crowded, 
dark purple-blue, margin serrate; stem l|-2 in. long, ^ in. 
thick, equal, with a distinctly and abrupt marginate bulb, 
which is sometimes depressed, fibrillose, yellowish, never be- 
coming blue, solid and firm ; veil yellow, marginal, fugacious ; 
spores 7-8 X 4 ft. 

CortinariiLS (Phlegmacium) cahchroua^ Fries, Epicr., p. 265 ; 
Cke., Hdbk., p. 242; Cke., lUustr., pi. 713. 

In woods, especially beech. 

Stem equal, short, not blue. Pileus commonly tawny, 
yellow near the margin, which is involute, often flexuous, 
but not arched. (Fries.) 

Pileus 3-4 in. broad, truly camose, viscid when moist, 
nearly smooth with a satiny lustre, olivaceous- tawny when 
young, tawny when full grown, flesh tinged with yellow, 
and when young very dilute violet. Veil arachnoid, the 
threads arising partly from the apex, partly from the middle 
of the stem. Gills close, thin, emarginate, serrulate, at first 
bright violet, then ferruginous with a dilute violet tinge ; 
not at all olivaceous. Sporules elliptic. Stem 1-3 in. high, 
1 in. thick, fibrillose, the fibrillae above copious and densely 
dusted with the sporules, bulbous, violet towards the gills, 
the rest whitish, when young very shaggy at the base. The 
plant described above seems to be the var, h, of Fries. The 
taste is astringent and the odour nauseous, like that of A, 
radicosus, whereas Fries describes his species as inodorous 
and insipid. The bright violet of the gills is not very 
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persistent, but this may be owing to the dryness of the 
summer in which it occurred. (Berk.) 

Cortinarius (Phleg.) caemlescens. Fr. 

Fileus 2-3 in. across, equally fleshy, convex then plane, 
obtuse, regular, even, almost glabrous, but often fibrilloso-vir- 
gate ; viscid, when dry shining or opaque, dingy yellow, almost 
tan-colour, varying to yellowish-brown, <fec.; gills slightly 
rounded behind, adnexed, thin, closely crowded, 2 lines 
broad, at first clear intense blue then becoming purplish^ 
at length dingy cinnamon ; stem about 2 in. long, i in. thick 
(bulb more than an inch), firm, equally attenuated upwards^ 
at first fibrillose, bright violet, then becoming pale and 
whitish, naked, bulb often disappearing with age ; veil 
fibrillose, fugacious ; spores elliptical, 9-10 X 5 ft. 

Cortinarius caemlescens, Friep, Epicr., p. 265 ; Cke., Hdbk.^ 
p. 242 ; Cke., Illustr., pi. 721, 722. 

Amongst moss in woods, &c. 

Neither the gills nor the flesh change colour when broken,. 
a point which distinguishes the present from C. purpurascens. 
When young every part is generally blue. Smell scarcely 
any. (Fries.) 

Cortinarius (Phleg.) purpurascens. Fr. (figs. 1, 2, 
14, p. 16.) 

Pileus 4-5 in. across, fleshy, disc compact, obtuse, wavy, 
variable, covered with a dense layer of gluten, but opaque 
when dry, bay or reddish then tawny-olivaceous, spotted; 
often depressed round the margin, which is at first incurved 
then wavy, marked with a raised brown line ; flesh entirely 
clear blue ; gills I^roadly emarginate, 3 lines and more broad, 
crowded, bluish-tan, then cinnamon, violet-purple when 
bruised ; stem about 3 in. long, § in. and more thick, solid, 
bulbous, everywhers fibrillose, intensely pallid clear blue, 
very compact, juicy, becoming purplish-blue when touched, 
bulb submarginate ; spores elliptical, 10-12 X 5-6 /x. 

Cortinarius purpurascens. Fries, Epicr., p. 265 ; Cke., Hdbk., 
p. 243 ; Cke., lUustr., ph 723, 724. 

In pine woods, &c. 

Gills becoming spotted with purple when touched, a 
character that separates the present species from some allies, 
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e8X)ecially Cortinartua glaucopus. The form described above 
is short, robust, very compact, juicy, and becoming purplish 
blue when bruised. A second form occurs in dense beech 
woods ; very large, rather caespitose, stem longer, rather 
twisted, pileus undulate, up to 8 in. broad, brownish-tan, 
then cinnamon from the falling spores. Gills at first greyish 
purple ; remainder as in typical form. (Fries.) 

Var. subpurpurascens^ Fries, Epicr., p. 265; Cke., Ulustr., 
pi. 725 : Cke., Hdbk., p. 243. 

Pileus not compact, obtuse, at length very much dilated, 
and undulately waved, viscid, tawny smoke-colour, becoming 
pale, obsoletely fibrilloso-virgate, rather spotted; stem at 
length hollow, 3-4 in. long, ^ in. thick, subcylindrical, 
marginately bulbous, fibrillose below, naked above, glabrous, 
slightly striate, pale bluish or whitish ; gills sometimes 
emarginate, almost free, sometimes decurrent, pallid then 
cinnamon, becoming purplish when bruised. Flesh soft, 
white (very dilute blue) unchangeable. 

In woods. 



««« 



Oilh ferruginous, tawny, or yellow. 



Cortinarius (Phleg.) dibaphus. Fr. 

Pileus 3-4 in, across, convex then plane, at length depressed, 
viscid, glabrous, purplish, the disc becoming yellowish, at 
length variegated with lilac ; flesh yellow with a violet line 
under the cuticle; gills adnate, slightly rounded, rather 
crowded, about 3 lines broad, purplish-ferruginous, margin 
quite entire; stem about 3 in. long, stuffed, marginately 
Dulbons, about J in. thick, fibrillose, yellow, shining, apex 
purplish, yellow within ; spores 12 x 5 ft. 

Cortinartua (Phlegmacium) dibaphua. Fries, Monogr., ii. p. 21 ; 
Cke., Hdbk., n. 243. 

Cortinarius luteopes, Seer. n. 250. 

In woods. 

Taste and smell none. 

Var. xanthophylluS; Cke., Hdbk., p. 243 ; Cke., Illustr., 
pL 753. 

Gills at first, and for a long time, yellow. 
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Cortinarius (Phleg.) turbinatus. Fr. 

Pileus 2-4 in. across, fleshy, convex then expanded, 
obtuse, at length depressed, orbicular, even, glabrous, Yiscid, 
dingy yellow or greenish, hygrophanous, opaque when dry ; 
flesh soft, white ; gills attenuato-adnate, thin, crowded, broad, 
quite entire, at first pale yellowish then somewhat ferru- 
ginous ; stem equal, except the distinctly marginate, globoso- 
depressed bulb, cylindrical, stufifed then hollow, commouly 
about 2 in. long, but sometimes elongated, yellowish ; spores 
14-16 X 7 ft, rough. 

Cortinarius (Phlegmacium) turhinattia. Fries, Epicr., p. 266; 
Cke., Hdbk.,p. 243; Cke., Illustr., pi. 714. 

Agaricua turhinatiLSj Bull., t. 110. 

In beech woods, &c. 

Distinguished amongst its allies by the regular, hygro- 
phanous pileus, quite entire dingy ochraceo-ferruginous gills, 
without a trace of blue or purple colour. (Fries.) 

Cortinarius (Phleg.) corrosus. Fr. 

Pileus 2-3 in. across, fleshy, soon expanded and umbilicate, 
smooth, viscid, ferruginous then pale tan-colour, at lengtli 
rivulose, somewhat floccose, opaque when dry, flesh hard, 
white; gills emarginate, closely crowded, narrow, somewhat 
ferruginous at first ; stem 1-1^ in. long, J-§ in. thick, im- 
perfectly hollow, naked and white at the apex, bulb depressed, 
marginate ; veil fibrillose, white. 

Cortinarius (^Phlegmacium) corrostis, Fries, Epicr., p. 266; 
€ke., Hdbk., p. 244; Cke., Illustr., pi. 715. 

In pine woods. 

Smaller than C fulgens, Pileus ferruginous then tan-colour, 
opaque, 2-3 in. across, edge of the gills wavy, rounded, free. 
ISmell not remarkable. (Fries.) 

Cortinarius (Phleg.) fulgens. Fr. 
Pileus 2-3 in. across, very fleshy, convexo-plane, obtuse, 
viscid, sometimes with drop-like spots, at length silky- 
fibriUose or minutely squamulose, deep, persistent tawny- 
orange; flesh very compact, yellowish-white, at lengtli 
spongy and tan-colour ; gills emarginate, 3 lines broad, rather 
crowded, quite entire, at first bright yellow, at length rather 



CORTINARIUS. 109 

distant, tawny or ferruginous from the spores ; stem solid, 
short, yellow, densely fibrillose from the yellow veil (viscid 
in moist weather), woolly, about 3 in. long when adult, bulb 
depressed, margiuate, oblique ; spores elliptical, 9x5//,. 

Cortinariua fulgenSj Fries, Epicr., p. 267 ; Cke., Hdbk., p, 
244; Cke., Illustr., pi. 716. 

In woods. 

Very showy, robust, tawny-golden, woolliness of the stem 
viscid when young. 

Cortinarius (Phleg.) falmineus. Fr. 

Pileus 1^2 in. across, flesh thick, convex then almost 
plane, viscid, tawny, margin orange, with small aggluti- 
nated rust-coloured scales; gills rounded behind, adnexed, 
crowded, 1 J line broad, at first pure yellow ; stem about 1 in. 
long, J— J in. thick, yellow, apex with a white veil, solid, 
bulb large, marginate, rooting, more or less triangular in 
section ; spores elliptic-fusiform, rough, 10 x 5-6 /x. 

Cortinarius (Phlegmacium) fulmineus. Fries, Epicr., p. 267 ; 
Cke., Hdbk., p. 244 ; Cke., Illustr., pi. 717. 

In shady woods. 

Very short, robust, sweet. Stem not filamentous, slightly 
viscid at first, bulb larger than the pileus. Pileus tawny, 
almost brown, margin ornnge. Flesh thick, white, often 
yellow at the margin or tinged j'ellow everywhere. (Fries.) 

Differing from C. corrosus in the yellow stem and presence 
of agglutinate scales on the viscid pileus. C. fulgens differs 
from the present species in the spongy, pale tan-coloured 
flesh. 

Cortinarius (Phleg.) orichalceus. Fr. 

Pileus 2-4 in. across, fleshy, convex then expanded, 
glabrous, covered with a viscid pellicle, reddish-tawny, disc 
rubiginous, cracked into squamules, margin becoming livid ; 
gills somewhat sinuate or rounded behind, annexed, 3-4 lines 
broad, greenish sulphur-colour; stem 2-3 in. long, J in. 
thick, equal, fibrillose, yellowish, marginately bulbous, solid. 

Cortinarius {PUegmadum) orichalceus. Fries., Epicr., p. 267 ; 
Cke., Hdbk., p. 244 ; Cke., Illustr., pi. 754. 

Under pine-trees, &c. 

Flesh sometimes white, yellow or greenish-yellow at the 
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margin, sometimes dirty, all alike, watery, stem almoet 
naked, or fibrillose and viscid, 2-3 in. long, ^ in. thick, bulb 
depressed. Pilens 3 in. broad, colour peculiar , gills very 
broad behind. (Fries.) 

Cortinarius (Phleg.) testaceus. Cooke. 

Fileus 3-4 in. across, fleshy, convex then flattened and 
obtusely umbonate, or depressed, brick-red, rather vinotis, 
growing paler with age, smooth, even, viscid ; gills 3-5 lines 
broad, adnate and a little emarginate, scarcely crowded, 
dusky cinnamon ; stem 3-4 in. long, f in. thick, attenuated 
upwards from a submarginate, bulbous base, whitish above, 
becoming rufous about the base, longitudinally fibrously 
striate below, solid, flesh with a tinge of nesh-oolour, 
becoming ruddy at the apex and base ; spores elliptical, ends 
rather acute, rough, 16 x 8 ft. 

Cortinarius (Phlegmacium) testaceus, Cke., Hdbk., p. 378; 
Cke., lUustr., pi. 1190. 

On the ground. 

**** Oills olivaceous, 

Cortinarius (Phleg.) prasinus. Fr. 

Pileus 2-3 in. across, compact, con vexo- plane, very obtnse, 
regular, viscid, spotted as if scaly, sometimes dingy bluish- 
green, sometimes smoky tawny, margin regularly involute ; 
flesh dirty white; gills emarginate, not crowded, rather 
distant when full grown, rather crisped, yellowish olive or 
almost olive, dark greyish-olive at the base ; stem about 2 in. 
long, § in. thick, baselmarginately bulbous, pallid green, not 
becoming violet, solid, flesh greenish white; veil scanty, 
whitish or greenish; spores 10 X 5 /x, smooth. 

Cortinarius (^Phlegmacium) prasinus. Fries, Epicr., p. 268 ; 
€ke., Hdbk., p. 245 ; Cke., Illustr., pi. 735. 

In beech woods, &c. 

Short, firm, mild, about the size of Cort. calochrous. 

Cortinarius (Phleg.) atrovirens. KalcHbr. 
Pileus 3-4 in. across, flesh rather thin, tinged green, 
convex, even, viscid, dark green or olive-umber ; gills adnate, 
crowded, 2-3 lines broad, yellowish green then cinnamon ; 
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stem about 3 in. long, fibrillose. except the somewhat turbi- 
nate, marginate bulb, solid, flesh tinted with bluish-green ; 
spores elliptical, 10 x 6 /i. 

Corttnarius (Phlegmadum) atrovirena, Kalchbr., Hym. 
Hung., p. 34, t. 19, f. 3 ; Cke., Hdbk., p. 2i5 ; Cke., Illustr., 
pi. 736. 

In pine woods, &c. 

Besembling C, pi'asinus in colour, but differing in the 
pilaus not being spotted with scales, and in the sulphur- 
coloured mycelium. 

Cortinarius (Phleg.) scaurus. Fr. 

Pileus 1^-3 in. across, flesh thick at the disc, becoming 
very thin towards the margin and at length slightly striate, 
viscid, smoky-tawny, spotted, becoming pale; stem about 
3 in. long, 3-5 lines thick at the apex, attenuated upwards 
from the marginate bulb, tinged with green or blue, solid ; 
gills attenuated behind, adnexed, thin, crowded, purplish- 
olive ; spores 10 x 5 /a. 

Cortinarius (Phlegmadum) scaurus, Fries, Epicr., p. 268; 
Cke., Hdbk., p. 245 ; CSe., Illustr., pi. 755. 

In woods. 

Stem greenish or bluish, never yellow. Pileus smoky- 
tawny, becoming fulvous when dry, flesh thin, watery, 
insipid. Gills narrow, almost linear, sometimes purplish, 
sometimes olive, also smoky. (Fries.) 

Soft, insipid, pileus 2-3 in. broad, sometimes depressed. 
Oills rather thin, at length cinnamon. Stem about 3 in. 
high, flbrillose, sometimes mar gina to-bulbous, sometimes 
when growing amongst moss nearly equal. (Fries.) 

Cortinarius (Phleg.) herpeticus. Fr. 
Pileus li-3 in. across, fleshy, margin thin, convex then 
plane, obtuse, even, glabrous, sparingly viscid, at first 
olive, then dingy tan, the disc becoming pale ; gills slightly 
<emarginate, at first very crowded and dark smoky-violet, 
then slightly crowded, 2-3 lines broad, smoky-violet ; stem 
at first short, then 2-3 in. long, J in. thick, unequal, some- 
what twisted, solid, firm, but spongy within and often 
hollow at the apex, fibrillose, pallid, scarcely tinged violet, 
the napiform bulb marginate ; spores 10 x 6 /x. 
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Cortinarxus (Phlegmaciufn)h€rpeticu8, Fries, Epicr., p. 268; 
Cke., Hdbk., p. 245 ; Cke., Illustr., pi. 849. 
In woods, &c, 

ttt ELASTICI. 
* Oilh whitish^ then tan or dingy cinnamon* 

Cortinarius (Phleg.) cumatilis. Fr. 

Filcus 3-4 in. across, flesh thin except at the disc, conyex 
then expanded, obtuse, disc brownish, remainder palo dingj 
lilac, covered with bluish-violet tinted gluten ; gills adnexed, 
crowded, narrow, margin serrate, white then tan-colonr ; stem 
about 3 in. long, ^ in. or more thick at the apex, somewhat 
bulbous, and attenuated upwards, apex a little cortinate» 
universal veil forming an abrupt volva at the base, whitish. 

Cortinarius {Fhlegmadum) cumatilis, Fries, Epicr., p. 269 ; 
Cke., Hdbk., p. 246 ; Cke., Illustr., pi. 726. 

In copses, &c. 

A very fine species, sometimes solitary, stem stout, bul- 
bous ; at others caespitose, stem longer and curved, universal 
veil membranaceous, agglutinated at the base, but separable, 
at first continuous with the blue pellicle of the pileus. 
(Fries.) 

Cortinarius (Phleg.^ serarius. Fr. 

Pileus 3-4 in. across, flenny, convex then expanded, gibbous^ 
unpolished, opaque, reddish-tan ; stem solid, equal, fibrillose, 
shining, white, as is also the flesh ; gills arcuately adnexed, 
with a decurrent tooth, crowded, pale tan-colour. 

Cortinarius (FhlegmaciuTn) serarius. Fries, Epicr., p. 269; 
Cke., Hdbk., p. 246. 

In woods. 

IStem 4 in. long, entirely fibrous. Pileus 3-4 in. broad, 
even and glabrous but not polished, somewhat silky-prninose ; 
reddish-tan coloured, by which it is more especially dis- 
tinguished. Flesh 3 lines thick, with a hyaline line near 
the gills. (Fries.) 

Having seen a copy of Fries's drawings of this species, we 
are of opinion that the evidence of its being British is very 
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slender and doubtfal. The Scotch specimens, if true, were 
by no means typical. (Cooke.) 

Cortinarius (Phleg^ emoUitus. Fr. 

Pileus 3-4 in. across, fleshy, lax, rather wavy, minutely 
fibrilloso - virgate, viscid, tawny, ochracoous - yellow and 
shining when dry, margin thin, incurved; stem lJ-2 in. 
long, J in. and more thick, stu£fed, unequal, scarcely bulbous, 
often compressed, fibrillose, soft, white then tinged yellow, 
veil fugacious ; gills emarginate, up to J in. broad, rather 
distant, smooth, soft, white then ochraceous. 

Cortinarius (Phlegmacium) emollitus, Fries, Epicr., p. 269 ; 
Cke., Hdbk., p. 246 ; Cke., lUustr., pi. 727. 

Amongst grass in beech woods, &o. 

Often caespitose, very variable, but very distinct from 
neighbouring species in the acrid taste; snow-white very 
soft flesh ; soft, imperfectly hollow stem ; somewhat deformed 
pilens, and rather distant gills. 

A small form occurs with a slender stem, pileus plane, 
fragile. 

Cortinarius (Phleg.) cristallinus. Fr. 

Pileus about 3 in. across, equally fleshy, but thin, expanded, 
glabrous, viscid, shining, hygrophanous, disc watery-pallid, 
towards the margin silvery-white, shining, when dry entirely 
whitish ; gills emarginate, thin, 3 lines broad, crowded, tan- 
oolour ; stem 3 in. long, 4 lines thick, hollow or attenuated 
at the base, fragile, fibrillose, whitish straw-colour ; spores 
8 X 4/x. 

Cortinarius (Phlegmacium^ crislallinus^ Fries, Monogr., i. 
p. 30 ; Cke., Hdbk., p. 246 ; Cke., lUustr., pi. 728. 

In mixed woods, amongst leaves. 

Taste very acrid. A form occurs having the pileus yel- 
lowish-white, stem slightly viscid, gills rather decurrent. 
(Fries.) 

Cortinarius (Phleg.) decoloratus. Fr. 

Pileus 2-4 in. across, flesh thin, equal, campanulate then 
convex, obtuse, soft, glabrous, tan-colour, disc darkest, corru- 
gated when old, viscid ; gills emarginate, adnate, or decur- 
rent, depending on the situation and mode of growth, slightly 
crowded, 3 lines broad, tan-colour then cinnamon ; stem 

VOL. u. X 
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about 3 in. loDg, i in. or more thick below, stuffed, slender, 
somewhat equal, slightly thickened downwards, ascending, 
iibrillose, silvery i^hining, apex glabrous, not mealy; spores 
7x3-4//.. 

Cortinarius (PhlegmaciunC) decolorattis. Fries, Monogr., iu 
p. 30 ; Cke., Hdbk., p. 247 ; Cke., Illustr., pi. 729. 

In beech woods, &c. 

Veiy variable, there are three or four very remarkable 
forms, which at fii st sight appear distinct, but all agi*ee in 
essential points. The typical form, described above, re- 
sembles C, tahularis in stature and general appearance, but 
differs in having the pileus viscid, never silky from the veil, 
stem never squamulose, &c. 

Form (6), occurring under birches. Bulb at first small 
and rounded, but soon disappearing, soft, the attenuated 
stem becoming yellowish. Gills at first greyish-white, 
Pileus a little darker, floccosely squamulose or rivulosely 
granular when dry. 

Form (c), occurring in pine woods. Smaller and slenderer^ 
pileus even, gills pallid-tan. (Fries.) 

** Gills violet, jpurpliah, or flesh-colour. 

Cortinarius (Phleg.) decolorans. Fr. 

Pileus fleshy 1^-3 in. across, convex then expanded, some- 
what gibbous, equal, even, glabrous, viscid, persistently 
yellow all over; flesh thin, firm, white; gills sinuately ad- 
nexed, crowded, thin, 3 lines broad, purplish, soon cinnamon, 
not changing colour when bruised ; stem 2-3 in. long, 3-4 
lines thick, equally attenuated, white, glabrous except for 
the veil ; spores pip-shaped, 10 X 8 /x. 

Cortinarius (Phlegmacium) decolorans. Fries, Monogr., ii. 
p. 31 ; Cke., Hdbk., p. 247 ; Cke., Illustr., pi. 730. 

In pine woods, &c. 

For a long time considered as a slender form of 0. vartuSy 
from which it difiers in the slender, polished, glabrous stem 
without a bulb, the more slender pileus of one colour, and 
the somewhat persistent median veil. 

Cortinarius (Phleg.) porph3rropus. Fr. 
Pileus 1^3 in. across, fleshy, margin very thin, flesh soft,' 
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white, soon becoming purplish-lilac when broken, convex 
then plane, obtuse, even, innately virgate, viscid, livid 
yellovnsh or tan-colour, not changing colour w^hen bruised ; 
gills rounded or emarginate, rather crowded, 2-4 lines broad, 
purplish then watery cinnamon; stem 2-4 in. long, about 
3 lines thick, fragile, lilac- violet both outside and inside, 
soon becoming pale or whitish, but changing to lilac-violet 
when bruised; veil inferior, fibrillose, spores 10-12 X 7 /a. 

Cortinariua (^Phlegmacium) porphyropus. Fries, Epicr., p. 271 ; 
Cke., Hdbk., p. 247 ; Cke., lllustr., pi. 731. 

In woods. 

Stem always slender, frequently equal, slightly elastic but 
fragile, becoming pale, but becoming lilac when bruised. 
Pileus brownish-tan, livid. Flesh thin, white. (Fries.) 

Cortinarius (Phleg.) croceocoeruleus. Fr. 

Pileus J-1^ in. across, tiesh thin, convex then plane, obtuse 
or gibbous, even, glabrous, viscid, lilac or pale violet ; flesh 
watery, pallid, and like the other parts, becomes tinged with 
purple when crushed ; gills attenuated or broadly emarginate, 
with a very delicate decun*ent tooth, plane, rather distant, 
lilac then safifron-tan ; stem hollow, about 2 in. long, some- 
what equal or sometimes attenuated at the base, 2-3 lines 
thick, even, glabrous, naked, fragile, white ; spores 8 x 5 /i. 

Cortinarius (Pldegmaciwm) croceocoeruleus^ Fries, Syst. Myc, 
i. p. 238 ; Cke., lllustr., pi. 732 ; Cke., Hdbk., p. 247. 

Under beeches, &c. 

Small, fle^h watery, unchangeable. Veil white, (Fries.) 

*•* GHlh pure ochraceous, tawny, or ferruginous, 

Cortinarius (Phleg.) corruscans. Fr. 
Pileus 3-5 in. across, fleshj^ soon flattened and at length 
depressed, even, glabrous, viscid, shining when dry, yellow- 
oc^raoeous, often spotted with tawny; flesh soft, white; 
gills adnate, with a decurrent tooth, not sinuate, thin, very 
narrow in proportion to the size of the pileus, 1-2 lines at 
most, very crowded, quite entire, clear ochraceous; stem 
solid, elastic, 3-6 in. long, ^ in. thick, equal, dilated at the 
apex, fibrillosely striate, pure white. 

I 2 
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CortinariiLS (Phlegmacium) corruscans, Fries, Epicr., p. 271 ; 
Cke., Hdbk.. p. 32 ; Cke., Illustr., pL 733. 

Under bushes, &c. 

Taste and smell none. Fileus regular, ooliraceous-yellow, 
often spotted with tawny. 

Cortinarius (Phleg.) papulosus. Fr. 

Pileus 2^-3i in. across, fleshy, at first convex, obtuse, then 
plane, at length depressed, disc usually gibbous, glabrous, 
viscid, even at the margin, honey-coloured tan, disc darker 
ferruginous or brownish, the cuticle becoming broken up 
into minute, areolar, brownish granules when dry ; flest 
white, thick at the disc, margin thin ; gills adnato-decurrent, 
crowded, slightly joined behind, but separating from the 
stem when old and connected by a spurious collar, 2—3 lines 
broad, pallid, soon ochraceous, at length yellowish-cinnamon; 
stem solid, firm, entirely fleshy inside, equal or thickened 
at the base, 3 in. long, ^ in. or more thick, densely fibrillose, 
apex naked, white ; veil inferior, white, very fugacious. 

Cortinarius (Phlegmacium) papulosus, Fries, Monogr.,ii. p. 33; 
Cke., Illustr., pi. 718; Cke., Hdbk., p. 248. 

In pine woods, &c. 

Entirely white inside, by which the present is distinguished 
from C, percomis and other allies. (Fries.) 

There is a form with a long flexuous hollow stem. 

Var. major^ Fries, Monogr., ii. p. 33. 

Stem attenuated from the base, filamentous from the 
inferior veil, apex cortinate, at length coloured like the gUls; 
pilous glutinous, yellowish ferruginous, margin much paler, 
disc truly granular ; gills slightly sinuate. 

CREPIDOTUS. Fr. (figs. 1-3. p. 3.) 

Pileus excentric, often resupinate or laterally attached; 
stem excentric, lateral, or entirely absent; veil not evident; 
gills more or less decurront or radiating from an excentric 
point ; spores pale ferruginous or cinnamon-colour. 

Crepidotus, Fries, Syst. Myc, i. p. 272 ; Cke., Hdbk., p. 189. 

Distinguished by the resupinate, sessile, or excentrically 
stipitate pileus ; many of the species are minute. Care 
must be taken not to confound the present genus with 
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Claudopus, the analogous genus in the Bhodospm^ae ; the 
latter is distinguished by the pink or salmon-coloured gills 
and spores. 

Crepidotus palmatus. Bull. 

Pilaus 2-4 in. across, fleshy, compact, convex then ex- 
panded, irregular, glabrous, pelliculose, ferruginous; gills 
fixed to a collar, ventricose, rather distant, ferruginous; stem 
excentric or lateral, incurved, firm, glabrous, whitish. 

Agaricus palmattia, BiQliard, Champ., pi. 216 ; Fries, Hym. 
Eur., p. 275; Cke., Hdbk., p. 189. 

On trunks. 

Sometimes confused with Pleurotus suhpalmatus, but dis- 
tinguished by the ferruginous spores. Flesh firm, but at the 
same time spongy and bibulous. (Fries.) 

Crepidotus mollis. Fr. 

Pilaus 1 J— 3 in. across, flesh rather gelatinous, soft, obovate 
or reniform, flaccid, subsessile, glabrous, pale dingy tan then 
greyish ; gills radiating from the base of attachment of the 
pilaus, crowded, about IJ line broad, whitish then watery 
cinnamon. 

Agaricus mollis, Schaeffer, t. 213; Cke., Hdbk., p. 189; 
Cke., Ulustr., pi. 498. 

On rotten trunks, stumps, &o. 

Dimidiate, subsessile (varies with the posterior margin 
extended as a strigose stem, J in. long), often imbricated, 
convaxo-plane, obovate or reniform, undulated and lobed in 
large specimens, flaccid, even, glabrous, pallid then hoary, 
at length spotted with rufous from the falling spores ; flesh 
very soft, more or less thick, watery whitish. Gills usually 
decurrent from the base, 1-2 lines broad, crowded, greyish- 
white then watery cinnamon. (Fries.) 

Crepidotus applanatus. Fr. 

E41eu8 1-2 in, across, rather fleshy, soft, fragile, plane, 
reniform or wedge-shaped, whitish, produced behind into a 
very short whitish tomentose stem; gills determinate, 
crowded, narrow, white then pale cinnamon. 

Agarieu8 (Crepidotus) applanatus. Fries, Monogr., i. p. 399 ; 
Cke., Hdbk., p. 190. 
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Agaricus atiptiais, Persoon, Obs., i. p. 8, t. 5, f. 3. 

On rotten wood. 

Pilens watery, not gelatinous, very hygrophanons, margin 
slightly striate when moist, at length depressed behind. 

Pilens watery, rather fleshy, soft, fragile, altogether plane, 
horizontal, extended behind in a straight line into a very 
short, white, tomentose stem; reniform or cuneate, watery 
cinnamon when moist, margin slightly striate, even and 
whitish when dry, truly hygrophanons, at length depressed 
behind, snbsessile. Gills originate determinately behind, 
crowded, linear, thin, whitish then watery cinnamou. Inter- 
mediate between Crepidotua mollis and C. byssisedus, (Fries.) 



Crepidotus alveolus. Lasch. 

Pilens 1-2^ in. across, flesh about 2 lines thick, whitish, 
soft, lateral, obovate, repand, plane, glabrous, oohraceons- 
brown, sessile or produced behind into a short, stem-like, 
tomentose base ; gills determinate, broad, crowded, pale then 
brownish-tan. 

AgarictLs alveoluSy Lasch, no. 682; Fries, Hym. Eur., 
p. 275 ; Cke., Hdbk., p. 189. 

On trunks. Closely allied to Crepidotua mollis^ but more 
fleshy, darker coloured, becoming pale when dry, sometimes 
olive-tinged near the margin. 

It is doubtful whether the figure in Cke., Ulustr., pi. 490a, 
called Agaricus (^Crepidotus) alveolus^ Lasch, is the right 
fungus ; the specimens measure up to 1 in. across, subreni- 
form, ochraceou8-tan, very convex and subumbonate behind, 
and attached by a small point ; gills distant, about 2 lines 
broad, tawny-ochraceous. 

Dimidiate, laterally subsessile or produced behind into a 
short stem-like tomentose base, horizontal, pilous fleshy, soft, 
obovate, sometimes repand, almost plane, 2 in. and more 
long, even, glabrous, moist, ochraceous-brown, sometimes 
tinged with olive towards the margin, pale when dry; gills 
determinate, not decurrent from the base, broad, crowded, 
brownish-tan. Closely allied to Crepidotus mollis, dififering 
in the more fleshy rather wedge-shaped pileus, the darker 
colour of every part, and especially the broader gills. 
(Fries.) 
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Crepidotus calolepis. Fr. (figs. 1-3, p. 3.) 

Fileus ^1 in. across, rather fleshy, dimidiate, sessile, 
attached by a downy point, otherwise free behind, pale, 
variegated with minute, crowded, mfescent scales; gills 
radiating from the point of attachment, rather broad, at 
length rusty-brown. 

Agaricus (^Crepidotus) calolepis^ Fries, in Vet. Ak. Forhandl., 
1873; Cke., Hdbk., p. 190; Cke., Illustr., pi. 499b. 

On rotten trunks of aspen ; branches, &c. 

Stem reduced to a sessile tubercle. Pileus scarcely ^ in. 
broad, flesh firm, not gelatinous. Spores ferruginous-brown. 
(Fries.) 

Crepidotus haustellaris. Fr. 

Pileus \-^ in. across, rather fleshy, flaccid, exactly lateral, 
reniform, plane, even, minutely villous, tan-colour; stem 
distinct, lateral or very excentric, up to \ in. long, villous, 
attenuated upwards, white; gills determinate, rounded 
behind, p^Hd then brownish-cinnamon. 

Agaricus {Crepidotus) haustellaris. Fries, Syst. Myc.^ i. 
p. 274; Cke., Hdbk., p. 190 ; Cke., Illustr., pi. 515a. 

On fallen branches of poplar, &c. 

Having much in common with Crepidotus calolepiSy but 
abundantly distinct. Small, regular, not caespitose; espe- 
peciallv characterised by the subcorneal stem and almost 
free gills. (Fries.) 

Crepidotus epibryus. Fr. 

Fileus 2-3 lines across, membranaceous, resupinate, quite 
sessile, adnate by the vertex, silky then smooth, white ; gills 
radiating from the centre, thin, crowded, white, then, 
reddish-yellow. 

Agaricm (Crepidotus) epibryus. Fries, Syst. Myc, i. p. 275 ; 
Cke., Hdbk., p. 191 ; Cke., illustr., pi. 516c. 

On mosses, leaves, &c. 

Begular, almost cup-shaped, small, without a rudiment of 
a stem, and not produced at the vertex or point of attach- 
ment. 

On the larger mosses. Structure and general appearance 
of Crepidotus variabilis, but conspicuously different in tho 
more regular form, cup-shaped, always entire, not effusu- 
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Tfjflexed and -without a rudimentary stem ; pilens on the 
contrary adnate behind, vertical, slightly fleshy, 2-3 lines 
and more broad, adpressedly silky, even, whitish. Gills 
springing from a central point, thin, closely crowded, 
parallel, whitish, then gilvous (not reddish). (Fries.) 

Crepidotus Phillipsii. B. & Br. 

Pileus about 3 lines across, rather fleshy, oblique, striate, 
smooth, pale umber; gills narrow, ventricose, slightly 
adnate, pale dingy tan ; stem short, solid, incurved at the 
base; spores elliptical, pale rusty-brown, 5-7 X 2*5 /i. 

Agaricus (Crepidotus) Phillipsii, Berk. & Br., Grev., vol. vi. 
p. 101 ; Cke., Hdbk., p. 190; Cke., Illustr., pi. v. 515c. 

On dead grass. Distinguished by the dingy, umber 
pileus, and the short, incurved stem. 

Crepidotus pezizoides. Nees. 

Pileus about 2 lines across, sessile, thin, cup-shaped, then 
reflexed, mealy, subtomentose, whitish ; gills radiating from 
the centre, rather distant, olive-brown, then dull tawny. 

Agaricus pezizoides, Nees, Act. Nat. Curios, ix. t. 6, f. 18 
(young stage); Cke., Hdbk., p. 191 ; Cke., Ulustr., pi. 51 6d; 
Fries, Hym. Eur., p. 277. 

On rotten branches. Distinguished amongst the minute 
white species by the mealy pileus. 

Crepidotus Ralfsii. B. & Br. 

Pileus ^-f in. across, flesh white, thickish, equal, flat, 
margin involute, delicately hispid or chaff'y, yellow, fixed by 
cottony mycelium; stem obsolete; gills ventricose, rather 
broad, pale tan-colour, margin whitish. 

Agaricus (Crepidotus) Balfsii, Berk. & Br., Ann. Nat. Hist., 
(1883), p. 372, n. 2008 ; Cke., Hdbk., p. 191 ; Cke., Hlustr., 
pi. 51 6d. 

On decaying wood. Rather gregarious. 

Crepidotus chimnophilus. B. & Br. 
Pileus 2-3 lines across, flesh rather thick, convex, margin 
incurved, villous, whitish; stem very short or obsolete, 
excentric ; gills attenuated behind, distant, narrow, pale 
tan ; spores pale cinnamon, 5x3^ 
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Agaricus {Cremdotv^ chimnophilusj Berk. & Br., in Berk. 
Outl., p. 164; Cke., BLdbk., p. 191 ; Cke., Illustr., pi. 616a. 

On small dead branches of Pyrus torminalis, Oregarious. 
Known amongst the small white species by the villous pileus 
and few, distant gills. 

Crepidotus rubi. Berk. 

Pilens about J in. across, fleshy, convex-plane, margin in- 
curved, dingy pale yellowish tan, covered with very minute^ 
crystalline meal; gills adnato-decurrent, rather broad, 
greyish then umber, slightly ventricose; stem about 2-3- 
lines long, incurved, solid, pallid, strigose at the base. 

Agaricus (^Crepidotus) ruhi, Berk., Outl., p. 164, t. 9, f. 7 ;. 
Cke., Hdbk., p. 190 ; Cke., Illustr., pi. 515b. 

On dead bramble, &c. Gregarious. 

Crepidotus epigaeus. Fers. 

Pileus |-1 in. across, flesh very thin, reniform or flabellate,. 
fragile, reddish-grey, base villous, whitish; gills distinct,. 
narrow, diverging, watery rufescent; spores pale cinnamon, 
broadly elliptical, 10 x 7 fi. 

Agaricus (vpigaeus, Persoon, Syn., p. 484; Cke., Hdbk.,, 
p. 191 ; Cke., Illustr., pi. 516a. 

Agaricus depluens, Batsch, flg. 122. 

On the ground, especially on damp clay. 

Spores oblong, • 0004 in. long, not irregular, and more or less 
angular, as in the plant usually referred to Agaricus depluens^ 
as figured by Hoffmann, so that its affinities seem rather to 
be with Crepidotus than Claudopus. The present is exactly 
the plant of Batsch, and we think it better to leave the name 
with what has formerly been considered his species, and 
retain that of Persoon. The gills of A. epigaeus are no longer 
red when drj'. (Berk. & Br.) 

TUBAKIA. W. G. Smith, (fig. 4, p. 3.) 

Stem central, somewhat cartilaginous, hollow. Pileus 
thin, often almost membranaceous, frequently clothed with 
the remains of the floccose universal veil. Gills more or less 
decorrent, broadest behind, hence somewhat triangular; 
spores clear or dusky ferruginous. 
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Tvharia, W, G. Smith, Jonm. Bot. (Seeman), 1870 ; Cke., 
Hdbk., p. 187. 

The species are all small, and known amongst the Ochro- 
fiporae by the more or less decurrent, triangular gills. The 
genus corresponds in structure to Eccilia and Omphalia. 



ANALYSIS OF THE SPECIES. 

I. Genuini. 
Spores ferruginous. 

II. Phaeoti. 
Spores ferruginous-brown. 

I. GENUINI. 

Tubaria cupularis. Bull. 

Pileus up to 1 in. across, rather fleshy, piano-depressed, 
obtuse, even, glabrous, rufescent then yellow, hygrophanons; 
stem 2-3 in. long, naked, even, very slightly attenuated 
upwards, whitish, hollow; gills slightly decurrent, narrow, 
crowded, dingy cinnamon ; spores elliptical, rusty, 6 x 3 fu 

Agaricus cupularis. Bull., t. 654, f. 2 ; Cke., Hdb., p. 187 ; 
Cke., Illustr., pi. 602. 

Amongst grass, &o. 

With the habit of Omphalia, but with ferruginous spores. 
Cooke's figure, which is considered as a variety of the present 
fipecies, has a tawny stem. 

Tubaria furfaracea. Fers. 
Pileus ^-2 in. across, rather fleshy, convex then plane, at 
length depressed and umbilicate, hygrophanons, yellowish- 
cinnamon, paler when dry; hoary and silky -squamulose, 
especially near the margin from the veil; stem 1— If in. 
long, 1-2 lines thick, rigid, usually paler than the stem, 
minutely flocculose, base with white down, hollow; gills 
adnato-decurrent, rather distant, 1^ line broad, cinnamon; 
spores elliptical, 10 x 6 /a. 
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Agaricua furfuracem^ Persoon, Syn., p. 454 ; Cke., Hdbk., 
p. 187 ; Cke., lllustr., pi. 603. 

On twigs, chips, <feo. 

Distinguished amongst its allies by the minutely fur- 
foraceous pilens. 

Var. trigonophylius, Fries, Hym. Eur., p. 273; Cke., 
Hdbk., p. 187 ; Cke., lllustr., pi. 483. 

Smaller than the typical form, becoming pale yellowish ; 
gills 2| lines broad, subdecurrent, triangular, distant, rather 
tawny-ochraceous. 

On the ground, <fec. 

Var. heterostichus. Fries, Hjrm. Eur., p. 187. 
Pileus depressed but rather umbonate, cinnamon, pale 
ochraceous when dry. 
On the ground, &c. 

Tubaria paludosa. Fr. 

Pileus \-^ in. across, submembranaceous, conical then 
convex, papillately umbonate, not striate, silky with super- 
ficial pale fibrils, yellowish-brown, sometimes with a tinge of 
pink; gills slightly decurrent, very broad behind, crowded, 
watery, ochraceous, thin; stem 3-4 in. long, about 1 line 
thick, flezuous, equal, flocculose, ochraceous, hollow ; spores 
ochraceous, elliptical, 10 x 4 fi. 

Agaricua paludoms. Fries, Monogr., i. p. 397 ; Cke., Hdbk., 
p. 187 ; Cke., lllustr., pi. 484 (gills, stem, and spores prim- 
rose yellow). 

In swamps, amongst sphagnum, &o. 

Differing from the typical generic character in the papil- 
lose pileus, but in the typical form, stygia, the gills are truly 
decurrent. There is another form, A. paludosus, Fr., Epicr., 
p. 209, having the pileus brownish honey-colour, stem about 
li in. long, gills not decurrent; growing in dried-up 
swamps. (Fries.) 

Pileus submembranaceous, campanulate then convex, 
acutely umbonate, hygrophanous, without striae, silky, 
everywhere with persistent white hairs ; stem fistulose, 
twisted, encircled with the remains of the white veil ; gills 
adnate, plane, ovate, pale honey-colour. (Cooke.) 
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Tubaria stagnina. Fr. 

Fileus |~1 in. across, somewhat membrauaceotis, conical 
then convex, obtuse, sometimes depressed and umbilicate, 
rather viscid and slightly striate when moist, rusty-bay, 
even and somewhat ochraceons when dry, ornamented with 
concentric white floccose squamules towards the margin; 
gills slightly decurrent, broad, triangular, ferruginous ; stem 
4-7 in. long, equal, rather tough, 1 line thick or a little 
more, reddish then bay, base with white, villous down, apex 
rather mealy, hollow; spores elliptical, dingy ferruginous, 
10 X 5 fi. 

Agaricus stagnintis, Fries, Syst. Myc, i. p. 268; Cke., 
Hdbk., p. 187; Cke., Illustr., pi. 468. 

In swamps, amongst sphagnum. 

There is a slender form differing in the darker colour, 
smaller, often naked pileus, and narrower gills, figured by 
Fries, Icon., t. 129, f. 2. 

Tubaria pellucida. Ball. 

Pileus ^— f in. across, rather membranaceous, conical then 
campanulate, umbonate, hygrophanous, cinnamon, silky and 
squamulose towards the striate margin, pale when dry ; gills 
broad behind and slightly decurrent, triangular, pale cinna- 
mon; stem 1-1^ in. long, scarcely 1 line thick, slightly 
thickened at the base, pale, shining, apex mealy, hollow. 

Agaricus pelluciduSj BuUiard, Champ., tab. 550, f. 2 ; Cke., 
Hdbk., p. 188. 

Amongst leaves, &e. 

Allied to Tubaria stagnina, but much shorter in the stem, 
which is at first stuffed, then hollow. Although the pileus 
is not depressed, the gills indicate the genus Tubaria. 
(Fries.) 

Tubaria muscorum. Fers. 

Pileus up to I in. across, membranaceous, convex, centre 
depressed, striate, glabrous, yellow-brown; gills slightly 
decurrent, horizontal, paler; stem hollow, short, base in- 
crassated, coloured like the pileus. 

Agaricus muscoruniy Pers., Syn., p. 470 ; Hoffm., NomencL, 
t. 5, f. 3 ; Fr., Hym. Eur., p. 274. 

Amongst moss on the trunks of trees. 
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The fungus figured by Cooke, Ulustr., pi. 1175b, as repre- 
senting the present species, cannot, I think, be correct; for 
this mistake I am responsible. The species figured is 
evidently a Galera^ probably a large form of G, aphagnorum. 



Tubaria embolus. Fr. 

Pileus J-f in. across, membranaceous, campanulate then 
convex, obtuse, fijiely striate, glabrous, hygrophanous, yel- 
lowish-tawny, shining, ochraceous when dry; gills very 
broad behind, slightly decurrent, thick, triangular, very 
distant, cinnamon ; stem 1^-2 in. long, thickened upwards, 
often curved, glabrous, tawny-yellow, shining yellow when 
dry, imperfectly hollow. 

Agaricus embolus, Fries, Epicr., p. 206 ; Cke., Hdbk., p. 188 ; 
Cke., Ulustr., pL 514a. 

On damp, heathy ground, &c. 

Resembling Omphalia unibelUfera in size and in the 
structure and arrangement of the gills. Known by the finely 
striate, glabrous pileus, and the stem evidently thickened 
upwards. 

Tubaria autochthona. 6. & Br. 
Pileus J— ^ in. across, obtuse, hemispherical, ochraceous- 

white, sil^", margin flocculose, flesh thin ; gills adnate with 

a decurrent tooth, horizontal, honey-colour; stem |-1 in. 

long, flexuous or curved, incrassated above and below, base 

whitish, woolly ; spores elliptical, 8 x 4 /a. 

Agaricus (Nancorid) autochthonus, Berk, and Broome, Ann. 

Nat. Hist., n. 1121 ri866). 

Agaricus (Tubaria) autocJiihonus, Cke., Hdbk., p. 188 ; Cke., 

niu8tr., pL 514b. 
On naked soil. 

Pileus \ in. across ; stem f in. high, not half a line thick 
in the centre; spores paler than in Tuharia fwrfuracea, 
•00019 in. long ; it does not become pallid in drying, like 
that species, but is of an ochraceous white from the first. It 
is probably a very common species. (Berk. & Broome.) 
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II. PHAEOTI. 



Tubaria crobula. Fr. 

Pileus i-| in. across, slightly fleshy, convex then plane, 
obtuse, slightly viscid, not striate, covered at first with 
white, floccose scales, then naked and hoary-tan ; gills 
slightly decurrent, 1-1 i line broad, crowded, brownish- 
ferruginous ; stem 3-li in. long, 1-1 A line thick, often in- 
curved or flexuous, brownish, covered with white, floccose 
scales, hollow ; spores elliptical, brown-rust colour, 10 x 6 fu 

Agaricua crohulus^ Fr., Epicr., p. 299; Cke., Hdbk., p. 188; 
Cke., Tllustr., pi. 496b. 

Amongst sticks, &g. 

Distinguished from Tuharia inquiliaa by its larger size, 
and by the moderately persistent ring. 

Tubaria inquilina. Fr. 

Pileus h-i in. across, membranaceous, convex then plane, 
at length more or less umbonate, hygrophanous, glabrous, 
slightly viscid, striate when moist, livid brown, tawny or 
hoary-tan when dry ; gills slightly decurrent, very broad 
behind, triangular, rather distant, brownish-tan, then umber; 
stem about 1 in. long, scarcely 1 line thick, thinner towards 
the base, tough, bay, covered at first with white fibrils, and 
with white down at the base, hollow, often flexuous ; spores 
elliptical, dusky ferruginous, 8 X 4 //« 

Agaricus inquilinus, Fries, Syst. Myc, i. p. 264 ; Cke., Hdbk.^ 
p. 189 ; Cke., Illustr., pi. 497. 

On twigs, chips, &c. 

Closely allied to Tuharia crohulutSj smaller, pileus striate 
when moist, glabrous from the first, and stem soon glabrous 
are the principal distinctive features. 

Var. ecbolus, Fries, Hym. Eur., p. 275. 

Stem rooting, equal ; gills crowded, ferruginous. 

On roots of grasses. 

» 

FLAMMULA. Fries, (fig. 15, p. 3.) 

Pileus fleshy, margin at first involute ; stem central, flesh 
fibrous, not mealy at the apex; gills decurrent, or adnata 
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but not sinuate, usually entire; veil fibrillose, not inter- 
woven, or altogether absent, never forming a distinct ring on 
the stem ; spores ferruginous or brownish-ferruginous. 

Flammula, Fries, Syst. Myc, i. p. 260; Cke., Hdbk., p. 166, 
Closely allied to Pholiota, in fact the only diflference 
between the two genera depends on the relative development 
of the partial veil, which in the present genus is fibrillose, 
and consequently does not form a persistent, spreading ring 
on the stem, whereas in Pholiota the veil is interwoven, and 
remains as a distinct ring on the stem. 

Very few species are terrestrial, the majority growing on 
wood. The colours are often bright, orange-brown or yellow 
being most general. 

ANALYSIS OF THE SPECIES. 

1. Gymnoti. — Veil absent; pileus dry, often squamulose. 
Spores ferruginous. 

IL LuBBici. — ^Pileus covered with a continuous, viscid, 
glabrous, partly separable cuticle; veil evident, fibrillose. 
Spores ferruginous, not tawny, ultimately brownish-fer- 
ruginous. 

GregariouB, growing on the ground, rarely on wood. Cor- 
responds to Hehehmay but distinguished by the gills not 
being sinuate, apex of stem not mealy, pellicle more viscid 
and more readily separable, smell, &c. 

m. Udi. — Cuticle of the pileus continuous, not separable^ 
glabrous (superficially downy), moist or rather viscid in 
rainy weather. Veil evident, appendiculate. Spores not 
tawny nor ochraceous. 

Alued to Pholiota ; caespitose, growing on wood. 

rV. Sapinel — ^Pileus scarcely pelliculose (flesh splitting or 

Wxnning* torn at the surface into squamules), not viscid. 

Veil lilky, adpressed on the stem, not appendiculate, almost 

^baoit or forming a silky zone round the stem. Known 

>»ae especially by the yellow, or yellow then tawny-colour 

4 the giUs and the tawny-ochraceous spores. 
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Subcaespitose, growing on conifers, but also commonly 
on the ground amongst fallen twigs, <&c., of pines. 

V. Sericelli. — Cortinate, cuticle of pileus silky, dry, or at 
first viscid. 

* GYAINOTI. 

Flammula gymnopodia. Bull. 

Ferruginous-brown, pileus 2-3 in. across, flesh thin, 
white, campanulato-convex, squamulose ; gills very decurrent, 
arcuate, crowded, yellowish then ferruginous; stem 1J-2J 
in. long, h in. thick, almost smooth, often incurved, solid. 

Agaricus (Flammula) gymnopodius. Bull. t. 601, f. 1 ; Cke., 
Hdbk,, p. 166 ; Cke., Illustr., pi. 431. 

On the ground and on pine sawdust, &c. Often caespitose, 
fitem ascending, sometimes partly hollow with age; pileus 
sometimes rusty-yellow, especially towards the margin. A 
very distinct species. 

Flammula Aldridgei. Mass. 

Pileus 1-2 in. across, convex then infundibidiform with a 
somewhat involute margin, dry, brick-red with a tinge of 
orange, or altogether tawny-orange, minutely velvety ; gills 
deeply decurrent, rather crowded, 1^ line broad, lanceolate, 
golden-yellow then ferruginous-orange; stem 3-4 in. long, 
by ^-J^ in. thick, equal, flexuous, smooth, coloured like the 
pileus, smooth, with a white floccose mycelium at the base, 
hollow ; spores elliptical, slightly apiculate at the base, 
ferruginous-orange, 16 x 5 ft. 

Agaricfiia (Flammula) Aldridgei^ Mass., Grev., vol. xx. p. 25 
(1891). 

On the ground in woods, amongst moss. G-regarious. A 
very distinct and beautiful species, readily known by the 
minutely velvety pileus and deeply decurrent gills. 

Flammula vinosa. Bull. 
Pileus 3-I J in. across, very fleshy, thick, white ; convex 
then expanded, at length often depressed, and flexuous at 
the margin, dry, minutely flocculose, obscure rusty-cinnamoD} 
usually with a tinge of purple; gills crowded, decurrent, 
simple, narrow, yellowi.sh then ferruginous ; spores elliptical. 
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pale nm'ber, 5 X 3 ft ; stem about 1 in. long, 3 lines thick, 
thickened at the base or equal, pale, delicately floccnlose, 
solid. 

Agaricus (Fktmmula) vtnoauSj Bull., Champ., t. 54 ; Cke., 
Hdbk., p. 166 ; Cke., Illustr., pi. 437. 

On the ground. Flesh of pileus very thick at the centre, 
very thin at the margin, gills very decurrent. Bearing a 
general resemblance to Flammula paradoxa ; the latter, how- 
ever, is recognised by the yellow gills and larger spores, and 
by the stem being usually thickened at the base. 

Flammula floccifera. B. & Br. 

Caespitose. Pileus 2 in. across, convex, expanded, tawny, 
somewhat zoned in drying, sprinkled with white fibrils, 
rather fleshy ; flesh tawny at the edge and beneath the 
cuticle, elsewhere white; gills moderately broad, rounded 
behind, adnate, scarcely ventricose, wrinkled transversely, 
ferruginous, edge white; stem l| in. high, \ in. thick, 
attenuated downwards, furfuraceous within the pileus, white, 
with silky scales, hollow, umber within, ring none ; spores 
ferruginous. 

Agaiicua (Flammula) floccifer, B. & Br., Ann. Nat. Hist, 
n. 909, pL 14, f. 1; Cke., Hdbk., p. 167; Cke., Illustr., 
t. 438a, 

On stumps of lime. Resembling Hypholoma velutinm in 
habit. 

Flammula decipiens. Smith. 

Pileus about 1 in. across, deep clear brown, becoming pale 
and the centre almost white, convex, sometimes very obtuse, 
at others umbonate and with a depression round the umbo, 
dry, minutely squamulose, flesh thick, golden-yellow ; gills. 
decurrent, crowded, 2 lines bread, orange-brown ; stem 
about 1| in. long, 2-3 lines thick, attenuated downwards, 
rich tawny, striate, often twisted; spores orange-brown, 
elliptical, apiculate at the base, 6-7 X 4 /x. 

Agaricus (Flammula) decipiens^ W. G. Smith, Joum. Bot. 
1869, t. 96, f. 5-8 ; Cke. Hdbk., p. 167 ; Cke., Illustr., pi. 438b. 

On burnt earth, charcoal, &c. 

Inclined to be fasciculate, ring absent. Flesh of stem 
^vown at the base. Superflcially closely resembling Flammula 

YOU IL K 
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carhonariaj but quite distinct in the doourrent, bright-coloured 
gills. 

Flammula clitopila. Cke. & Sm. 

Pileus 1-1 J in. across, rather fleshy, convex then expanded, 
disc depressed and umbilicate, smooth, dry, purplish-brown 
(madder brown) ; gills slightly adnexed, ventricose, scarcely 
crowded, dingy yellowish ; stem 2 in. long, i in. thick in the 
middle, erect, ventricose, smoky-brown, with a few scattered 
fibrils towards the base, hollow, brown within ; spores brown, 
elliptical, 10 X 4 /x. 

Agaricus (Flammula) cUptopiluSy Cke. & W. G. Smith, Grev., 
xiii. p. 59 ; Cke., Hdbk., p. 167 ; Cke., Illustr., pi. 500. 

On the ground under firs. 

Pileus 2 in., stem 2^3 in. thick in the middle. Allied to 
Ag. Weinmanni, Fries, of which it may possibly be a variety, 
but differing in the pileus not being virgate, in the ventricose, 
hollow stem, and in the gills not being decurrent. (Cooke.) 

** LUBEICI. 

Flammula lenta. Pers. 

Pileus 2-3 in. across, fleshy, convex, obtuse then almost 
plane, even, viscid, at first with minute, scattered squamoles, 
whitish, pale clay-colour, or livid ; gills adnate, whitish then 
clay-colour, crowded, 1-2 lines broad, becoming discoloured 
with the ferruginous spores; stem 2-3 in. long, 2-3 lines 
thick, subequal, often viscid, with white reflexed squamules, 
tough, somewhat stuffed ; spores elliptical, 6-8 X 4 /i. 

Agaricus (Flammula) lentus, Pers., Syn., p. 257 ; Cke., 
Ildk., p. 167 ; Cke., Illustr., pi. 439 ! 440 ? 

On the ground, rarely on wood, in mixed woods. Very 
glutinous in wet weather. Altogether whitish, or varying 
to pale clay colour. 

I suspect this and A, (Hehehma) glutinosus are one species. 
On examining the spores of a large number of specimens, 
growing at the Fame time within a limited area, I find the 
spores shading from the clay-colour of Heheloma to the 
brighter colour of Flammula, The gills were also very 
sinuato-adnexed in younger specimens, and decurrent with 
tooth when older. (Stev.) 
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Plammula lubrica. Fr. 

Pilous 2-4 in. across, convex, obtuse, becoming expanded 
and ahnost flat, sometimes depressed and wayy, eyen, viscid, 
tawny-red or bright cinnamon, flesh white, thin at the 
margin; gills adnate, rather decurrent, crowded, 3 lines 
broad, pale then dingy clay-colour ; stem 2-5 in. long, 3-4 
lines thick, equal or slightly thinner upwards, fibrillose, 
whitish, brownish with age, base pubescent, apex striate, 
solid ; spores pale rusty-brown, elliptical, 8 x 4 /a. 

Agaricm (Flammula) Ivbricm^ Fries, Syst. Myc, i, p. 252 ; 
Cke., Hdbk., p. 168. 

On or near trunks. 

Allied to Flammula lenta, but usually larger, pileus cinna- 
mon or tawny, sometimes pallid, disc tawny, spotted with 
squamules. Flesh white, almost scentless. (Fries.) 

Flammula lupina. Fr. 

Pileus 3-4 in across, convex then flattened and sometimes 
more or less depressed, even, viscid ; gills adnato-decurrent, 
rather crowded, broad, pallid, then clay-colour ; stem about 
1 in. long, ^ in. thick, firm, unequal, with adpressed fibrils 
tinged tawny, apex white. 

Agaricus (Flammula) lu^nus. Fries, Epicr., p. 185; Cke., 
Hdbk., p. 168. 

Amongst grass. 

Stem sometimes thickened at the apex, at other times at 
the base, ^ in. thick. Pileus 3-4 in. broad, with a readily 
separable pellicle, but not so glutinous as in some species. 
Flesh soft, white. There are two forms : — (a) smell very 
strong and pungent, pileus brown or fiiscous-tan, then clay- 
colour, stem rather ferruginous; (6) smell milder, pilous 
tawny, stem and gills yellowish. (Fries.) 

Flammula mixta. Fr. 

Pileus 1-2 in. across, convexo-plane, obtuse, viscid, dingy 

tan-colour, disq darker and rugulose, margin paler, smooth, 

even; gills rather decurrent, crowded, 3-4 lines broad, 

inargin uneven, whitish then clay-colour; stem variable, 

1-3 in. long, 3-5 lines thick, tough, equal, curved, covered 

upwards with brown fibrils, and with rufous squamules at 

tie base ; spores elliptical, yellow-brown, 10 x 5 fi. 

K 2 
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Agaricns (^Flammula) mixtuSj Fries, Ed., i. p. 185; Cke., 
Hdbk., p. 168 ; Cke., Illustr., pi. 474. 

On the ground, in pine woods more especially. 

Inodorous. Flesh rather firm, watery. Stem 1-3 in. longv 
3-4 lines thick, slightly wavy and a little thickened at the 
base. Fileus 1-2 in. broad, rufous tan, margin paler, 
superficially resembling Heheloma punctatay but the general 
structure and habit is that of .Flammula lenta^ F. Ivr 
hricvs, &c. 

Flammula juncina. W. Gr. Smith. 

Pileus 1-1^ in. across, hemispherical, thin, rather ex- 
panded, even, glabrous, sulphur-yellow with a rich brown 
disc; gills decurrent, 2-3 lines broad, thin, sulphur-yellow 
then reddish-brown ; stem 4 in. long, 3 lines thick at the 
apex, uniformly tapering downwards, clothed with a few 
fibres, bright sulphur-yellow, base tawny, solid. 

Agaricua (Flammula) juncinvs, W. G. Smith, Joum. Bot. 
(1873), p. 336 ; Cke., Hdbk., p. 168; Cke., Illustr., pi. 476. 

On old dead rushes in an old clay-pit. Taste nauseous 
and disagreeable, somewhat bitter. (W. G. S.) 

Flammula gummosa. Lasch. 

Fileus 1-2^ in. across, campanulate, then becoming flattened, 
obtuse or slightly depressed, viscid, with a separable pellicle, 
even, sprinkled with superficial squamules, pale yellow or 
often greenish, at length with a rusty tinge, margin paler ; 
fiesh thick in the centre, thin at tl^e margin, becoming 
yellow ; gills adnate, crowded, narrow, yellowish-white then 
cinnamon ; stem 2-3 in. long, 3-4 lines thick, equal, rigid, 
straight, or slightly incurved at the base, silky, fibrillose, 
pale above, base rusty-red, stuffed, hollow when old. 

Agaricus (Flammula) gummosua^ Lasch, Linnaea, 18279 ^o. 
325 ; Cke., Hdbk., p. 168 ; Ck., Illustr., pi. 441. 

On and about old stumps. Inodorous, not bitter. Fileus 
conical then depressed, pale yellow or greenish, margin 
paler, 1-2 in. broad. Flesh becoming yellow. (Fries.) 

Flammula spumosa. Fr. 
Fileus 1-2 in. across, convex then plane, sometimes rather 
umbonate, covered with a viscid, separable cuticle^ naked 
(t.e. without squamules or fibrils), pale yellow, disc darker 
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and usually with a rufous tinge, even ; flesh watery, pale 
yellowish-green ; gills adilate, crowded, 1^ line broad, pale 
yellow, then ferruginous ; stem 2-4 in. long, about 2 lines 
thick, subequal, more or less flbrUlose, but with a distinct 
cuticle, pale yellow or the colour of the pilens, hollow ; spores 
yellow-brown, elliptical, 9 X 5 /a. 

Agaricu8 (Flammula) spumosuSy Fries, Syst. Myc, i. p. 252 ; 
Cke., Hdbk., p. 169 ; Cke., Illustr., pi. 476. 

In fir woods, on sawdust, &g. 

In pine woods on the ground, very abundant, rare on 
trunks, Gregarious, more or less caespitose, inodorous, 
yellow, stem yellow or olive-brown, often attenuated down- 
wards. Very viscid in wet weather. 

Flammula carbonaria. Fr. 

Pileus 1-2 in. across, fleshy, convex, then almost plane, 
thin, even, viscid, often depressed in the centre, marein 
infiexed, tawny-yellow, flesh rather firm, yellow ; gdls 
adnata, crowded, 2-3 lines broad, pale then brownish clay- 
colour; stem 1^—3 in. high, 2-3 lines thick at the apex, 
equal, or often attenuated downwards, rigid, pallid, base 
usually darker, fibrilloso-squamulose, imperfectly hollow; 
spores ferruginous-brown, elliptical, 7 x 3 • 5 /a. 

Agaricua (Flammula) carhonaritts, Fries, Syst. Myc, i. p. 252 ; 
Cke., Hdbk., p. 169; Cke., Illustr., pi. 442. 

On burnt earth, charcoal, &c. 

Sometimes with pileus 3 in. diam., and stem to 4 in. long ; 
usually smaller. (Cooke.) 

Gregarious, tough, 1 in. or a little more broad, pileus 
rather tawny, flesh yellow, spores ferruginous -brown. 
(Fries.) 

The soil is often rolled together by the mycelium into a 
small bulb. The blackness at the base of the stem may be 
from, its habitat. Densely gregarious ; very much allied to 
Flammtda ^frnmosa, but very easily distinguished by the 
fnsco-ferruginous spores. Its stature also is smaller^ its 
structure toucher and lasting long, and its colours more 
intense. (Fr^ 
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Flammula filia. Fr. 

Pileus 2-3 in. across, ratber fleshy, convex then plane, 
glabrous, moist in rainy weather, but not viscid, pale reddish- 
yellow, disc tawny; gills adnate, slightly arcuate, hence 
with a minute decurrent tooth, rather crowded, 3--4 lines 
broad, narrowest in front, whitish then pale tawny -yellow; 
stem 4-6 in. long, about | in. thick, equal or attenuated at 
the base, glabrous, pale yellow, flesh reddish, hollow ; spores 
tawny-orange, elliptic-fusiform, 10 x 5 /x. 

Agaricus (Flammula) filiua. Fries, Icon. Sel., vol. xi. p. 16, 
])1. 117, fig. 1; Cke., Hdbk., p. 169; Cke., lllustr., pi. 432. 

On the ground in woods. 

Tall, elegant, inodorous. Stem hollow, 3-6 in. long, \ in. 
thick, equal or attenuated at the base, glabrous, becoming 
pale, base and inside reddish. Veil fugacious, terminated by 
an incomplete ring. Pileus slightly fleshy, soon flattened, 
2-3 in. broad, naked, even, glabrous, without a viscid pellicle, 
although becoming quite moist in rainy weather, gilvous, 
disc rufescent. Flesh of the pileus white, that of the stem 
reddish. (Fries.) 

The figure in " Illustrations " has too yellow a tone, and 
is printed rather too dark in the pileus. (Cooke.) 

Flammula fasus. Batsch. 

Pileus 2-3^ in. across, fleshy, compact, convex, obtuse, 
becoming plane or a little depressed, even, smooth, rather 
viscid, reddish tan-colour, disc darker, flesh becoming 
yellowish, veil appendiculate ; gills rather decurrent, 3-4 
lines broad, pallid yellow then ferruginous ; stem 2 in. long, 
about \ in. thick at the apex, and gradually attenuated 
downwards into a rooting base, firm, fibrilloso-striate, pallid, 
base sometimes dark, stuffed ; spores rusty-brown, elliptical, 
10 X 4fu 

Agaricua fuma, Batsch, f. 189 ; Fries, Hym. Eur., p. 247 ; 
Cke., Hdbk., p. 169 ; Cke., lUustr., pi. 433. 

Agaricus pomposus, Bolton, t. 5. 

On fallen wood and on the ground. 

Solitary or caespitose. Smell not pungent, taste mild. 
The colour of the gills is variable, greyish-green, &c. 
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The root consists of a hard and pointed termination of the 
ttena, covered with downy fibres, of a white-grey colour ; it 
las no Yolva. 

The stem is three or four inches high, largest above, 
apering towards the root, often bent irregularly, of a pale 
yellow above, brown near the root, and easily divides in 
yellow silky filaments. 

The curtain is a pale yellow colour, breaks like a fine and 
lelicate spider's web, of the finest silky down. It quite 
ranishes before the decay of the plant. 

The gills in three series, narrow, thin, numerous, and 
lelicate ; while young of a pale yellow, afterwards changing 
JO a greenish-olive colour. They adhere to the stem by a 
larrow claw. 

The pileus two or three inches in diameter, deflected round 
:he margin, where it is of a yellow colour, gradually changing 
to a fine orange, as it approaches the centre, which is a deep 
grange or scarlet colour. The flesh thick, brittle, and of a 
pale yellow. 

Grows in woods about Halifax; frequent in September 
and October. (Bolton.) 

Yar. superba^ Mass. Pileus 4-5 in. across, convex, 
obtuse then expanded, even, glabrous, bright deep orange, 
disc darker ; flesh thin, with a reddish tinge ; stem 4-5 in. 
long, ^ in. or more thick at the apex, even, equal, attenuated 
near the base, rooting, even, pale orange, stuffed; gills 
decurrent, crowded, narrow, bright yellow. 

Agaricus (Flammuld) fuavs^ Batsch; variety; Cke., Illustr., 
pL434. 

On the ground. 

Flaminula astragalina. Fr. 

Pileus 1-2^ in. across, fleshy, convex then flattened, obtuse, 

often flexnous, rather moist in rainy weather, but not viscid, 

even, smooth, but when yoimg silky round the margin with 

tiie very thin, superficial, silky veil, orange-saffron, disc 

deepest, margin pale ; gills adnate, crowded, 2-3 lines broad, 

p^e yellow, then somewhat ferruginous, margin fiooculose 

when young, fiesh firm, black when bruised ; stem 1^-4 in. 

^<»g, 2-4 lines thick, equal or attenuated downwards, often 

flexnous, pale yellow or tinged with red, base not much if 
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at all darker, covered more or less with fibrillose scales, 
stuffed then hollow. Veil evident, white, appendiculate. 

Agaricus (Flammula) cutragcdinus. Fries, Syst. Myc, i. 
p. 261 ; Cke., Hdbk., p. 169; Cke., lUustr., pi. 435. 

On pine and fir stumps. 

Very distinct, exceedingly elegant. Stem elongated, base 
attenuated, coloured like the pileus. Fileus when rather 
moist blood-red saffron, then the margin becomes pale, flesh, 
similar in colour, becoming black when wounded. Gills 
colour of the base of the pileus ; spores dingy ferruginous. 
(Fries.) 

Taste nauseous and disagreeable, like Armillaria mellea. 
A most beautiful species, resembling in colouring Cortinarius 
cinnaharinus. (Cooke.) 

Flammula alnicola. Fr. 

Fileus 2-3 in. across, convex then expanded, obtuse, rather 
slimy at first but not truly viscid, at first minutely and 
superficially silky near the margin, yellow then tawny or 
greenish ; flesh not very firm, coloured like the pileus ; gills 
slightly adnate, 2 lines broad, plane, pale yellow then 
ferruginous ; stem 2-4 in. long, 3-5 lines thick, nearly equal, 
base attenuated, usually curved or wavy, fibrillose, yellow 
then more or less ferruginous; spores clear ferruginous, 
elliptical, 9 x 4 /a. 

Agaricus (Flammula) alnicola, Fries, Syst. Myc, i. p. 250 ; 
Cke., Hdbk., p. 170; Cke., Illustr., tab. 443. 

On trunks and stumps of various trees. Usually fasci- 
culate. 

Smell strong. Pileus yellow then ferruginous, rarely 
greenish, flesh similarly coloured. Gills sometimes rounded, 
at others decurrent. Spores pure ferruginous. Veil fibrillose 
or interwoven. There are two forms — (a) pileus irregular, 
fibrillose near the margin, gills at first dingy pallid; 
(6) salicicola, pileus subgibbous, glabrous, rarely at first 
floccosely squamulose ; gills at first yellowish-pallid. (Fries.) 

Flammula flavida. Schaeff. 
Pileus 1-3 in. across, sometimes more, fleshy, convexo- 
plane, obtuse, equal, glabrous, moist, not viscid, pale yellow ; 
flesh white then pale yellow ; gills adnate, 2-3 lines broad. 
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not crowded, pale yellowish then ferruginous ; stem 2-4 in. 
long, 3-5 lines broad, rather flexuous, fibrillose, pale yellow, 
base more or less ferruginous, hollow ; veil evident, inter- 
woven, appendiculate, white, rarely forming an indistinct 
ring ; spores broadly elliptical, 6-8 x 5 /i. 

Agaricus flavidus, Schaeffer, t. 35; Fries, Hym. Eur., 
p. 248 ; Cke., Hdbk., p, 170; Cke., Illustr., pi. 444. 

On trunks. Caespitose. 

Stem sometimes thickened towards the base, at other 
times towards the apex. Pileus yellow, almost regular in 
form ; gills at first whitish, soon yellow ; spores, as in 
Flammula alnicola, pure ferruginous. (Fries.) 

Flammula inaurata. W. G. Smith. 

Pileus §—1 in. across, fleshy, moist, smooth, furnished with 
a distinct veil ; gills 2 lines or more broad, adnate, with a 
decurrent tooth, pale yellowish clay-colour ; stem about^l in. 
long, 2 lines thick, incurved, partly hollow, clothed with 
innate scales. 

Agaricus (Flammula) inauratus, W, Gr. Smith, Joum. Bot., 
vol. ii. n. ser. (1873), p. 336; Cke., Hdbk., p. 170; Cke., 
liluBtr., tab. 477. 

On willows. 

Taste mild, insipid. Whole plant sulphury-yellow. Allied 
to F.flavida and F. Junonia. (W. G. S.) 

Flammnla connisans. Fr. 

Pileus 1-3 in. across, flesh thin, equal, convex then ex- 
panded, obtuse or sometimes slightly umbiLicate, naked, 
glabrous, moist, slightly viscid, pale yellow tinged with 
tawny, especially in the centre ; gills adnate, with a decur- 
rent tooth, closely crowded, thin, 2 lines broad, pallid then 
brownish clay-colour; stem 2-3 in. high, 2-3 lines thick, 
often flattened and twisted, equal or attenuated downwards, 
sUky-fibrillose, yellowish-white, with white down at the 
base, hollow; veil appendiculate; spores elliptical, dingy 
ferruginous, 8 x 4 /a. 

Agaricus {Flammula) connisans^ Fries, Epicr., p. 187; Cke., 
Hdbk., p. 170 ; Cke., lUustr., pi. 445 ? 

On willow trunks. 

Densely caespitose. With the habit of H. fascicularts 
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not pnlverulent, but covered with the copious ferruginous 
spores. Stem whitish-yellow, not becoming ferruginous, 
not rooting, equal or attenuated at the base. Fileus yellow- 
ish clay- colour, rather viscid. (Fries.) 

Cooke's figure differs in the very bright gills and stem 
ferruginous below. 

Flammula inopoda. Fr. 

Pileus 1-4 in. across, convex then becoming almost plane, 
obtuse, even, smooth, slightly viscid when moist, honey- 
coloured tan, or with a reddish tinge, paler round the margin, 
becoming pale; flesh thin, coloured like the pileus, white 
when dry ; gills adnate, thin, crowded, about 2 lines broad, 
yellowish-white, sometimes with a tinge of green ; stem 3-6 
long, 1-3 lines thick, flexuous, equal, rooting, adpressedly 
fibrillose, pale above, reddish-brown below, hollow; spores 
broadly elliptical, ferruginous-brown, 10 X 6/1. 

Agaricus {Flammula) inopus, Fries, Syst. Myc, i. p. 251 ; 
Cke., Hdbk., p. 171 ; Cke., Illustr., pi. 446. 

On pine trunks. 

Caespitose or gregarious; pileus rather viscid in moist 
weather, honey-clay-colour, becoming pale, margin paler; 
flesh similarly coloured, white when dry. Gills sometimes 
with a pallid greenish tinge, but dry ; spores scanty, dingy 
ferruginous. (Fries.) 

Distinguished by the long, tapering, rooting base of the 
stem. 

Flammula apicrea. Fr. 

Pileus lJ-3 in. across, convex then expanded and almost 
plane, flesh thin, yellow, even, glabrous, moist, dingy orange^ 
disc darker, margin often splitting ; gills adnata, crowded, 
thin, 2 lines broad, shining ferruginous; stem 2-3 in. long, 
2-3 lines thick, equal, not rooting, pallid, fibrillose, ferrugi- 
nous downwards as are also the fibrils, hollow, flesh yellow; 
spores ferruginous, elliptical, 7 X 3 /a. 

Agaricus (^Flammula) apicrea. Fries, Epicr., p. 188 ; Cke., 
Hdbk., p. 171 ; Cke., lUustr., pi. 436. 

On rotten trunks. Bather caespitose. 

Very similar to Flammula alnicola, but the colour of the 
gills almost unchangeable, flesh hygrophanous, pileus clay- 
colour, disc fulvous, becoming pale, smell sweet. (Fries.) 
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*♦•♦ SAPINEL 

Flammula hybrida. Fr. 

Pileus about 2 in. across, hemispherical then expanded^ 
margin involute, obtuse, regular and symmetrical, glabrous, 
even, moist, tawny-cinnamon then rich tawny-orange, flesh 
thin, tawny; gills adnate, rather crowded, 2 lines broad, 
yellowish then tawny-ferruginous; stem 2-3 in. long, 3-4 
lines thick, usually attenuated upwards, villose then silky, 
rather striate ; stuffed then hollow, whitish with silky down> 
but tawny-orange when the down disappears ; ring present 
as an annular zone near the apex of the stem, white ; spores 
elliptical, tawny-ochraceous, 7-8 x 4-5 /x. 

Agaricus hyhndus, Fries, Obs., ii. p. 30 ; Cke., Hdbk., p. 
171 ; Cke., Illustr., pi. 615. 

On stumps and on the ground amongst fragments of 
wood, &c. 

Stem hollow, base white and downy. Pileus regular,. 
disc compact, at first cinnamon-fulvous, then golden-fulvous, 
flesh pallid. Spores as in Flammula penetrans, ochraceous^ 
(Fries.) 

Flammnla sapinea. Fr. 
Pileus 1-3 in. across, fleshy, compact, hemispherical then 
expanded, very obtuse, slightly flocculoso-squamulose then 
usually cracked into minute scales, dry, tawny-orange, paler 
towaros the margin ; gills adnate, crowded, 2 lines broad> 
plane, yellow then tawny-cinnamon ; stem 1-2 in. high, up 
to ^ iiu thick, solid or hollow, but stout and often irregular, 
conspicnously fleshy fibrous, not corticated, rooting, yellowish 
taming brownish when bruised ; spores yellowish, elliptical, 

Agaricus (^Flammula) sapineus, Fries, Syst. Myc, i. p. 239 ; 
Cke., Hdbk., p. 171; Cke., Hlustr., pi. 447? (If the right 
(Itnt, a very remarkable var,, umbonate, stem thin, &c.) 
On pine woods. 

Subcaespitose. Stem usually short, solid or hollow, 
Wwnish when bruised, often compressed, laounose, &c. 
KleiiB 1-4 in. across, disc subopaque, margin shining, paler. 
^Wi thick, but soft and not splitting, yellowish. Smell 
*wng. The yellowish veil scarcely evident. (Fries.) 
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Var. terrestris. Caespitose, stem fnsiformly rooting, 
elongated. 

Fries, Hym. Eur., p. 251. 

Flammula liquiritiae. Pers. 

Pilaus 1-^ in. across, flesh thin, splitting, yellow, convex 
then becoming expanded and almost plane, rather umbonate, 
glabrous, moist, margin at length finely striate, bay-brovm 
or tawny-orange, becoming pale; gills obtusely adnate, 
rounded behind, 3 lines broad, golden-yellow then tawny- 
einnamon, not spotted ; stem about 2 in. long and 2-3 lines 
thick, attenuated upwards, often unequal and curved, fibrous, 
striate, at first covered with white silkiness, tawny-fer- 
ruginous, hollow, tawny-yellow within ; veil absent. 

Agaricm liquiritiae, Pers., Syn., p. 306 ; Fries, Hym. Eur., 
p. 251 ; Cke., Hdbk., p. 172. 

On fir trunks. 

Taste sweet, like that of liquorice. (Berk.) 

Subcaespitose. Stem 2 in. long, 2-3 lines thick, not pruinose 
nor with a trace of ring, base thickened, villous, tawny- 
yellow within, pileus 1-3 broad, golden or orange-tawny, 
at length flaccid, flesh thin, yellow. Smell acid. (Fries.) . 

Flammula picrea. Fr. 

Pileus about 1 in. across, flesh thin, yellowish, splitting, 
convex then expanded, obtuse, even, glabrous, tawny-bay or 
brownish-cinnamon, when old pale and tawny, moist in rainy 
weather ; gills adnate then more or less seceding, crowded, 
1^ line broad, yellowish then ferruginous ; stem 2-3 long, 
about 2 lines thick, slightly thinner upwards, straight, not 
corticated, pale umber, at first mealy, hollow ; veil absent; 
«pores elliptical, yellowish, 8-10 x 5-6 /ut. 

Agaricus (^Flammula) jpicreus. Fries, Syst. Myc, i. p. 239 ; 
Cke., Hdbk., p. 172; Cke., Illu6tr.,pl. 448. 

On pine stumps, deal boards, &c. 

Subcaespitose. Stem easily compressed, sometimes silky 
^nd pale, but darker when bruised. Pileus when moist 
rufous or bay-cinnamon, becoming pale, tawny, &c., half au 
inch across, flesh same colour. Gills sometimes almost de- 
current. Varies with the pileus campanulate, stem slender* 
straight, equal ; also pileus cracked into papillae, disc ratho^^ 
aquamulose. (Fries.) 
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Flammula nitens. Cke. & Ma438. 

Caespitose. Pileus 1-1^ in. across, hemispherical, obtuse, 
hining, dry, somewhat silky, dark purple-brown, not 
ecoming pale; gills adnate, crowded, 2-«3 lines broad, 
largin entire, pallid then umber; stem 2-3 in. long, 4-5 
ines thick, equal, fibrillose, incurved, pale pinkish-brown,. 
olid ; spores almond-shaped, 10 x 5-6 /a. 

Agaricua (Flammula) nitens, Cooke & Massee, Grev., vol, 
viii. p. 52 ; Cke., Hdbk., p. 375 ; Cke., lllustr. Suppl., pi. 
164. 

On the ground. Caespitose. Eeadily known by the 
listinct colour of the pileus and the stout, solid stem. 

***** SEKICELLI. 

Flammula ochrochlora. Fr. 

Pileus 1-2 in. across, fleshy, convex then expanded, obtusely 
imbonate, dry, silky, minutely squamulose, greenish straw- 
»lotir then pallid ; flesh white then greenish ; gills adnat-e, 
jTOwded, 1-1^ lines broad, whitish then green, at length 
)liYe ; stem 2 in. long, 2-3 lines thick, hollow, attenuated 
ipwards, often curved and flexuous, scaly and also with 
nrhitish flocci, thin, within and at the base, ferruginous ; veil 
evident in the young stage (of the Hypholoma type), white ; 
spores elliptical, clear, ferruginous, 8 x 4/1. 

Agariau (Flammula) oclirochlorus, Fries, Monogr., ii. p. 301 ; 
Fries, Hym. Eur., p. 252 ; Cke., Hdbk., p. 172 ; Cke., lllustr., 
pL 616. 

On old trunks, furze roots, &c. 

Caespitose. Stature and habit of Hypholoma faadcularisy. 
but distinguished by the clear ferruginous spores. (Fries.) 

Flammula helomorplia. Fr. 
Pileus ^1 in. across, rather fleshy, convex then expanded, 
imequal, gibbous, viscid, dry, minutely silky, margin thin, 
unequal, incurved, white; gills adnato-decurrent, crowded, 
MJ line broad, white then tan-colour; stem 1 in. long, 2 
lines thick, unequal, curved, ascending, even, almost glabrous, 
▼Hitiah, solid; veil absent; spores elliptical, tan-colour, 
lOx 6fu 
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Agancus (Flammitld) hehmorphus/ TneSj Epicr., p. 184; 
Cke., Hdbk., p. 172 ; Cke., Illustr., pi. 449a. 

On the ground in pine woods, Sro. 

Scattered. Fileus often obtusely umbonate, stem sometimes 
slightly thinner downwards, rather silky above tinder a lens; 
distinguished by its small size and white colour. Flamwmla 
scamba, its nearest ally, is known by the flooculose stem whidi 
eventually becomes tinged with tawny, 

Flammula scamba. Fr. 

Pileus §-1^ in. across, rather fleshy, convex then plane 
and more or less depressed, viscid in wet weather, floooosely 
villose, dingy white ; gills adnato-decurrent, crowded, some- 
what wavy, 2 lines broad, pale yellowish clay-colour; stem 
1-1 J in. long, 1 line or more thick, incurved, flocculose, white, 
visually thinner downwards, partly stuffed ; spores elliptical, 
yellowish, 10-12 x 5-6 /i. 

Agaricm (Flammula) scambus. Fries, Obs., ii. p. 45 ; Cke., 
Hdbk., p. 172 ; Cke., Illustr., pi. 449b. 

In pine woods, on larch and on the ground. 

G-regarious, tough, variable in form, pileus sometimeB 
convex and umbonate, stem becoming ferruginous down- 
wards, and the pileus tinged pale dingy ochraceoiis. 

Flammula filicea. Cooke. 

Pileus f-1^ in. across, flesh thin, convex then plane or 
slightly depressed, minutely squamuloso-flbrillose, deep yel- 
low, tawny-orange in the centre ; gills adnate, crowded, 
about 1| line broad, sulphur-yellow, at length tawny oimia- 
mon; stem 1^-2 in. long, 1^ line thick, equal, even, ahnoet 
smooth, sulphur-yellow, base often tawny, hollow; veil 
adhering to the stem and the margin of the pileus in reddish, 
fugacious fragments. 

Agaricua (Flammula) filicemjGke., Seem., Joum. Bot. (1863), 
p. 66, t. 3, f. 1 ; Cke., Hdbk., p. 173; Cke., Illustr., pi. 450. 

On old tree-fern stems. In all probability an introduced 
species. Eemarkable for the sulphur-yellow colour of every 
part, flesh also. 

Flammula purpurata. Cke. & Mass. (fig. 15, p. 3.) 
Pileus 1-2 in. across, fleshy, convex then expanded, olh 
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tusely umbonate, purple or purple-brown, clad with minute, 
persistent small squamules of the same colour, dry, not 
becoming pale ; gills adnate, somewhat rounded behind, not 
crowded, lemon-yellow, at length bright ferruginous, narrow ; 
stem 1-2 in. long, curved, ascending, equal, smooth and 
pallid above, purplish and granulose downwards, solid, flesh, 
yellow towards the apex, purplish below ; ring imperfect, 
jfibrillose; spores elliptical, ferruginous, 8 X 5 /ut. • 

Agaricus (Flammula) purjpurattLs, Cooke & Massee, Grev., 
vol. xviii. p. 73 ; Cke., Hdbk., p. 375 ; Cke., lUustr., pi. 964. 

On tree-fern stems. 

Taste very bitter. Flesh of pileus thick, tinged with 
purple. Probably an imported species. 

GALEKA. Fries, (figs. 5, 6, p. 3.) 

Pileus more or less membranaceous, conical or oval then 
expanded, striate, margin at first straight and adpressed to 
the stem ; stem central, somewhat cartilaginous, tubular ; 
gills adnate or slightly adnexed and becoming almost free, 
sometimes with a slight decurrent tooth, but never truly 
decurrent ; spores elliptical, smooth, tawny-ochraceous. 

Oaleray Fries, Syst. Myc, i. p. 264 (as a subgenus of 
Agaricus) ; Cke., Hdbk., p. 183. 

The genus is most nearly allied 'to Naucoria, but dis- 
tinguished by the thin, striate pileus, having the margin 
straigbt and adpressed to the stem when young. Mostly 
slender, small, and fragile. 

A remarkably natural group. Corresponding to Mycena 
and Nolanea, but readily distinguished by the rusty-ochra- 
ceoas spores. From other groups of the Dermini (Ochro- 
sporae), distinguished by the hollow, cartilaginous stem, and 
the more or less campanulate pileus having the margin 
straight and adpressed to the stem at first. Veil evident 
in some species, but fugacious, fibrillose, in others quite 
absent. Species not very numerous, generally autumnal, for 
the most part terrestrial, slender, fragile. (Fries.) 
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ANALYSIS OF THE SPECIES. 

t CONOCEPHALI. 

Fileus conioo-campantilate, hygrophanous, almost even, 
atomate when dry; stem straight; gills ascending, rather 
crowded ; veil absent. 

ft Bryogeni. 

Fileus membranaceous, campanulate, striate, glabrous, 
hygrophanous, even when dry, opaque, and somewhat silky; 
stem slender, lax, not perfectly stiaight ; gills broad, adnate 
with a small decurrent tooth ; slender, growing among moss; 
veil very fugacious. 

tff Eriodermei. 

Fileus submembranaceous, veil evident, superficial, dis- 
appearing, at first silky or squamulose, especiaily near the 
margin. 

t CONOCEFHALI. 

Galera lateritia. Fr. 
•' Fileus 1 in. or more high, somewhat cylindrical then cam- 
panulate or conical, obtuse, hygrophanous, pale yellowish 
and the margin faintly striate, even and whitish eobre when 
dry, membranaceous ; gills adnexed, nearly free, very narrow, 
crowded, tawny- ferruginous ; stem 3-4 in. long, 1^ line thick, 
slightly thinner upwards, straight, fragile, whitish, frosted 
witli white meal, hollow; spores 11-12 X 5-6 /a. 

Agaricus (^Galera) laieritius, Fries, Syst. Myc, i. p. 265; 
Cke., Hdbk., p. 183; Cke., Illustr., pi. 460. 

In rich pastures, &c. 

Allied to G, ovalis, but clearly distinguished by the narrow, 
ascending gills. Very fragile. 

Galera tenera. Schaeff. figs. 5, 6, p. 3.) 
Fileus ^f in. high and broad, thin, conico-campannlate, 
obtuse, hygrophanous, entirely pale ferruginous when moist, 




GALEBA. 145 

even, pale, and rather atomate when dry; gills adnate, 
crowded, ascending, rather broad, cinnamon; stem 3-4 in. 
long, 1-1^ line thick, fragile, equal or slightly thinner up- 
wards, straight, rather shining, striate above, colours like 
the pileus; spores 12-13 X 7 /a. 

Agaricus tener, SchaeflF., t. 70, f. 6-8 ; Cke., Hdbk., p. 183 ; 
Cke., Ulustr., pi. 461. 

Amongst grass. Size very variable, all one colour when 
moist ; the pileus is slightly striate when moist ; even and 
pale, as is also the stem when dry. Differs from Oj lateritia 
in the coloured stem and broad gills. 

Var. pillosella. Pers. Pileus and stem covered with 
abort, scattered pubescence when moist. 
Cke., Ulustr., pi. 461. 

Oalera siliginea. Fr. 

Pileus about ^ in. across, globosely campanulate, then ex- 
panded, unequal, even, greyish, not becoming pale; gills 
adnate, narrow, rather crowded, ochraceous ; stem rather 
^^'^^'^t equal, pallid, somewhat pruinose. 

Agariem (Oalera) siliginetia, Fries, Obs., ii. p. 168 ; Cke., 
Hdbk., p. 376 (excl. fig. quoted). 

Under ferns, &c., in. damp shady places. Stem fistulose, 
2-3 in. long, 1 line thick, cylindrical, rather firm, yellow, 
not striate nor villose, but slightly powdered everywhere 
with white meal, stem sometimes fragile. Pileus membrana- 
080118, campanulate then expanded and somewhat convex, 
striate, glabrous, dry, rather fragile; 3-4 lines high and 
broad, yellowish-ochre. Flesh very thin, coloured like the 
pileus. Gills rounded, adnexed, distinct, not distant, 
watery yellow. (Fries.) 

The above is Fries' description in Obs., ii. p. 168, which 
does not qtdte agree with his later one in Hym. Eur., p. 267, 
where he says : Separated from all others by the pallid stem, 
not straight, and often attenuate at the base, pileus some- 
what greyish, unusually convex, margin often flexuous. 

Gktlera campanulata. Mass. 

Pileus ^— I in. broad and high, persistently campanulate, 
sabacnte, even, hygrophanous, deep cinnamon when moist, 
slightly mgulose, almobt white, and atomate when dry; 
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flesh thin, white when dry; gills adnate, rather crowded, 
about 1 line broad, tawny-cinnamon ; stem about 2 in. long, 
not 1 line thick, equal or slightly incrassated at the base, 
flexuous, almost glabrous, even, pallid, base darker, whitish 
when dry, minutely hollow; spores elliptical, ends rather 
acute, 12 X 7 fjL. 

Agaricus (Galera) 8ilig{neu8,¥TieBj in Cke., Illustr., pi. 1156. 

Smell strong. Gregarious on road scrapings and in dry 
places by road sides, &c. 

The pileus and stem become nearly or sometimes quite 
white when dry. Cooke at one time considered this species 
as a form of Galera siliginea, and figured it under this name, 
adding in the Hdbk., p. 376: The variety figured turns 
pale when dry, thus differing from the type. 

Galera ovalis. Fr. 

Pileus 1 in. high, 1-1^ in. across, almost membranaceous, 
ovate-campanulate, even, hygrophanous, ferruginous when 
moist, yellowish when dry ; margin straight and adpressed 
to the stem ; gills almost free, very ventricose, broad, crowded, 
i'erruginous, somewhat deliquescent; stem 3-4 in. long, ij 
line thick, equal, straight, slightly striate, coloured like the 
pileus, hollow; spores elliptical, 10 X 6 /i. 

Agaricus (Galera) ovalisy Fries, Syst. Myc, i. p. 889 ; Oke., 
Illustr., pi. 462 ; Cke., Hdbk., p. 184. 

On dung and amongst grass. 

Agreeing in colour with G. tenera, but larger in every 
part, and also differs in the partial veil, which, though very 
fugacious, often forms an imperfect ring in the young state. 
Distinguished from G. lateritia in the coloured stem. 

Galera antipoda. Lasch. 

Pileus J-1 in. across, disc slightly prominent and fleshy, 
remainder thin, campanulate-convex, even, hygrophanous, 
deep ochraceous when moist, almost white and atomate when 
dry; gills almost free, narrowed behind, crowded, narrow, 
lanceolate, yellowish, ochraceous; stem about 1 in. long, 
straight, 1 line thick, rather bulbous at the base, and con- 
tinued as a long tapering root, pale ochraceous, mealy, 
striate; spores elliptical, 15-16 x 8 /a. 

Agaricus antipw, LaBch, n. 401 ; Cke., Hdbk., p. 184; Cke.» 
Illustr., pi. 463a. 
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On dung and on the gronnd. 

Keadily known by the long, tapering rooting base of the 
stem. 

Galera conferta. Bolton. 

Densely crowded ; pilens ^| in. across, thin, conico-cam- 
panulate, striate, hygrophanous, fuscous when moist, ochra- 
ceons or whitish with the disc only coloured when dry; 
gills slightly adnexed, rather distant, 1 line or more broad, 
white, then pale ochraceous-brown ; stem 1-2 in. long, up to 
1 line thick, silky, shining, naked, whitish, with a long, 
equal, rooting base. 

AgaricuB confertvts^ Bolton, Fung. Halifax, p. 41, t. 41 ; 
(drawn in the dry stage) ; Cke., Hdbk., p. 181 ; Cke., 
illustr., pi 463b. (Copied from Bolton.) 

In stoves. Very much crowded and very fragile. Not 
seen since Bolton's time. 

Galera spartea. Fr. 

Pileus ^-|- in. across, flesh very thin, campanulato-convex 
then expanded, obtuse, hygrophanous, watery ferruginous 
and pellucidly striate when moist, pale tan and even when 
dry; gills broadly adnate, crowded, plane, about 1 line 
broad, dark cinnamon; stem 1-2 in. long, scarcely 1 line 
thick, minutely hollow, smooth, polished, rigid, cinnamon 
above, darker below, straight. 

Agaricus (Oalera) »parteii8. Fries, Syst. Myc, i. p. 266; 
Cke., Hdbk., p. 184; Cke., Illustr., pi. 48 U. 

Agaricus atro-rufus, Bolton, pi. 51, f. 1. 

Amongst grass, moss, &o. 

Very brittle, gregarious. Somewhat resembling O, tenera^ 
bat smaller, and having the pileus more expanded at 
maturity, and the stem, although straight, is flexile or in- 
clined to form a very slight, long curve, but not flexuous, 
ije.y with short repeated curves. 

Oalera pygmaeo-affinis. Fr. 
Pileus 1-1^ in. across, almost membranaceous, campanulate 
then expanded, dry, not striate, but slightly corrugated in 
a reticulate manner, brownish or honey- coloured tan ; gills 
slightly adnexed, almost free, crowded, thin, very narrow, 
margin quite entire, tan-colour when young, rusty-ochre 
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when adult ; stem 2-3 in. long, 1 line thick, hollow, fragile, 
remarkably equal, white, apex slightly mealy when young; 
veil almost obsolete. 

Agaricus (Oalerd) pygmaeoHijffinis, Fries, Monogr., i. p. 389 ; 
Cke., lUustr., pi. 481b; Cke., Hdbk., p. 184. 

Among grass, &c. 

Allied to G, ravida^ but distinct in the crowded gills, &c. 
Possibly a tall state of Naucoria pygmaea, with which it was 
at one time joined; but the general features are those of 
Oalera rather than Naucoria. (Fries.) 

tt BKYOGENI. 

Galera vittaeformis. Fr. 

Pileus ^-1 in. across, membranaceous, conical then hemi- 
spherical, obtuse, disc even, margin striate, glabrous, bay 
when moist; gills adnate, rather broad, somewhat ascend- 
ing, rather distant, at first watery-cinnamon then ferru- 
ginous; stem lJ-3 in. long, up to 1 line thick, nearly 
btraight, equal, glabrous or sometimes downy, minutely 
striate under a lens, opaque, reddish ; veil hardly evident ; 
spores elliptical, 12 x 6 /a. 

Agaricus {Galera) vittaeformis, Fries, Epicr., p. 294 ; Cke., 
Hdbk., p. 185; Cke., Illustr., pi. 464a. 

On the ground among grass, &c. 

There is a smaller form having the pileus papillate, gills 
narrow, and stem paler. (Fries.) 

Galera rubiginosa. Pers. 

Pileus ^-4 in. across, membranaceous, campanulate, obtuse, 
everywhere striate, glabrous, honey-colour when moist, even 
and pale tan when dry ; gills adnate, ascending, rather 
broad, distant, ochraceous; stem about 2 in. long, very 
slender, tough, flaccid, glabrous, shining, bay or dark ferru- 
ginous, hollow; spores elliptical, 10 X 5 /i. 

Agaricus (Galera) ruhiginosuSy Pers., Syn., p. 385 ; Cke., 
Hdbk., p. 185; Cke., Illustr., pi. 464b. 

In pastures and woods, among moss, &c. 

The stem is sometimes downy under a lens, and when 
growing among high moss becomes elongated and straighten 
(Fries.) 
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Galera hypnorum. Batsch. 

Pileus up to ^ in. across, membranaceous, campanulate 
then convex, often with a papillate umbo, sometimes obtuse, 
finely striate except the disc, yellowish-ochre or watery- 
cinnamon, tan-colour when dry; gills adnate, broad, ven- 
tricose, distant, usually connected by veins, tawny-cinnamon, 
margin fiocculose ; stem about 2 in. long, flexuous, glabrous 
but mealy at the apex, sometimes rigid, rather tawny, some- 
times very slender, citron or ochraceous, hollow; spores 
elliptical, 10 x 6 /x. 

Agaricua hypnorum, Batsch, f. 26 ; Cke., Hdbk., p. 185 ; 
Cke., Illustr., pi. 465a. 

Among moss. 

Small, slender, form variable. 

Var. sphagnorum^ Fries, Monogr.,i. p. 394; Cke., Hdbk., 
p. 186 ; Cke., Illustr., pi. 465b. 

About three times the size of the typical form; stem 
longer and firmer, fibrillose, tawny ; pileus up to 1 in. across, 
paler. 

Among sphagnum. 

Var, bryorum, Pers., Syn., p. 385; Cke., Hdbk., p. 185. 
Larger than the type, watery-cinnamon, pileus papillate. 
Among moss. 

Galera mniopliila. Lasch. 

Pileus about § in. high and ^ in. across, campanulate, 
somewhat papillate, striate, yellowish-fuscous ; gills adnate, 
ascending, broad, rather distant, yellowish-ochre ; stem 2-3 
in. long, 1 line or more thick, equal, slightly wavy, yellow, 
apex mealy ; spores bluntly elliptical, 14 x 6 /i. 

Agaricua mniophilua, Lasch, n. 410 ; Cke., Hdbk., p. 186 ; 
Cke., Illustr., pi. 466a. 

Among moss. 

Stem stouter than in allied small species, fibrillose, disc of 
pileus even, when diy tan-colour. 

Galera minuta. Quelet. 
Pileus 1-2 lines across, very thin, campanulate, striate, 
pale tawny-bistre, very tender; gills adnate, arcuate, as 
broad as long, moderately crowded, yellowish then tan. 
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margin pale ; stem ^-| in. long, hair-like, smooth, tawny, 
shining, woolly and white at the base; spores elliptical, 
6x4/1. 

Agaricus (Qalerd) minutus, Quel., Jnra, iii. 10, t. 1, f. 5; 
Cke., niustr., pi. 466b; Cke., Hdbk., p. 186. 

On decayed wood. 

Eeadily distinguished by its small size. 

ttt EEIODERMEL 

Galera ravida. Fr. 

Fileus ^~1| in. across, almost membranaceous at first 
campanulate then hemispherical, even, moist, very slightly 
viscid, truly hygrophanous, rather silky when dry, colour 
greyish, the margin when young more or less fringed with 
tooth-like fragments of the white veil ; stem about 1 J in. 
long, about 1 line thick, equal, hollow, very fragile, ascending 
or twisted, pallid or with a yellow tinge, but silvery shining, 
fibrillosely striate, apex slightly mealy; gills almost free, 
broad, ventricose, distant, saffron-ochre or yellowish. 

Agaricus {Galera) raviduSy Fries, Epicr., p. 204; Cke., 
Hdbk., p. 186 ; Cke., Ulustr., pi. 467a. 

On rotten wood, or on the ground among chips, <fec. 

Gregarious. Fragile. Pile us dingy ochraceous and some* 
what silky when dry. Stem often rather twisted. 

Galera mycenopsifi. Fr. 

Fileus up to I in. across, flesh very thin, campanulate then 
expanded, disc even, striate to the middle, at first white and 
silky near the margin from the veil, pale ochraceous ; gills 
adnexed, seceding, ventricose, 1^ line broad, rather distant, 
whitish then pale ochraceous ; stem 3-4 in. long, attenuated, 
with a white silkiness, hollow. 

Agaricus mycenopsia, Fries, Obs., ii. p. 38 ; Cke., Hdbk., 
p. 186 ; Cke., Illustr., pi. 467b. 

In marshy ground amongst sphagnum, &c. 

Stem soft, 2-4 in. long, generally undulated, yellowish 
with an evanescent silky down, fibrillosely striate, apex 
pruinose. Pileus ochraceous becoming pale, 3-10 lines broad, 
glabrous when adult, not viscid nor depressed. (Fries.) 
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NAUCORIA. Fries, (figs. 8, 9, p. 3.) 

Pileus more or less fleshy, conical, or convex then ex- 
panded and becoming flattened, margin at first incurved ; 
stem central, cartilaginous, hollow or spongy inside; gills 
free, adnexed, or adnate, not decurrent; veil fugacious^ 
squamulose, or absent. 

Naucoria (as a subgenus of Agaricm\ Fries, Syst. Myc, i. 
p. 260 ; Cke., Hdbk, p. 173. 

The species are mostly small and usually of a brownish 
colour, growing on the ground among grass, rarely on wood. 
Naucoria is most nearly allied to Galera, but distinguished 
by the pileus being more fleshy, and not striate, and more 
especially in the margin being incurved when young, this 
last character, however, is rather indistinct in a few species, 
as N. ctuiumis^ N. cidaris, and N. hadipes, nevertheless tho 
sum, of characters retain these species in the present genus. 

Naucoria agrees morphologically with Leptcmia and Gollyhia, 

The species included under the present tribe are very 
variable amongst themselves, but all agree in the following 
characters. Spores ferruginous; stem cartilaginous; the 
more or less flesny pileus having the margin at first incurved. 
(Pries.) 



ANALYSIS OF THE SPECIES. 

f Gymnoti. 

Pileus glabrous; veil absent; spores ferruginous, not 
f eiruginous-bro wn . 

* Gills free or slightly adnexed. 

^* Gills adnate ; pileus convexo-plane. 

^^^ Gills adnate ; pileus campanulate then expanded. 

ff Phaeoti. 

Pileus naked; gills and spores ferruginous-brown; veil 
liot conspicuous. 
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* Pediadei; growing in fields and paBtnres. 

** Scorpioidet; growing in woods and damp, nncultivated 
places. 

ttt LEPiDon. (Typical ^cies.) 

Fileus floccnlose or squamnlose ; veil evident; spore» 
ferruginous. 

* Scales of pileus superficial, disappearing. 
** Pileus innately (persistently) squamulose. 

*** Pileus destitute of squamules, but silkily atomate. 



t GYMNOTI. 
* Oills free or slightly adnexed, 

Naucoria lugubris. Fr. 

Pileus 1^-3 in. across, fleshy, campanulate then expanded, 
undulate, gibbous, even, smooth, pallid then ferruginous, 
sometimes bay at the disc ; flesh white ; gills free, ventricose, 
very broad behind, narrow in front, crowded, pallid then 
ferruginous, margin usually serrated; stem 3-4 in. long, 
3-5 lines thick, rigid, smooth, fusiformly-rooting, externally 
remarkably cartilaginous, pallid becoming ferruginous below, 
hollow ; spores pip-shaped, 7 X 4 /a. 

Agaricvs (Naucoria) lugubris. Fries, Syst. Myc, i. p. 254; 
Cke., Hdbk., p. 173 , Cke., Illustr., pi. 1187. 

On the ground amongst grass, &c. 

Stem 4 in. long, 4 lines thick, base at length reddish. 
Pileus 3 in. broad, now and then tenaciously viscid. A 
remarkable form occurs in pine woods with the pileus buUate, 
disc bay, stem short (2 in.). (Fries.) 

Naucoria festiva; Fr. 
Pileus about 1 in. across, flesh thin except at the apex, 
convex, rather gibbous, even, glutinous, usually brownish- 
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)Iive, dirty pale ocliraceoiis when dry ; gills free, ventricose, 
irowded, about 2 lines broad, pale becoming ferruginous; 
tern 2-3 in. long, 2-3 lines thick, equal, attenuated and 
ooting at the base, smooth, even, usually whitish, but some- 
imes variously coloured, hollow; spores elliptical, pale 
emtginous, 12 x 6 /a. 

Agaricus (Naucorid) f estiva. Fries, Epicr., p. 192; Cke.> 
Idbk., p. 173; Cke., Ulustr., SuppL, pi. 969. 

Amongst grass. 

A very fine species, but from the variable colours diflficult 
o define. Stem 2 in. long, 2-4 lines thick if equal, but 
arying, ventricose and.compressed, violet, rafous, &c. Pileus- 
—2 in. broad, straw-colour with an olive tinge when dry, 
lay, rufous, &c. Gills at first white then olive or yellowish 
r rufous-blood-red. (Fries.) 

Nancoria obtusa. Cke. & Mass. 

Fileus about 1 in. broad and high, campanulato-convex,. 
'ery obtuse, faintly striate at the margin, rufous or orange- 
awny, becoming pale; broadly adnate, with a slight de- 
nrrent tooth, 2-3 lines broad, ventricose, cinnamon, margin 
errata ; stem about 2 in. long, 2-3 lines thick, equal, even» 
'-ellowish flesh-colour or pale cinnamon, darker within, espe- 
ially at the base, hollow ; spores elliptical, 7-8 X 4 ft. 

Agaricus {Naucoria) ohtums, Cke. & Massee, Grev., xviii. 
). 52; Cke., Illustr., pi. 1155. 

On the ground. 

There is no trace of a veil. Known amongst the lai'ge,. 
>road-gilled species of Naucoria by the broadly adnate, 
tcrrate gills. The same features, along with the shorter 
ind thicker stem, separates the present species from Qalera 
n^2u, which it somewhat resembles in size and general 
appearance. 

Nancoria hamadryas. Fr. 
Pileus 1^-2 in, across, flesh thin, convex then expanded,, 
gibbous, even, ferruginous-bay, when old and dry yellowish ; 
gills slightly adnezed, narrowed behind, about 2 lines broad,, 
crowded, opaque, ferruginous; stem ^3 in. loug, 3 lines^ 
^ck, equal, fragile, glabrous, pallid, hollow ; veil absent ;. 
•pores elliptical, ferruginous, 13-14 X 7 /u. 
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AgaricuB (Naucorid) hamadryas^ Fries, Monogr., i p. 366; 
Fries, Icon., 1. 121, f. 3 ; Cke., Hdbk., p. 174 ; Cke., Ulustr., 
Suppl., pi. 965. 

On the ground under trees, <&o. HygropIianoaB. 

Naucoria cidaris. Fr. 

Pileus about 1 in. broad and high, flesb thin, conical then 
oampanulate, even, margin slightly striate, more or less un- 
dulated, cinnamon-tan, tan-colour when dry; gills adfixed 
then seceding, crowded, ventricose, ascending, honey-oolour; 
stem about \\ in. long, attenuated downwards, 2-3 lines 
thick at the apex, blackish-brown, hollow. 

Agaricus (^Naucoria) ctdarisy Fries, Epior., p. 192 ; Cke., 
p. 174 ; Cke., Illustr., pi. 461. 

On the ground in pine woods, round trunks, &o. 

Stem often compressed and flezuous, tough, allied to 
Naucoria cucumis, but distinguished by the absenqe of a strong 
smell, as in the last-named species. A smaller, more elegant 
form, with the pileus tawny-cinnamon, stem straight, and 
gills crowded. 

Naucoria cucumis. Pers. 

Pileus §-1 in. across, rather fleshy, broadly oampanulate, 
obtuse, glabrous, even, bay-brown when moist, fawn-coloor 
or tan when dry; gills adnexed, ventricose, pale then 
saffron-colour, crowded; stem firm, 1-2 in* long, IJ line 
thick, attenuated downwards, stuffed below, hollow above, 
bay or blackish-brown, paler and slightly pruinose upwards. 

Agaricus (Naucoria') cucumis. Fries, Hym. Eur., p. 255; 
Cke., Hdbk., p. 174; Cke., Illustr., pi. 452. 

Agaricus cucumis^ Pers., Syn., p. 319. 

On the ground amongst fragments of wood, sawdust, &o. 

Distinguished by the strong smell of cucumber. The 
dark colour of the pileus disappears at the margin first on 
drying. 

Naucoria anguinea. Fr. 
Pileus 11-2 in. across, rather fleshy, oampanulate then 
convex, gibbous, even, yellowish-tan colour, when young 
with a silky zone near the margin, the remains of the white, 
fibrillose veil ; gills nearly free, crowded, linear, pale yellow 
then ferruginous ; stem 2-3 in. long, 2-3 lines thick, sughflj 
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thickened at the base, rather wavy, brownish, densely 
covered with white fibrils, silky Hspotted when dry. 

Agaricus (Naucoria) anguineusy Fries, Epicr., p. 193 ; Gke., 
Hdbk^ p. 174; Cke., lUustr., p. 455. 

On the gronnd. 

Allied to j^. ciicumts, but distinguished by being more 
robust, larger, absence of cucumber-like smell, and by the 
presence of the veil near the edge of the pileus. 

Naucoria centuncula. Fr. 

Pileus i-1 in. across, rather fleshy, often excentric, 
convexo-phine, obtuse, even, dry, lurid-greenish, then yel- 
lowish-green, becoming pale, but not hygrophanous ; gills 
adnate but soon separating from the stem, broad, thickish, 
creyish-yellow, margin minutely toothed with greenish-yel- 
K>w flooci ; stem about 1 in. long, 1-2 lines thick, almost 
equal, usually, from the position, curved, yellowish-grey, 
' powdery above, with white down at the base, hollow. 

Agaricus (Naucoria) centunculus. Fries, Syst. Myc, i. p. 262 ; 
Cke., Hdbk., p. 174; Cke., Illustr., pi. 601a. 

On rotten wood. 

Gregarious, sometimes rather caespitose, firm, tough, veil 
absent, colour more or less green. 

Naucoria horizontalis. Bull. 

PileuB ^-f in. across, flet^hy, convexo-plane, obtiuse, even, 
pale cinnamon; gills rounded behind, almost free, broad, 
Tather distant, plane, cinnamon ; stem ^^ in. long, 1 line 
thick, solid, smooth, incurved, pale cinnamon. 

Agaricus harizontalisy Bulliard, t. 324 ; Cke., Hdbk., p. 175; 
Cke., Ulustr., pi. 601b. 

On trunks of elm, &c. 

Gregarious, growing horizontally, every part cinnamon. 

Naucoria semiflexa. B. & Br. 
Pileus up to ^ in. across, convexo-plane, chestnut-colour, 
margin fringed with a delicate white, silky veil, hygro- 
phanous ; eiUs adnexed, rather broad and distant, brownish ; 
stem 1—^ in. long, incurved, pale, solid; flesh white, as is 
also tnat of the pileus; spores elliptical, amber^ rather 
coarsely warted, 8 x 5 /a. 
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Agaricus (Naucoria) semiflexus, B. & Br., Ann. Nat. Hist., n. 
1246; Cke., Hdbk., p. 175; Cke., Illustr., pi. 609a. 

On wood and on the ground. 

A small, gregarions species, distinguished by the dark- 
brown pileus that is white and silky near the margin from 
the veil, and the rough spores. 

Naucoria rimulincola. Eabh. 

Pileus about ^ in. across, convex, umbilicate, margin 
plicate, rugulosely-tomentose, pale cinnamon ; gills adnexed, 
rather distant, thick, very broad in proportion, pale cinna- 
mon ; stem more or less excentiic, incurved, pale, solid, about 
J in. long; spores 10 x 5, cinnamon. 

Agaricus (Naucoria) rimulincola, Eabenh., exs. Fung. Eur., 
n. 1511; Flora, 1851, p. 505; Cke., Hdbk., p. 175; Cke., 
Illustr., pi. 509b. 

On twigs, &c. 

Distinguished by the coarsely-plicate pileus and the broad, 
distant gills. 



** 



Gills adnate, pileus convexo^lane. 



Naucoria abstrusa. Fr. 

Pileus §-1 in. across, convex then flattened, orbicular, even, 
smooth, viscid, ferruginous-tan; flesh dingy, very thin at 
the margin; gills adnate, crowded, plane, cinnamon or 
dilute ferruginous ; stem 1-1 J in. long, 1-2 lines thick, equal, 
straight, polished, naked, even, pale ferruginous, darker at 
the base, hollow; spores elliptical, smooth, 10 X 5 /a. 

Agaricus (Naucoria) ahstrusus, Fries, Epicr., p. 194 ; Cke., 
Hdbk., p. 175; Cke., Illustr., pi. 456. 

On leaf-soil, sawdust, &c. 

Stem distinctly cartilaginous, tough. N. sideroides some- 
what resembles the present, but grows on wood. N, meli- 
noides has the margin of the pileus striate. 

Naucoria innocua. Lasch. 

Pileus about 1 in. across, rather fleshy, convex, obtuse, 

almost glabrous, striate, reddish-brown, becoming pale ; gills 

adnate, rather crowded, narrow, yellowish-ochre ; stem about 

1 in. loDg, and 2 lines thick, paler than the pileus, whitish^ 
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fibril lose, woolly at the base, stuffed; spores elliptical, 10- 
11 X 4-5 /Lt. 

Agaricus (Naucoria) innocuus, Lasch, n. 398 ; Cke., lUustr., 
pi. 4S9a; Cke., Hdbk., p. 176. 

On damp ground. 

Naucoria cerodes. Fr. 

Pileus §-1^ in. across, campannlato-conyex then expanded, 
obtuse, at length depressed, orbicular, smooth, even, hygro- 
phanous, watery cinnamon when moist, silky and wax-colour 
when dry; gills adnate, separating from the stem, broad, 
cinnamon-colour, rather distant; stem 1^2^ in. long, 2 lines 
thick, equal, naked, yellowish, base ferruginous, hollow; 
spores elliptical, smooth, 6 X 3 fu 

Agaricus (Naucoria) cerodes, 'Fries, Epicr., p. 195; Cke., 
Hdbk., p. 176 ; Cke., Illustr., pi. 489b. 

Amongst grass ; on burnt soil, &c. 

Gregarious. Margin of pileus sometimes slightly pellucidly 
striate when moist. Eesembling in colour Galera hypnorum ; 
the latter, however, differs in the umbonate pileus, broader 
gills, and longer stem. 

Naucoria melinoides. Fr. 

Pileus ^1 in. across, convex then almost plane, slightly 
gibbous, even, glabrous, tawny when moist, ochraoeous when 
dry, slightly striate at the margin when old ; gills adnate, 
triangular-oblong, crowded, margin minutely dentate, some- 
what tawny or honey-colour; stem about 1^ in. long, 1 line 
or more thick, equal or slightly thinner upwards, coloured 
like the pileus, base paler, sprinkled with white meal at the 
apex, hoUow, rather firm ; spores elliptical, 10-12 x 4-5 /x. 

Agaricus (Naucoria) melinoides. Fries, Epicr., p. 195; Cke., 
Hdbk., p. 176; Cke., Illustr., pi. 457a. 

Amongst grass on lawns, <&c. 

Pileus 2 lines to 1 in. broad, submembranaoeous, umbonate, 
when moist tawny, margin pellucid, ochraceous or whitish 
when dry. Gills very variable, adnexed or broadly adnate, 
ventricose, at first paler than the pileus, at length cinnamon. 
Stem 1-2 in. high, scarce 1 line thick, fistulose above, sub- 
pminose, thickened below and downy, changing colour. The 
^ills remain bright. (Berk.) 
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Naucoria pusiola. Fr. 

Fileus about ^ in. across, rather fleshy, hemispherical then 
expanded, obtuse, eveu, smooth, rather viscid, yellow, not 
hygrophanous ; gills adnate, broad, crowded, plane, pallid 
then cinnamon ; stem about 1 in. long, not 1 line thick, tough, 
glabrous, yellow, shining, slightly viscid ; spores elliptical, 
8 X 4/Lt. 

Agaricus (Naucoria) pusiolus, Fries, Epicr., p. 195; Cke., 
Hdbk., p. 176 ; Cke., Illustr., pi. 457b? 

Amongst grass, moss, &c. 

Somewhat variable, but always small, and readily difr- 
tinguished by the yellow pileus and stem being slightly viscid. 

It is doubtful whether the figure given by Cooke and 
quoted above, represents the present species, as pileus, stem, 
and flesh are represented of a uniform, pale reddish-brown; 
gills tawny, subdeciuTent. 



0** 



Gills adnate, pileus campanulate, then expanded. 



Naucoria nucea. Bolton. 

Pileus J-f in. across, flesh very thin, almost globose, 
umbilicate, often punctate, margin more or less lobed, in- 
curved, pale chestnut; gills naiTowed behind, adnate, 
ascending, rather crisped, cinnamon ; stem about 3 in. long, 
IJ lines thick, silky-fibrillose, white ; spores elliptical, base 
apiculate, 10-11 X 6 /a. 

Agaricus nuceus^ Bolton, Hist. Fung. Halifax, p. 70, t. 70; 
Cke., Hdbk., p. 176 ; Cke., Illustr., pi. 490a (copied from 
Bolton). 

On the ground amongst flrs, &c. 

The root is a hard tubercle, furnished with fibres of a 
mouldy grey colour. 

The stem is upright, fistular, of a pale dead white, and 
about the thickness of a crow's quill near the root, growing 
gradually smaller upwards ; the height is about four inches, 
the substance thin, tender, and easily splitting in small 
shining fllaments. 

The gills are arranged in three series ; they are broad and 
thin, gently waved on the edges, and touch not the stem 
with their base ; the substance is thin and delicate, and the 
colour a pale pretty brown. 
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The pilens tlie size and colour of a Spanish hazel-nut ; the 
top umbilicated, the margin lobed and very much rolled in, 
80 as to touch the stem, or even to pass by it ; the opposite 
lobes pressing against it, or lying over each other. It is 
destitute of flesh, of a dry, pliable substance, and a smooth, 
dry, silky shining surface. (Bolton.) 

Naucoria glandiformis. W. G. Sm. 

Pileus about 1 in. high and broad, at first obtusely cam- 
panulate, becoming somewhat hemispherical, or filbert- 
shaped, nut-brown, smooth, even ; gills very broad, J in. and 
more, rounded behind, adnexed, umber ; stem 3-4 in. long, 
2 lines thick, even, erect, equal, pallid, sometimes twisted, 
staffed then hollow; spores broadly almond-shaped, 10-12 x 
6-8 fu 

Agaricus (Naucoria) glandiformis, W. G. Smith, Grev., xiii. 
p. 59; Cke., Hdbk., p. 177; Cke., Illustr., pi. 490b. 

On the ground. 

Beadily known by the very broad, rusty-umber gills and 
the dark, campanulate pileus. 

Naucoria badipes. Fr. 

FUeus ^— f in. across, submembranaceous, campanulate then 
ocmvex, sugntly umbonate, glabrous, pellucidly striate up to 
the umbo, yellowish rusty, pale tan when dry ; gills adnate, 
▼entrieose, about 1 line broad, rather distant, yeUowish rust- 
oolooT ; stem 2-3 in. long, 1 J line thick, hollow, equal, rigid, 
feimginous, variegated up to the middle with white, fibril- 
lose squamules ; spores elliptical, 10 x 5 /i. 

Agariau {Naucoria) hadipes, Fries, Epicr., p. 196; Cke., 
Hdbk., p. 177 ; Cke., Illustr., pi. 491a. 

On the ground in damp places. 

Stem 2-3 in. long, 2-3 lines thick, somewhat flexuous, 
paler above the middle, even, naked, base fuscous. Pileus 
4-6 lines broad, gilvous-ferruginous when moist, even and 
tan-oolour when dry, margin almost straight. Eesembles a 
OalercL^ but distinguished by the squamules of the veil on the 
(Fries.) 



Naucoria hydrophila. Mass. 
Pileus ^1^ in. across, campanulate then slightly expanded, 
acutely umbonate, glabrous, margin striate when moist, pale 
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ochraceous-tan witli a distinct tinge of green hero and there; 
£esh very thin, greenish; gills adnexed, rather crowded, 
1^ line broad, pallid then brownish, margin pale; stem 
l|-2 in. long, 1 line thick, eqnal, flexuons, smooth, even, 
with red and green tints, hollow; spores elliptical, brown, 
13-14 X 6-7 /A. 

Agaricvs (Naucoria) nasutus, Kalchbr., Cke., Hdbk., p. 376; 
€ke., Illustr., pi. 1172a. 

In swampy places under trees. 

Gregarious. The present species was referred by Cooke to 
Ag. namtus, Kalchbrenner, an Australian fungus, from whicli, 
however, it is perfectly distinct, neither is it referable to any 
other known species. 

Naucoria scolecina. Fr. 

Pilous |-| in. across, rather fleshy, campantdato-convex 
then plane, margin slightly striate ; rusty-bay, paler towards 
the margin ; gills adnate, rather distant, white with a flesh- 
•coloured tinge, then fermginous, margin downy; stem 
2-3 in. long, I line thick, equal, flexuous, reddish ferruginous, 
sprinkled with white meal, hollow ; spores dark ferruginous 
in the mass, elliptical, 10 x 6 /a. 

Agaricus (Naucoria) scolednm, Fries, Epicr., p. 194; Cke., 
Hdbk., p. 177 ; Cke., Illustr., pi. 491b. 

On moist ground under alders, &c. 

Stem becoming fuscous at the base; pileus ferruginous-bay, 
margin paler, opaque ; gills broadest behind. 

Naucoria striaepes. Cooke. 

Caespitose, or gregarious. Pileus 1-1 J in. across,, cam- 
pan ulate, obtuse, then expanded and often more or less 
gibbous, smooth, even, ochraceous; gills adnexed, rather 
distant, 2-3 lines broad, tawny-cinnamon; stem 2-3 in. long, 
2-3 lines thick, equal, straight or variously bent or flexuous, 
hollow, white distinctly longitudinally striate ; spores 
narrowly elliptical, 10-12 X 4 /a. 

Agaricus (Naucoria) striaepes, Cke., Grev., xiii. p. 60 ; Cke., 
Hdbk., p. 177 ; Cke., Illustr., pi. 478. 

Amongst grass on lawns, &c. 

Keadily distinguished by the campanulate, ochraceous 
pileus and white, distinctly striate stem. 
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Naucoria sideroides. Bull. 

Pileus J-1 in. broad, flesh very thin, white, campanulate, 
then expanded, nmbonate, glabrous, viscid, yellowish- 
cinnamon, ochraceous-tan and rather shining when dry, 
margin entire, incurved when young; gills adnate with a 
decurrent tooth, narrow, crowded, pale ochraceous then 
cinnamon; stem 2-3 in. long, 1-2 lines thick, slightly 
attenuated upwards, even, glabrous or sprinkled with white 
powder at the apex, pallid then yellowish, ferruginous down- 
wards, base at length brownish ; spores elliptical, pale yellow, 
8-10 X 4-6 /A. 

Agarieus (Naucoria) sideroides, Bull., t. 588 ; Cke., Hdbk., 
p. 178 ; Cke., Illuetr., pi. 458a. 

On trunks, chips, &c. 

Stem sometimes hollow, at others stuffed. Gills adnate 
with a decurrent tooth, sometimes sinuate, and hence un- 
cinately adflxed. A terrestrial form differs in being paler 
and honey-colour. (Fries.) 

Naucoria triscopoda. Fr. 

Pileus up to 1^ in. across, flesh thin, at first hemispherical; 
obtuse, then con vexo-plane, umbo prominent, even, glabrous, 
fine bay-colour when moist, ochraceous when dry, always 
opaque; gills adnate, plane, thin, somewhat crowded, dark 
ferruginous; stem ^l| in. long, not 1 line thick, equal, 
curved or flexuous, glabrous, opaque, ferruginous, base 
umber, stuffed then minutely hollow; spores elliptical, 
6-8 X 3-4 /A. 

Agarieus (Naueoria^ triscopus, Fries, Monogr., i. p. 375; 
Cke., Hdbk., p. 178 ; Cke., Illustr., pi. 458b. 

Oh old wood. 

Gregarious or scattered. With the habit of Galera sjpartea^ 
but most nearly allied to species of Naucoria, 



tt PHAEOTI. 

* Pediades. Growing in cultivated places. 

Naucoria vervacti. Fr. 
Pileus about 1 in. across, fleshy, convexo-plane, slightly 
nmbonate, even^ glabrous, viscid, shining when dry, pele 
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yellow; gills adnata with a decnrrent tooth, crowded, 
becoming ventricose, pallid then ferruginons-brown, nearly 
2 lines broad ; stem 1-1^ in. long, glabrous, rigid, whitish, 
not rooting, stuffed then hollow ; spores elliptical, 12-16 x 
8-10 /Lt. 

Agaricua (Naucorid) vervacti, Fries, Epicr., p. 197 ; Cke., 
Hdbk., p. 178 ; Cke., Illustr., pi. 617a. 

In meadows, gardens, &c. 

Stem short, rather thick, sometimes attenuated upwards, 
at others downwards. Fileus yellow. (Fries.) 

Naucoria pediades. Fr. 

Pileus 1-2 in. across, flesh thin, convex then plane, obtuse, 
sometimes becoming slightly depressed, dry, at length 
minutely rivulose but never striate, yellow-ochraceous then 
pale tan-colour ; gills adnexed, about 2 lines broad, crowded 
at first, then rather distant, at first brownish then dingy- 
cinnamon; stem 2-3 in. long, 1-2 lines thick, somewhat 
flexuous, silky, yellowish, base slightly bulbous, stuffed 
with a distinct pith; spores dingy ferruginous, elliptical, 
10-12 X 4-5 /a; cystidia fairly numerous, 30-50 X 8—10 /*. 

Agaricm (Naucoria) pediades^ Fries, Epicr., p. 197 ; Oke., 
Hdbk., p. 178; Cke., Illustr., pi 492. 

In pastures. 

Stature variable, stem usually elongated ; spores about an 
inch broad, ochraceous then tan-coloured. (Cooke.) 

Naucoria arvalis. Fr. 

Pileus up to 1 in. across, tough, flesh rather thick, convex 
then expanded, orbicular obtuse, even, glabrous, slightly 
viscid, yellowish-brown, paler when dry; gills adnexed, 
rather distant, plane, 3 lines broad, brownish-white, then 
ferruginous; stem about 1|^ in. long, 2 lines thick, even, 
pulverulent, yellowish, continued downwards into a long, 
rooting base ; spores elliptical, 9 x 5 /i. 

Agaricua (Naucoria) arvalis^ Fries, Epicr., p. 197; Cke., 
Hdbk., p. 179 ; Cke., Illustr., pi. 479 (variety). 

On the ground in fields, gardens, <fec. 

There is no vestige of a veil present. Allied to N, semi" 
orhicularis, but distinguished from this and every known 
species by the long, rooting base of the stem. 
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The plant figured is not the typical form ; pileus f-lj^ in. 
Stem l|-2A^ in. With a distinct bulb between the ascend- 
ing and descending portion of the stem. It is probably a 
distinct variety. (Cooke.) 

Naucoria semiorbicularis. Ball. 

Pileus 1-2 in. across, flesh thin, whitish; hemispherical 
then expanded, even, glabrous, slightly viscid, at length 
rivulose, tawny-ferruginous, ochraceous when drjr; gills 
adnate, rarely sinuate, very broad, crowded, pallid then 
ferruginous; stem 2-4 in. long, 1-1 i line thick, tough, 
nearly straight, pale ferruginous, shining, base usually 
darker, containing a free strand in the interior which readily 
splits into fibrils ; spores elliptical, 10 X 6-6 ft. 

Agaricua aemiorUculana, Bull., Champ., t. 422 ; Cke., Hdbk., 
p. 179; Cke., Illustr., pi. 493 (not typical, if the right 
flpecies). 

Amongst short grass, &c. 

Gills 3 lines broad. Allied to N. pediades, distinguished 
liy the viscid pileus and ferruginous stem. 

Naucoria tabacina. D.C. 
Pileus i-1 in. across, flesh thin, almost plane, very obtuse, 
even, glabrous, hygrophanous, margin involute, umber, then 
cinnamon-bay when moist, dingy pale tan when dry ; gills 
adnate, crowded, plane, at length cinnamon-bay ; stem 1-2 
in. long, 1-2 lines thick, glabrous, naked, cinnamon, base 
fuscous, hollow, sometimes slightly wavy ; spores elliptical, 
8-9 X 4-5 fi. 

Agaricua tahadnm, D.C, Flor. Fr., vol. v. p. 46; Cke., 
Hdbk., p. 179 ; Cke., Illustr., pi. 493b. 
By waysides, &c. 

Subcaespitose. All one colour when moist, with the habit 
of Naucoria cucumia ; pileus becoming cinnamon-bay, dingy 
tan when dry ; 3-9 lines broad, rather fleshy. Gills some- 
what linear, not broader behind, at first yellowish, soon 
Timber, at length becoming ferruginous. Stem at times 2 in. 
lone, equal, flexnous; sometimes only about 1 in. long, 
ibiier, attenuate at the base. A distinctly interwoven, 
^ppendioulate veil is rarely present ; whereas in others from 
we same cluster, not a trace of the ;veil is visible. (Fries.) 

M 2 
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** Scor^mdei. Grovnng in woods and damp uncultivated 

places, 

Nancoria tenax. Fr. 

Fileus ^1 in. across, flesh rather thick, campanulate then 
expanded, viscid, hygrophanons, glabrous, even, colour 
between pale cinnamon and olive, or brownish-yellow, l)e- 
coming pale when dry, hygrophanous ; gills adnate, rather 
distant, brownish-white, becoming pale ferruginous, stem 
1-2 in. long, about 1 line thick, stuffed then hollow, equal, 
adprt ssedly fibrillose, yellowish, becoming tinged fuscous or 
olive, spores elliptical, 8 X 5 /i. 

Agaricus (JNaucoria) tenax, Fries, Epicr., p. 198 ; Cke., 
Hdbk., p. 179; Cke., Illustr., pi. 617b. 

Amongst grass, and on sticks. 

Stem, depending on locality, sometimes ferruginotus, at 
othei'S olivaceous. Fileus sometimes rugulose, usually cinna- 
mon when moist, margin watery-yellow or with a greenish 
tinge, ochraceous when drj'. Gills pallid brownish-olive, 
becoming ferruginous. (Fries.) 

Naucoria myosotis. Fr. 

Pileus 1-2 in. across, convex then expanded, subumbonate,* 
covered with a viscid pellicle, olive or brownish-green, 
becoming pale and yellowish, disc darker; gills adnato- 
decurrent, rather distant, at length rusty-brown, margin 
serrulate, white ; stem 3-6 in. long, 2-3 lines thick, equal 
sometimes flexuous, rather firm, hollow, squamulose, or with 
dark fibrils, pallid, becoming brownish, apex powdered with 
white meal; spores elliptical, 11-12 X 6 /x. 

Agaricus (Naucona) myosotis^ Fries, Epicr., p. 198 ; Cke., 
Hdbk., p. 180 ; Cke., Illustr., pi. 494. 

In damp localities, swamps, amongst sphagnum, <&c. 

Pileus hygrophanous, viscid when moist, minutely rugulose, 
dark honey-yellow, disc darker, silky, veil remaining in tufts 
at the margin ; gills rather distant, ventricose, with a de- 
current tooth, margin minutely serrulate, paler, at first pal^ 
yellow with a pink tinge, then ferruginous. Stem long* 
hollow, striate, mealy at the apex, whitish then rufous, witl> 
silky, fibrillose scales and evanescent fibrillose ring. 
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Naucoria temulenta. Fr. (figs. 8, 9, p. 3.) 

Pileus §—1 in. acrosei, somewhat membranaceous, campaim- 
late then convex, suljumbonate, margin slightly striate, 
glabrous, ferruginous when moist, ochraceous when dry ; 
gills adnate, narrowed in front, rather distant, lurid, then 
ferruginous-umber; stem about 2 in, long, 1^ line thick, 
fiexuous, glabrous, polished, apex slightly mealy, hollow, but 
the hollow often containing a loose pith ; spores elliptical, 
12 X 6 fi. 

Agaricus (Naucoria) temulentus, Fnes, Epicr., p. 199 ; Cke., 
JEdbk., p. 180 ; Cke., lUustr., pi. 459. 

In moist woods, &c. 

Slender ; pileus somewhat umbonate, never depressed nor 
pelliculose, ferruginous, ochraceous-tan and without striae 
.when dry. (Fries.) 

Somewhat resembling j^. pediades, but distinguished by 
the pileus being striate at the margin when moist, and also 
in being umbonate. 

Naucoria latissima. Cooke. 
Pilexus i-1^ in. across, subglobose then hemispherical, 
with a flesny disc, margin at first incurved, deep chestnut- 
brown ; gills adnexed, rounded behind, ^ in. and more across, 
tawny-umber; stem lJ-2 in. long, 2-4 lines thick at the 
apex, attenuated downwards into a rooting base, smooth, dark 
brown below, pale above, hollow. 

Agaricus {Naucoria) latissima^ Cke., Hdbk., p. 180; Cke., 
lUustr., pi. 482. 
Amongst grass. 

Allied to N arvalis in the rooting stem, but known by the 
miargin of the pileus being incurved at first, and the smooth 
(not powdered) stem. Also resembling N, glandiformia in 
the colour of the pileus and the very broad gills, but dis- 
tinguished by the tapering, rooting stem. 
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ttt LEPIDOTI. 
* Scales ofpileua superficial^ disappearing. 

Naucoria porriginosa. Fr. 

Pileus f~l^ in. across, flesh thin, convex then expanded 
but not flattened, obtuse, viscid, tawny, becoming pale, tan- 
colour when dry, margin slightly striate when old, sprinkled 
with superficial, evanescent, saffron-coloured squamules; 
gills adnate, usually with a minute decurrent tooth, crowded, 
at first yellow, then tawny-cinnamon ; stem 2-3 in. long, 
1 J-2|^ lines thick, hollow, equal, rather soft, silky, becoming 
smooth, pallid. 

Agaricus (Naucoria) porrigiiwsus, Fries, Epicr., p. 200 ; Cke., 
Hdbk., p. 180 ; Cke., Illustr., pi. 510. 

Amongst twigs, <fec. 

The largest and most beautiful species included in tlie 
present genus, readily distinguished by the viscid, tawny 
orange pileus, which is at first covered with yellow or saffix)n- 
coloured, minute, fioccose scales. 

Naucoria sobria. Fr. 
Pileus J-J in. across, flesh thin, convex then plane, slightly 
vis'jid, somewhat silky, honey-colour when moist, disc darker, 
becoming pale, slightly pruinose towards the margin from 
the fugacious veil ; gills broadest behind, adnate, crowded, 
broad, pale saffron-colour ; stem about 1 J in. long and 1 J line 
thick, hollow, rather firm, straight or slightly flexuous, equal, 
pale above, rusty-brown below, here and there sprinkled 
with white, silky spots, the remains of the veil; spores 

14r-16 X 10 fJL. 

Agaricus (Naucoria) sohrius. Fries, Epicr., p. 200 ; Cke., 
Hdbk., p. 181 ; Cke., Illustr., pi. 611a. 

Veil small, like a furfuraceous or pruinose remnant at 
first on margin of pileus and stem. Pileus not hygrophanons. 
Gills with a decurrent tooth, margin whitish. 

Var. dispersus^ Berk. & Broome, Ann. Nat. Hist, no. 
1348; Cke., Hdbk., p. 181 ; Cke., Illustr., pi. 511b. 

Pileus 3-4 lines across, convex, ochraceous, delicately 
punctulate, margin furfuraceous; stem |-1 in. long, 1 lin© 
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thick, equal or incrassated above, equal, fTirfaraceous, fistu- 
lose ; ring appendiculate ; gills pallid, adnate, plane, margin 
white. 

Agarictu dispersua, Persoon, Myo. Eur., vol. iii. n. 268. 

On lawns amongst short grass. 



»» 



Pileus persistently aquamulose. 



Nancoria erinacea. Fr. 

Pileus ^-f in, across, flesh thin, convex, umbilicate, rusty- 
timber, scaly with erect, squarrose, tufts of fibrils, margin at 
first involute and cortinate; gills adnate, rather crowded, 
broadish, rusty-brown, margin quite entire ; stem about ^ in. 
long, not a line thick, equal, incurved, rusty-brown, hairy ; 
spores variable, elliptical, 9-15 x 6-9 fi. 

Agaricus {Nancoria) erinaceus. Fries, Epicr., p. 201 ; Cke., 
Hdbk., p. 181 ; Cke., Illustr., pi. 480a. 

On dead branches. 

Small, dry, persistent as in Marasmius. Entirely rusty- 
brown. Allied to N. aeparia, but known by the stem being 
sqnamulose nearly or quite to the apex, and the gills having 
the margin quite entire. 

Nancoria siparia. Fr. 

Pileus ^-f in. across, convex then obtuse, not umbilicate, 
reddish-ferruginous, densely clothed with fasciculate tufts of 
down resembling minute scales ; gills adnate, broad, rather 
distant, coloured like the pileus, margin fiocculose; stem 
about 1 in. long, slender, stuffed, equal ; peronate, squamulose 
up to the ring, apex naked, glabrous, coloured like the pileus. 

Agaricus (Nancoria) siparins^ Fries, Epicr., p, 201; Cke., 
Hdbk., p. 181 ; Cke., lUustr., pi. 480b. 

On fern stems, soil, &c. 

Allied to N erinacea^ separated amongst other characters, 
by the pileus not being umbilicate, and the flesh also thicker, 
softer, and not dry. The floccoso-squamulose covering is the 
mdversal veil, as in Lepiota granulosa, (Fries.) 

Nancoria conspersa. Pers. 
Pileus about ^ in. across, fragile; convex then plane, 
nearly even, soon becoming broken up into scurfy squamules. 
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bay-oinnainon when moist, oohraceons when dry, bygio- 
phanoTis; gills adnate, then separating from the stem, 
crowded, cinnamon; stem about 1 in. long, 1 line thick, 
fibrillose, brownish-cinnamon, apex with scurfy sqnamnles. 

Agaricus conspersus, Pers., Ic. Descr., t. 12, f. 3; Cke., 
Hdbk., p. 181 ; Cke., lUustr., pi. 512a. 

On the ground, amongst leaves, sphagnum, &c. 

The gills are dark at every stage. Gregarious, fragile. 
In swamps a remarkable form occurs, 2-3 times as large as 
the ordinary form, stem Ions:, twisted, umber, white and 
do-vvny at the base, pileus umbonate, 1^ in. broad, brownish- 
rufescent, gills broader. (Fries.) 

Naucoria escharoides. Fr. 

Pileus ^-| in. across, flesh thin, white, conico-convex then 
expanded, obtuse, scurfy or squamulose, tan-colour then 
whitish, disc becoming brownish; gills adnexed, with a 
decurrent tooth, at length emarginate, broad, lax, ventrioose, 
pallid-tan then somewhat cinnamon; stem 1-2|^ in. long, 
fragile, hollow, flexuous adpressedly fibrillose, pallid then 
fuscous, apex rather pruinose ; spores elliptic-oblong, 14 x 7 /a. 

Agaricus (^Naucoria) escharoides, Fries, Syst. Myc, i. p. 260; 
Cke., Hdbk., p. 182 ; Cke., Illustr., pi. 612b. 

On naked ground, &c. 

Gregarious, subcaespitose ; fragile; pileus pale from the 
first, whitish-tan, disc and stem at length becoming brownish. 
Gills becoming emarginate, lax, nearly free, variable in 
colour. (Fries.) 

Pileus campanulate, obtuse, slightly fleshy, umbonate or 
umbilicate, sometimes plane, hygrophanous, innato-squamn- 
lose, often venulose, tawny at length pallid; veil white, 
evanescent ; stem flexuous nearly equal, clothed with white 
fibrils, pale, ringless, fistulose ; gills broad, bright cinnamon, 
distant, fixed, acute behind, at length seceding. Brittle. 
Spores pure ochre, not peroxidate, (Berk, & Broome.) 






Pileus not scaly, silky or atomate. 



Naucoria carpophila. Fr. 
Pileus 1-3 lines broad, somewhat membranaceous, convex* 
obtuse, hygrophanous, pale tan when moist, pallid or whitiBb- 
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when dry, minutely scurfy with shining atoms ; not pilose, 
rarely squamulose ; stem about \ in. long, thin, scurfy then 
naked, pallid, imperfectly hollow ; gills rounded behind and 
almost free, broad, rather distant, ventricose, crenulate, pallid 
then ochraceous. 

Agaricas (Nattcoria) carjpophiluSj Fries, Epicr., p. 202 ; Cke., 
Hdbk., p. 182 ; Cke., Illustr.', 613a. 

On beech pericarps and leaves. 

Distinguished by itd habitat and minute size. 

Naucoria graminicola. Nees. 

Pileus 2-4 lines broad, somewhat membranaceous, convex, 
papillate, fuscous then pale tan, coarsely tomentose; stem 
about i in. long, ^ line thick, tough, hair}', becoming 
brownish; gills slightly adnexed, rather distant, pale 
ochraceous. 

Agaricus (Naucoria) graminicola, Nees, Syst., fig. 186 ; Cke., 
Hdbk., p. 182; Cke., lUustr., pi. 613b. 

On grass, twigs, &o. 

Pileus about 3 lines broad, seen to be covered with strigose 
hairs under a lens, brown, becoming ochraceous-fawn colour. 
(Friea) 

HEBELOMA. Fries, (figs. 16, 17, p. 3.) 

Partial veil fibrillose, often absent. Cuticle of the pileus 
continuous, not scaly nor fibrillose, smooth, more or less 
viscid, margin of pileus incurved at first ; stem central, its 
flesh continuous with that of the pileus, fibrous, apex some- 
what mealy; gills sinuate, adnexed, margin usually paler 
than the rest ; spores dingy tan-colour. 

Heheloma, Fries, Syst. Myc, i. p. 249 ; Cke., Hdbk., p. 161. 

The present genus is closely allied to Inocyhe^ ditf'ering 
more especially in the cuticle being continuous and more or 
less viscid, and not becoming torn into scales or longitudinal 
fibrils. 

ANALYSIS OF THE SPECIES. 

♦ Indusiati. 

Veil evident} often making the margin of the pileus 
wiperficially silky. 
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** Denudaw. 
Filetis glabrous, veil absent from the first, 

♦** PUSILU. 

PUeus scarcely an inch broad. 

• INDUSIATI. 

Hebeloma musivum. Fr. 

PileuB 2-5 in. across, convexo-plane, obtuse, viscid, at 
length squamulose, margin often wavy, altogether yellow or 
the disc darker ; flesh thick, yellow ; gills emarginate, 
rather crowded, dry, 3-4 lines broad, pale yellow then 
ferruginous ; stem 4-5 in. long, 1 in. thick, equal or ventri- 
oose, solid or sometimes hollow above, entirely fibrillose, 
apex pruinose, pale yellow; veil fibrillose, evanescent j 
spores elliptical, 12 x 6 /x. 

AgaricuB (^Hebeloma) musivus, Fries, Epicr., i. p. 178; 
Cke., Hdbk., p. 161 ; Cke., lUustr., t. 405. 

Cortinarius ml^hureus, Lindgr., Bot. Not., 1845. 

In pine woods. 

Odour faint. Differs widely from all other species of the 
genus in its bright colours, which suggest Flammula or Cor- 
tinarius ; it is retained here on account of the emarginate, 
glabrous (not powdery) gills ; wavy pileus, and pruinose or 
mealy apex of the stem. 

Hebeloma sinuosum. Fr. 

Pileus 3-6 in. across, fleshy, deformed, convex then ex- 
panded, obtuse, even, glabrous, viscid when young, soon dry, 
yellowish-red or pale brick-red, rarely tan-colour, the ex- 
tremes inflexed, crenulato-striate margin exceeding the gills; 
gills slightly adnexed, broadly emarginate and appearing free 
and distant, but connected with the stem by a slender tooth, 
3-6 lines broad, dry, crowded, often wavy, margin quite 
entire, dirty- white at first then becoming ferruginous ; stem 
stout, hollow, 4-6 in. long, 1-1^ in. thick, equal, fibrillosely 
striate, apex at first flocculosely squamulose, white. 

Agaricm (^Hebeloma) sinuoaita, Fries, Epicr., p. 178 ; Fries., 
Monogr., i, p. 323. 
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In woods. 

UBually large, compact when young, very soft when old, 
smell weak, pleasant. A small form also occnrs with the 
stem not more than 2 in. long. (Fries.) 

Hebeloma fastibile. Fr. 

Pilens 2-3 in. across, convex then plane, obtuse, somewhat 
wavy, glabrons, viscid, pale yellow-tan, becoming paler; 
gills emarginate, rather distant, 2-3 lines broad, pale then 
cinnamon, edge whitish, distilling drops in rainy weather ; 
stem 2-3 in. long, np to i in. thick, solid, wholly fibrous, 
slightly bulbous, white, nbroso-squamulose ; veil distinct, 
white, sometimes forming a ring; spores elliptical, 10 x 6 fi. 

Agaricus (Hebeloma) fastibilisy Fries, Epicr., p. 178 ; Cke., 
Hdbk., p. 161 ; Cke., Illustr., pi. 406. 

In woods. 

Smell and taste strong ; something like radishes ; bitterish. 
Gregarious or somewhat caespitose. Allied to H, cruatu- 
Umiformej but distinguished by the more distant gills and 
the presence of an evident veil. Pileus yellowish, pale tan, 
whitish, &c. Margin sometimes sulcate or plicate. 

Var. elegans. Pileus purple-brown. 

Hebeloma senescens. Batsch. 

Pileus 2-4 in. across, convex, almost plane when old, 
digihtly viscid, ochraceous flesh-colour with a tinge of rust- 
oolonr, rusty-yellow when old, the margin crisped and hoary ; 
flesh thick, white; gills adnexed, rather crowded, 3 lines 
broad, pallid then dusky-ferruginous ; stem 3-4 in. long, up 
to f in. thick at the base, thinner upwards, lower portion 
brown with paler, transversely arranged squamules, apex 
persistently whitish, solid, or imperfectly hollow with age, 
flesh white; spores elliptical, 10 x 6 /a. 

Agarictts Benescens^ Batsch, Elench., f. 197 ; Cke., Hdbk., 
p. 265 ; Cke., Illustr., pi. 407. 

In pine woods. 

Hebeloma glntinosum. Lindgr. (figs. 16, 17, p. 3.) 

Pilens 2-3 in. across, convex then plane, obtuse, regular, 

oovered with a tough, glutinous film, yellowish-white, 

with white, superficial squamules ; flesh whitish 
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then pale yellow ; gills adnexed, sinuate, witjji a sliglitly 
decurrent tooth, crowded, yellowish, becoming cinnamon- 
tan ; stem about 3 in. long, 4 lines thick, somewhat incras- 
sated at the base, firm, with whitish squamules and fibrils, 
apex with white meal, cortinate, stu£fed, becoming brown 
inside; partial veil evident; spores elliptical, 10-12 X 5/ju 

Agaricu8 (Hebeloma) glutinosus, Lindgr., Bot. Not. 1845, 
p. 199 ; Cke., Hdbk., p. 161 ; Cke., Illustr., pi. 430. 

Amongst dead leaves, twigs, &c. 

Smell peculiar, not unpleasant. Stem fieshy, stuffed, firm, 
somewhat bulbous, 2-3 in. long, whitish, fibrillose, and 
squamulose, base frequently strigose, at length tinged ferru- 
ginous. Partial veil evident but fugacious. Pileus rather 
fieshy, convex then plane, regular, obtuse, 2-3 in, across, 
covered with tough, viscid gluten, and shiny when wet, 
sprinkled with superficial seceding scales. Pileus variable 
in colour, typically having the disc brick-red, the remainder 
yellowish-white. Flesh whitish. Gills arcuately adnexed, 
broad, crowded, pallid, then yellowish, at length tan-colonr 
and somewhat cinnamon. (Fries.) 

Hebeloma testaceum. Batsch. 

Pileus 1-2 in. across, campanulate then convex, becoming 
flattened, regular, obtuse, even, rather viscid, pale brick-red 
or ochraceous-tan ; gills attenuated behind, almost free, 
lanceolate, crowded, narrow, at first ascending, pale then 
ferruginous ; stem about 3 in. long, 3-4 lines thick, hollow, 
fiomewhat bulbous, pallid, floccosely-fibrillose, apex mealy; 
spores elliptical, 10 X 5-6 /a. 

Agaricus teataceus, Batsch, f. 198; Cke., Hdbk., p. 162; 
Cke., Illustr., 408. 

In woods. 

Odour of radishes. Distinguished amongst the viscid 
jspecies by the almost free, closely crowded, very thin, 
narrow gills. 

Hebeloma fiirmum. Pers. 

Pileus 2-3 in. across, campanulate then expanded and 

discoid, umbonate, even, smooth, viscid, brick-red, the broad 

umbo darker ; gills rounded behind, crowded, dry, 2-3 line* 

broad, tan-colour then ferruginous, margin whitish, serrulatd i 
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stem solid, firm, 2-3 in,| long, ^ in. thick, pnle, usually at- 
tenuated and darker downwards, clothed everywhere with 
white floccose scales ; veil evident, white ; spores elliptical » 
10 X 5 /i. 

Agaricua firmus, Pers., Ic. Descr., t. 5. f, 3, 4; Cke., Hdbk., 
p. 162 ; Cke., Illustr., pi. 409. 

On liie ground in fir woods. 

Odour weak,. The gills do not exude drops of water, 
hence the gills are not spotted, as in the case where the dark 
spores are run into clusters by drops of water. Known by 
the dark pileus and the white, serrate margin of the gills. 

Hebeloma claviceps. Fr. 

Pileus 1-2 in. across, convex then expanded, disc gibbous, 
fleshy, remainder very thin, even, naked, pallid, often rather 
deeper ochre at the disc ; gills emarginate, crowded, 1^ line 
broad, dry, pallid then dingy ; stem about 2 in. long, 2-3 
lines thick, stuffed, equal, everywhere covered with white 
meal, brownish below; veil white, evident; spores elliptical, 
10-11 X 5 /i. 

Agarieus {Heheloma) clamceps^ Fries, Monogr., i. p, 346 ; Cke^ 
niustr., pi. 410 ; Cke., Hdbk., p. 162, 

In woods. 

Quite distinct from JT. firmum. P., with which it was at 
one time joined, in the smaller size of every part, base of 
the stem fuscous, paler gills, especially in the pileus being 
at first convex then expanded and discoid, and not conical 
then campanulate. (Fries.) 

Hebeloma punctatum. Fr. 

Pileus 1-2 in. across, fleshy, convex, soon plane, disc 

obtuse or gibbous, always darker in colour and papillose, 

viscid, umber and depressed at the centre, remainder tan- 

oolonr, pale when dry, superficially silky when dry in young 

specimens; gills narrowed behind and arcuately adnate, 

slightly ventricose, crowded, narrow, not exceeding 1-2 lines 

broad, flat, pallid, margin quite entire ; stem 2-4 in. long, 

2-5 lines thick, equal, generally flexuous, dry, pale, apex 

with white meal, the remainder adpressedly silky from the 

▼eil ; veil fugacious, never forming a ring. 

AgaricM (Hebeloma) punctatus^ Fries, Epicr,, p. 179; Cke., 
Hdbk., p. 162. 
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In woods. 

Gregarious. Smell very slight, not nnpleasant. 

Hebeloma versipelle. Fr. 

Filens about 3 in across, fleshy, convex, plane, discoid, 
covered with a thick viscid gluten, the silkiness of the veil 
adglutinated near the margin, then glabrous, reddish-tan 
colour, pale tan and opaque when dry ; gills rounded behind, 
crowded, 3-5 lines broad, whitish flesh-colour then tan; stem 
hollow, tough, whitish-silky, mealy at the apex. 

AgaricuB (Heheloma) vergtpelli^, Fries, Epicr., p. 179 ; Cke., 
Hdbk., p. 163. 

In grassy places, and amongst fir leaves. 

Somewhat caespitose ; smell weak, not unpleasant. 

Changes much with age. Young stage: — stem hollow, 
tough, about 2 in. long, 2-3 lines thick, equal, distinctly 
silky- white from the veil, and above the ring of the veil 
mealy. Pilous fleshy, convexo-plane, obtuse, 1 in. and more 
across, covered with a tough, glutinous pellicle, reddish-tan, 
disc becoming pale, with adglutinated white silkiness near 
the margin; or squamulose according to Lindgr.; gills 
rounded, crowded, thin, 3 lines broad, margin quite entire, 
dry, almost white. Adult: — stem longer, not silky, bnt 
longitudinally, fibrillosely striate, readily breaking up into 
fibrils, at length, especially inside, brownish ; pileus fragile, 
3 in. and more across, everywhere dingy tan, opaque, dry, 
the pellicle having almost disappeared. Gills 4---5 lines 
broad, crowded, pallid then cinnamon-tan. (Fries.) 

Hebeloma mesophaeum. Fr. 

Pileus 1-1^ in. across, flesh thin, conical then expanded, 
at length plane, disc darker and often depressed, viscid, even 
and usually glabrous, rarely silky round the margin at first, 
yellowish, or becoming pallid, disc somewhat bay-colour; 
gills rounded or emarginate, crowded, thin, flat, dry, not 
spotted, rusty-tan, the entire margin similarly coloured; 
stem 2-3 in. long, about 2 lines thick, equal, fibrillose, 
^vhitish then ferruginous, base brownish, apex mealy ; veil 
evident but delicate and fugacious; spores elliptical, smooth, 
7-8 X 4-5 fi. 

Agaricus (^Heheloma) mesophaeus, Fries, Epicr., p. 179 ; Cke., 
Hdbk., p. 163; Cke., Illustr., pi. 411. 
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In pine woods. 
Gregarious; yariable. 

Var. minor, Cke., lUnstr., pi. 412; Cke., Hdbk., p. 163. 
Smaller than the typical form. 

Hebeloma subcollariatum. B. & Br. 
Pileus about 1 in. across, convex, then more or less ex- 
jided, rather fleshy, slightly glutinous, the floccose veil 
on disappearing, pale ochraceous-tan, centre darker; gills 
try slightly rounded behind, broadly adnate, soon sepa- 
ting from the stem and connected behind by a coUar-Uke 
ructure, ventricose, 2-3 lines broad, pale tan-colour, 
Eirgin whitish ; stem about 2 in. long, 2 lines thick, often 
izuose, pale, brownish towards the base, pulverulent, 
iffed then hollow; spores elliptical, 12-13 x /tt. 
Agaricus (JSehelomcC) suheollariatus, B. & Br., Ann. Nat. 
ist., n. 1942 ; Cke., Hdbk., p. 163 ; Cke., Illustr., pi. 506. 
On naked soil. 



** DENUDATI. 

Hebeloma sinapizans. Fr. 
Pileus 3-6 in. across, fleshy, compact, convex, then plane, 
try obtuse, for the most part wavy, and often exoentric, 
en, glabrou8, slightly viscid when moist, either every - 
tiere tan-colour, or the disc yellowish ; flesh white ; gills 
eply emarginate, 3-5 Hues broad, crowded, fragile, oinna- 
on-tan, always dry and not spotted, never exuding drops of 
liter; stem stout, rigid, imperfectly solid, 3-5 in. long, 
in. thick, equal or fusiformly rooting, white, fibrillosely 
date, apex with white squamules ; ^.spores elliptical, 
5 X 7 fu 

Agaricus (Hehelomaystnapizana, Fries, Epicr., p. 180; Cke., 
dbk., p. 163 ; Cke., Illustr., pi. 413. 
In woods. 

The largest species in the present genus, remarkably re* 
mbling H. nnuoaum^ but sharply separated by the strong, 
dishy smell, and the almost entire absence of a veu. 
'ries.) 
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Hebeloma cmstuliniforme. Bull. 

Pileus about 2^-3 in. across, flesh rather thick, hyaline 
when moist, convex then plane, obtuse or with a slight, 
broad umbo, wavy, even, glabrous, slightly viscid at first, 
zoneless, pallid tan-colour, disc often yellowish or brick-ied; 
gills adnexed, rounded behind, crowded narrow, thin, 
white then tan-colour, at length bay, margin unequal, 
exuding drops of water in damp weather, spotted when dry; 
stem 2 in. long, stuffed, then hollow, stout, somewhat 
bulbous, white, naked, apex with minute white scales ; spores 
elliptical, 11-12 x 6 /t. 

Agaricua crustuliniformia, Bulliard, Cke., Illustr., pi; 607; 
Cke., Hdbk., p. 164. 

In meadows, woods, &c. 

Smell unpleasant, resembling radishes, but not so strong 
as in some species. Veil almost absent. Size very variable, 
stem never elongated as in jBT. elatum. 

Var, minor; Cke., Illustr., pi. 414. 
Smaller than the type. 

Hebeloma elatum. Fr. 

Pileus 3-4 in. across, flesh thick except at the margin, 
which is very thin, convex then expanded, obtuse, even, 
glabrous, rather viscid when moist, pale tan-colour, opaque 
when dry ; gills rounded behind, adnexed, with a decurrent 
tooth, crowded, 3 lines broad, dry, not spotted, nor exuding 
drops of water, quite entire, pale cinnamon ; stem about 4 in. 
long, 4 lines thick, equal and cylindrical, straight but com- 
posed of fibrils spirally arranged, adpressedly fibrillose, 
pall id- white, apex with white meal. 

Agaricus (Hebeloma) elatuSy Fries, Epicr., p. 181 ; Cke., 
Hdbk., p. 164. 

In pine woods amongst fallen leaves, &c. 

Smell very strong, like radishes. 

Hebeloma longicaudum. Fers. 
Pileus 1^—2^ in. across, flesh rather thick, soft, wateiy, 
convex then expanded, umbonate, at flcngth wavy, even, 
glabrous, viscid, tan-colour, disc sometimes brownish ; gills 
arcuate, adnexed, crowded, 3-6 lines broad, pale tan-colour 
then cinnamon, mai-gin serrulate; stem -^5 in. long, 4-5 
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lines thick, equal or thickened at the base, indistinctly 
ibrillose, white, apex mealy, base becoming tinged brown ; 
spores elliptic-oblong, 10 x 6 /a. 

Agarictis hngicauauSy Fersoon, Syn., p. 332; Cke., Hdbk., 
p. 164; Cke., Illustr., pi. 416. 

In woods. 

Smell weak, not unpleasant. 

Tar. radicatus, Cke., Hdbk., p. 164; Cke., lUustr., 
pi. 416. 

Stem fusiform, rooting. 

Judging from Cooke's figure of the present variety, it 
closely resembles Flammula inopoda. 

Among fir leaves. 

Hebeloma Ingens. Jungh. 

PQeus 2-3 in. across, fleshy, convex then almost plane, 
glabrous, slightly viscid, brown then yellowish ; gills almost 
free, fragile, crowded, pallid then ferruginous, margin crenu- 
late, darker; stem 2-3 in. long, 3-4 lines thick, solid, 
shining, fibrillosely striate, somewhat bulbous, apex with 
white meal. 

Agaricus lugena^ Jungh., Linn., v. p. 399; Fries, Hym. 
Enr., p. 241 ; Cke., Hdbk., p. 164. 

In woods. 

Smell strong, but not like radishes. 

Hebeloma tmncatum. SchaefF. 

IHleuB 2-3 in. across, flesh rather thick, convex then ex- 
panded, very obtuse, wavy and very irregular, even, glabrous 
or slightly superficially silky near the margin, scarcely 
^nscid, somewhat rufous, the margin, which is at first in- 
curved, paler; gills emarginate, almost free, narrowest 
behind, crowded, 2-3 lines broad, dry, not spotted, white, 
soon psdlid or with a flesh-coloured tinge, at length watery 
ferruginous, margin quite entire and wavy; stem solid, 
robust, scarcely 1 in. long, 4-6 lines thick, about equal, 
white, everywhere minutely pruinose under a lens; veil 
none; spores pip-shaped, 12-13 x 6-7 ft. 

Agaricua truncatus, Schaefifer, t. 251; Cke., Hdbk., p. 164; 
Cke., Illustr., pi. 417. 

In woods. 

VOL IL N 
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Stem not troly fibrillose nor squamnlose, in whicli it 
differs from all other species. Smell almost none. Tlie 
pileus is sometimes paler, disc tan-colour, margin white, gills 
crisped, branched and anastomosing. (Fries.) 

Hebeloma nudipes. Fr. 

Pileus 2-3 in. across, flesh watery, thick at the disc, very 
thin at the margin and exceeding the gills, convex then 
expanded, obtuse, unequal, glabrous, viscid, tan-colour, 
margin at first incurved, then expanded and ascending; 
gills broadly emarginate, crowded, dry, not spotted, quite 
entire, tan-colour ; stem solid, entirely fibrillose, about 2^ in. 
long, 4-8 lines thick, equal, erect and straight or curved and 
ascending, glabrous and quite naked upwards, white ; spores 
elliptical, 12 x 6 /a. 

Agaricua (Hebeloma^ nudijpesy Fries, Epicr., p. 181 ; Cke., 
niustr., pi. 418; Cke., Hdbk., p. 165. 

In woods. 

Smell weak, not unpleasant, rather mealy. 

Hebeloma nauseosum. Cooke. 

Pileus 1-1^ in. across, flesh thick at the centre, becoming 
very thin at the margin, convex and gibbous, then more or 
less expanded, even, smooth, viscid, ochrey- white ; gills 
deeply sinuate, adnexed, very broad, ventricose, rather 
distant, pallid then tan-colour, at length ferruginous ; Btem 
1^2 in. long, 3 lines thick, equal or slightly attenuated 
below, whitish, mealy above, faintly striate downwards, and 
in decay turning black at the base, solid ; spores elliptical, 
ends rather acute, 20 x 10 /x. 

Agaricfoa (Hebeloma) navseosus, Cke., Grevillea, xvi. p. 43; 
Cke., Illustr., pi. 963. 

On the ground in mixed woods. 

The odour is very strong and abominable, especially after 
having been kept in a box for a night. (Cooke.) 

More slender than H, nudijpea, its nearest ally, in the 
broad gills and foetid smell. Smaller and more slender than 
jBT. fastibile, and without a trace of a veil. H. crttatulini" 
forme differs from the present species in the flocculose stem* 

Hebeloma capnocephalum. BulL 
Pileus 1-2 in. across, flesh thick at the disc, very thin ft^ 
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the margin, obtuse, even, smooth, dingy yellowish, margin 
at length becoming blackish; gills emarginate, broad, 
scarcely crowded, ferruginous ; stem l-J-2 in. long, 3 lines 
thick at the apex, attenuated downwards, fibrillosely striate, 
with reddish fibrils, becoming pale ; spores elliptical, 9x5/1. 

Agaricua capniocejphalua, Bulliard, Champ. Fr„ t. 547, fig. 2; 
Cke., Hdbk., p. 165; Cke., lllustr., pi. 419. 

On the ground, 

Hebeloma ischnostylum. Cooke. 

Fileus 1-2 in. across, convex theji expanded, broadly um- 
bonate, slightly viscid, white or a little pallid at the disc, 
margin thin ; gills rounded behind, adnexed, slightly serrate 
at the margin, whitish then dingy tan-colour ; stem about 
2 in. long, 2 lines thick, equal or a little thickened at the 
base, smooth, naked, whitibh ; spores elliptical, 12 x 7 ft. 

Agaricua (Heheloma) iachnoatylua^ Cke., Grevillea, xii. p. 98 ; 
Cke., lllustr., pi. 420. 

On the ground among grass. 

Inodorous, or with a faint odour of S;piraea. Somewhat 
resembling jBT. nudipes in general appearance and structure, 
but distiuguished by the whitish pileus. 



*** PUSILLL 

Hebeloma magnimamma. Fr. 

Pileus up to 1 in. across, disc fleshy, remainder thin, with 
a large projecting umbo, convex then plane, naked, brick- 
red, becoming pale; gills obtusely adnate, crowded, pallid 
then ferruginous; stem 1-1^ in. long, 1^ line thick, equal, 
glabrous, naked, pallid-yellowish, imperfectly hollow. 

Agaricua {Hebeloma) magnimamma. Fries, Mon., ii. p. 299 ; 
Cke., Hdbk., p. 165; Cke., lllustr., pi. 508a. 

Among grass. 

Veil absent, hence the pileus has no trace of superficial 
nlkiness. 

Hebeloma petiginosum. Fr. 
Pileus about f in. across, disc fleshy, remainder thin, 
conico-convex then expanded, dry, the gibbous disc bro^Yn. 

N 2 
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remainder becoming yellowisb, silkily-hoaiy ; gills free, 
ventricose ; yellow tnen olive-bay ; stem 1^ in. long, 1^ line 
thick, rather tough, with a reddish tinge, powdery, stuffed 
then hollow, sometimes rather wavy; spores elliptical, 
10 X 5 /i. 

Agaricus {Hebehma) petiginosus^ Fries, Syst. Myo., i. p. 259; 
Cke., Hdbk., p. 166; Cke., Illustr., pi. 608 B. 

On the ground in beech woods, &c. 



INOCYBE. Fries, (figs. 11-14, p. 3.) 

Universal veil fibrillose, concrete with the cuticle of the 
pileus, which is either squamulose or fibrillose ; stem central, 
its substance continuous with the flesh of the pileus, often 
squamulose or peronate ; gills usually sinuate, rarely adnate 
or decurrent, not becoming powdery ; spores often angular. ^ 

Inocyhe, Fries (as a subgenus of Agaricua)^ Syst. Myc, i* 
p, 264; Cke., Hdbk., p. 149. 

The leading characteristics of the present genus are- 
fibrillose or squamulose pileus, and more or less sinuate ot 
rounded gills not becoming powdered with the spores ^* 
maturity ; spores dingy pale tan, often angular but sonci-^" 
times smooth and elliptical. The species are mostly smstU* 
di-y, and fibrous, although in a few species the pile'tis 
eventually becomes smooth and viscid, thus leading '^ 
Heheloma^ its nearest ally. 

ANALYSIS OF THE SPECIES. 

* Squarrosi. 

"" Pileus squarrose (covered with scales spreading in eva^ 
direction) ; stem scaly, coloured like the pileus. 

*♦ Lacbri; 

Pileus scaly or torn into fibrils (not cracked longitu^^' 
nally) ; stem coloured, paler than the pileus, fibrillose. 



INOOYBE. 181 

**♦ ElMOSI. 

Pileus longitudinally fibrillose and soon cracking in the 
same direction, sometimes adpressedly squamulose; stem 
fibrillose, slightly tinged with the colour of the pileus. 

*♦♦♦ Velutini. 

Pileus not longitudinally cracked, cuticle interwoven, 
fibrillose, becoming smooth and adpressedly squamose, disc 
even ; stem polished, smooth, becoming whitish, apex mealy. 

***** ViSCIDI. 

Pileus becoming smooth, viscid. 

• SQUAEEOSI. 

Inocybe hystriz. Fr. 

Pileus 2-S in. across, fleshy, flesh firm but not compact, 
white, convex then expanded, obtuse or slightly gibbous, 
orbicular, mouse-colour, with revolute and squarrose, floccose 
scales, fibrillose towards the margin ; gills adnate, crowded, 
narrow, white then brownish ; stem solid, firm, 2-3 in. long, 
3 lines and more thick, equal or for the most part attenuated 
at the base, somewhat fusiform, brownish mouse-colour, 
covered with crowded, revolute squarrose squamules up to 
the acutely limited zone formed by the veil, pale and smooth 
above the ring; spores elliptical, smooth, 10 x 5. 

Agaricus (Inoeyhe) hystrix, Fries, Epicr., p. 171 ; Cke., 
Hdbk., p. 149 ; Cke., Illustr., pi. 424. 

In beech woods, &o. 

Having much the appearance of a small, solitary specimen 
of Pholiota squarrosay but the colours are very di£ferent. 

Inocybe relicina. Fr. 
Pileus 1-1^ in. across, flesh thin, conical then expanded, 
obtuse, smoke-colour, with squarrose tomentose scales ; gills 
adnexed, crowded, yellow then olive ; stem about 2 in. long, 
2-3 lines thick, solid, soft, equal, floccosely scaly. 
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Agaricua (Inocyhe) relicinw, Fries, Syst. Myc, i. p. 256 ; 
Cke., Hdbk., p. 150. 

In marsliy fix woods, amongst sphagnum, &o. 

Distinguished from all other species by the gills being 
first yellow then olive. 

Stem solid, soft, 2 in. long, 2-3 lines thick, equal, floccosely 
scaly (not squarrose), fibrillose, smoky, apex paler; pilens 
fleshy, thin, conical then expanded, obtuse, J in. broad when 
young, everywhere covered with squarrose, fasciculate- 
tomentose scales, smoke-colour. Gills adnexed, crowded, at 
first ascending, yellow then olive. Odour scarcely evideni 
(Fries.) 

Inocybe calamistrata. Fr. 

Pileus 1-2^ in. across, flesh thin, campanulate, obtuse, 
margin incurved at first, often wavy, at length almost plane, 
everywhere brown and with squarrose scales ; gills adnexed, 
separating from the stem, crowded, broad, white then ferru- 
ginous, edge distinctly serrulate and whitish; stem solid, 
rigid, tough, 2 in. long, 2 lines thick, equal, rather rooting, 
fuscous, dark blue at the base, everywhere covered with 
rigid, recurved scales; spores somewhat reniform, smooth, 
10-11 X 5 fi. 

Agaricua (Inocyhe) calamistratm^ Fries, Epicr., p. 171 ; Oke., 
Illustr., pi. 150; Cke., Hdbk., p. 106. 

In pine woods. 

Smell strong. Brown or umber, base of stem dark blue, 
gills becoming ferruginous, and flesh tinged red, stamp the 
present species amongst its allies. 

Inocybe hirsuta. Lasch. 

Pileus ^-1 in. across, flesh thin, conico-campanulate, 
umbonate, brown, covered with squarrose, fasciculate pilose 
scales, becoming ochraceous, fibrillose towards the fimbriate 
margin; gills adnexed. ascending, crowded, thin, narrow, 
pallid then brownish, margin white, minutely toothed ; stem 
solid, slender, tough, 2-3 in. long, about 1 line thick, fibril- 
lose, floccosely scaly (not squarrose) at the apex, base ddghtly 
thickened, dark green. 

Agaricua {Inocyhe) Mrautua^ Lasch, No. 577 ; Fries, Epicr.^f 
p. 171 ; Cke., Hdbk., p. 150. 
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Damp places in woods, pastures, £c. 
Distmgnislied from its allies by the green base of the stem, 
and by the gills becoming fuscous. (Fries.) 
The diso of the pileus is sometimes greenish. 

Inocybe lanuginosa. Bull. 

Pileus ^--f in. across, flesh rather thick, hemispherical then 
expanded, obtuse, minutely floccosely scaly, the scales of the 
disc erect and squarrose, umber then yellowish; gills 
narrowed behind, slightly adnexed, separating from the stem, 
more or less ventricose, thin, about 1 line broad, margin 
slightly toothed, pallid ; stem about 1 in. long, 1 line thick, 
flbrillosely scaly, apex powdered with white meal, solid, 
paler than the pileus; spores elliptic-fusiform, smooth, 
8 X 4/t. 

Agtuictts lanugiiKma, Bulliard, t. 370 ; Gke., Hdbk., p. 150 ; 
Cke., niustr., pi. 582a. 

Agaricus flocculentus, Cke., Hdbk., Ed. i. No. 317. 

On the ground. 

Pileus umber, becoming yellowish ; smell weak. 

Inocybe dulcamara. A. & S. 

Pileus 1-2 in. across, flesh thin, campanulate then convex, 
at length expanded, umbonate, fuscous-olive, floccosely scaly, 
silky towards the margin ; gills arcuato-adnexed, ventricose, 
crowded, pallid then olive; stem imperfectly hollow, fibril- 
lose from the cortina or partial veil, adpressedly scaly, paler 
than the pileus, apex mealy ; spores elliptical, smooth, 8-10 
X 5fu 

Agarxeus (Liocyhe) dnicamams, Alb. & Schw., n. 489; 
Fries, Hym. Eur., p. 288 ; Cke., Hdbk., p. 151 ; Cke., Illustr., 
pi. 582b. 

In pine woods, &c. Gregarious, small, olive-fuscous, flesh 
yellowish-white. In early specimens the scales of the pileus 
«re squarrose; in autumnal forms adpressed. 

Inocybe plumosa. Bolton. 

Pileus 1-1^ in. across, convex then expanded, disc squarrose 

^^rith erect fasciculate fibrils, margin fibrillose, mouse-brown ; 

sills slightly rounded behind, adnexed, scarcely crowded, 

father ventricose, smoky-white, margin entire; stem 1^-^ 
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in. long, 1| line thick, fleznons, flooooselj flcalj, coloured 
like the stem, apex naked (not mealy or pminoBe), stuffed 
then hollow. 

Agaricus plumaaut^ Bolton, t. 83 ; Oke., Hdbk. p. 151 ; Cke^ 
Illustr., pi. 425a. 

In damp pine woods, &o. Filens thickly covered with 
little, erect, downy tnfts; not yellowish nor tinged led 
inside. 

Inocybe cincinnata. Fr. 

Pileus ^-1 in. across, flesh thin, convex then plane, coin- 
monly indistinctly nmbonate, villoselv scaly, brown; gills 
adnexed, attenuated behind, separatmg from the stem, 
ventricose, crowded, violet-brown ; stem solid, tough, about 
1^ in. long, 1-1^ line thick, equal, straight, flbrillosely scalj, 
brownish-violet, spores irregular, nodulose, 7-8 /* diam. 

Agaricus (Inocyhe) dneinnatus, Fries, Epicr., p. 172; Cka, 
Hdbk., p. 151 ; Cke., Illustr., pi. 425b. 

In woods, &c. 

Inodorous. Slender, subgregarious. Distinguished from 
every other species by the brownish-violet gills. (Fries.) 

Inocybe haemacta. Berk. & Cke. 

Pileus about 1 in. across, fleshy, compact, campanulate, 
obtuse, floccosely fibrillose with dark fibnls, the disc rather 
scaly and darker ; gills slightly rounded behind and adnate, 
pallid then dingy tan-colour; stem about 2 in. long, 3-4 
lines thick, smooth, scarcely fibrillose, whitish above, tinged 
with verdegris green at the base, nearly equal, solid ; spores 
elliptical, smooth, 8 x 4-5 ft; flesh everywhere turning 
blood-red when touched or wounded. 

Agaricus {Inocybe) haemactus, Berk. & Cke., Grev., xi. p. 70; 
Cke., Illustr., pi. 390. 

On lawns, <fec. 

Pileus about an inch broad, umber, margin pallid, clad 
with long, darker fibrils, the obtuse disc darkest, and some- 
what scaly ; stem nearly 2 in. long, 3-4 lines thick, aemgi- 
nous at the base, the colour penetrating through the flesh* 
Everywhere slowly changing to blood-red when wounded* 
In some respects agreeing with L catamistrata^ but sot 
squarrose. (Berk. & Cooke.) 
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♦* LACEEI. 

Inocybe pyriodora. Pers. 

PileuB 2-3 across, diso fleshy, the remainder thin, ovate 
then campannlate, obtuse, disc very scaly, the rest everywhere 
torn into fibrils, smoky or ochraceo-pallid, reddish when 
yonng; margin often incurved and wavy; flesh becoming 
reddish; gills at first adnate, then somewhat emarginate, 
crowded, thin, linear, often crisped, at first whitish then 
brownish, margin whitish; stem 3-6 in. long, ^-1 in. thick,. 
almost equal, or attenuated at the base, often curved, ex- 
ternally very fibrillose, pallid, apex powdered with white 
meal, solid, internally fibrous and soft, reddish; fragile; 
spores pip-shaped, smooth, 10 x 6 /u,. 

Agaricus (Inocybe) pyriodorus, Pers., Syn., p. 300 ; Cke.„ 
Hdbk., p. 152 ; Cke., lUustr., pi. 472. 

In woods. 

Smell pleasant, resembling pears or violets. Pi 1 eus f uscous^ 
then pallid ochraceous, flesh with a red tinge. (Fries.) 

Pileus 1^-3 in. broad, broadly and strongly umbonate, the 
margin at length a little turned up, flbrilloso-squamulose ; 
fleshy, pallid umber. Gills adnexed, ventricose, pale. Stem 
2-3 in. high, 4 lines thick (solid in my specimens and in 
Bulliard's figure), fibrillose, white, when bruised somewhat 
of the same hue as the pileus. Veil very fugacious. Odour 
penetrating, like that of rotten pears or Hyacinthvs racemosm, 
(Berk.) 

Inocybe incamata. Bros. 
Pileus 2-3 in. across, flesh rather thick, convex, campanu- 
lated, then expanded and gibbous or broadly umbonate, 
fibriUose then squamulose, margin flmbriate, yellowish then 
rofescent or tinged with flesh-colour ; stem solid, about 2 in. 
long, 4-5 lines thick, attenuated and somewhat rooting at 
the base, rather fibrillose, rosy flesh-colour, white and mealy 
at the apex ; flesh of the pileus white, becoming deep red 
when broken ; gills sinuate, adnexed, crowded, broad, rather 
^ged at the margin ; whitish then grejish-cinnamon, at 
length spotted with red, or wholly mfescent ; spores elliptic- 
ovate, 10 X 6 /A. 
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Agarictts (Inoeyhe) ineamaiiu^ Bresadola, Fang. Trident, i 
53 ; Cke., Illustr., pi. 473. 

In woods. 

Smell resembling pears, strong and persistent. Stem more 
robust than in i. pyriodora^ which the present species 
resembles in habit and smell. 

Inocybe soaber. Fr. (figs. 11-13, p. 8.) 

Fileus 1-1^ in across, flesh rather thick, firm, white, not 
tinged with red, conico-convex, obsoletely gibbons, smol^ or 
pallid-tau, variegated with spot-like, fibrons, adpressed, 
brownish scales; gills slightly adnexed, thin, crowded, 
whitish then smoky ; stem solid, firm, 1| in. long, 3--5 lines 
thick, equal, white, silky-fibrillose ; spores elliptical^ smooth, 
11 X 5 /A. 

Agaricu8 (Inocybe) scaher. Fries, Epicr., p. 172; Cke^ 
Hdbk., p. 152; Cke., Illnstr., pL 391. 

In woods. 

Stature short, resembling I. samhudna^ the last named 
differs, however, in the white,, smooth pilous. More robust 
than allied species. 

Var. firma. Fries, Hym. Eur., p. 229. Pilous fusooufl- 
tan, spotted with fuscous scales ; stem velvety. 

Fileus ^1 in. broad, campanulate, subumbonate, dingy 
greyish-brown, scaly. Gills pale dingy-brown, rather 
numerous, nearly free, stem l-l|^ in. high, 2-3 lines thiols, 
solid, whitish, fibrillose, furnished with a bark-like external 
coat, sometimes subgregarious. (Grev.) 

Inocybe maritima. Fr. 

Fileus about 1 in. across, fleshy, rather soft, convex then 
expanded, obtusely umbonate, fibrillose, more or less ad- 
pressedly scaly, brown or mouse-colour, hygrophanous, howj 
when dry; flesh greyish-brown; gills rounded behind, 
adnexed, partly separating from the stem with age, ventri- 
cose, brownish-grey then ferruginous; stem solid, about 
1 in. long, 2-3 lines thick, equal, fibrillose, at fiirst cortinate, 
a little paler than the pilous, apex not pulverulent ; spor* 
irregular, nodulose, 9-10 fi diam. 

Agaricus (Inoeyhe) maritimvs, Fries, Epicr., p. 172; Ck®^ 
Hdbk., p. 152 ; Cke., lUustr., pi. 392, 
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Amongst damp sand on the sea shore, also in woods. 

Every part almost the same colour; distinguished from 

he remainder by the hygrophanous pileus. SmeU weak. 

Fries.) 

% 

Inocybe violacea-fasca. Gke. & Mass. 

Snbeaespitose. Pileus 1-2 in. across, more or less convex ' 
;hen expanded, obtusely umbonate, flocculose, fibrillose, 
x)ncentrically scaly, dry, umber, margin thin, torn and 
imbriate; flesh thin; gills adnexed, rounded behind, or 
(lightly sinuate, 2 lines and more broad, scarcely crowded, 
dolet then umber, margin paler, serrulate; stem 2-2 J in. 
ong, J in. thick, equal, smooth and silky, violet above both 
mtside and inside, pallid below, solid, flesh pallid when old ; 
ipores elliptical, smooth, 7-8 X 4 ft. 

Agaricus (Inocyhe) violaceo-fuscua, Cke. & Massee, Grevillea, 
tvii., p. 62; Cke., lllustr., pi. 1174. 

Among grass in open places. 

Distinguished by the violet colour of the gills and apex of 
the stem. There is often a tinge of violet in the pileus, and 
^e scales darker than the ground-colour. 

Inocybe lacera. Fr. 

Pileus 1-1 J in. across, flesh thin except, at the disc, convex 
then expandeii, obtusely umbonate, flbrillosely scaly, mouse- 
dolonr, becoming pale and yellowish ; gills adnexed, 2 lines 
broad, ventricose, pale rufous then mouse-colour ; stem about 
iJr in. long, 1\ line thick, apex naked, stuffed, paler than the 
pueus, reddisli inside; spores obliquely elliptical, smooth, 
12 X6y;u 

Agarxcua (Inocybe) lacerus. Fries, Syst. Myc, i. p. 257 ; 
Cke., Hdbk., p. 153 ; Cke., lllustr., pi. 583. 

In woods, &c. 

Very variable, but the stem never mealy at the apex, 
l|-2 in. long, 1-2 lines thick, pileus almost smooth at flrst, 
toon scaly, at length squarrose, mouse-colour, becoming pale 
«nd yellowish ; smell sSight. (Fries.) 

Distinguished from J. scahra and L mutica by the inside of 
^ stem becoming reddish. 

Inocybe fasoiata. Cke. & Mass. 
Caespitose. Pileus 2-3 in. across, campanulate-convex. 
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silky and ooTered with minnte dark, sqnarrose scales, disc 
rafoiis, remainder pale tan-<x>loxir ; gills adnexed, rounded or 
sinuate behind, attenuated in front; crowded, 1^2 lines 
broad, thin, soft, pallid ; st-em 2-3 in. long, 2-3 lines thick, 
equal or a little thinner downwards, fibrillose, reddish within 
and without at the base, pallid above, solid, spores elliptical, 
minutely rough, 10 x 6/i. 

Agaricus (Inocyhe) fasciatus, Cke. & Mass., Grevillea, xvii., 
p. 52; Cke., Illustr., pi. 1173. 

On the ground among grass. 

Densely caespitose, a character by which it is at once 
distinguished among the species of Inocyhe, Taste and smell 
none. 

Inocybe flocculosa. Berk. 

Fileus |-1 in. across, flesh thin, subcampannlate, nmbonate, 
silky-squamulose, tawny-brown ; gills adnate, pale fawn* 
colour then ferruginous, ventricose, 1-li line broad; stem 
about H in. long, 1-1^ line thick, £bnllose, pale reddish, 
squamulosely pulverulent above, imperfectly hollow ; spoieB 
elliptical, smooth, 10 X 5-6 fi. 

Agaricus (Jnocyhe) flocculosuSf Berk., Engh Fl., vol, v. p. 97; 
Cke., Illustr., pi. 393. 

On naked soil, also among grass. 

Odour like that of new meal, but nauseous. Among grass 
the pileus is smoother, more tawny, rimoso-sericeous; gill* 
not arcuate behind, but broadly adnate. (Berk.) 

Inocybe Bongardii. Weinm. 

Pileus 1-2 in. across, campanulate, obtuse, disc scaly, torn 
into fibrils at the margin, but not cracked, fuscous when 
moist, pallid when dry ; flesh thin, reddish ; gUls adnexed, 
ventricose, broad, a little crowded, pale red then cinnamon; 
stem solid, rigid, 2-4 in. long, 2 lines thick, equal or slightly 
bulbous at the base, fibrillose, reddish-white, silky and red 
below, apex with white meal ; veil absent ; spores elliptical 
smooth, 10-12 X 6 /A. 

Agaricus (Inocyhe) Bongardii, Weinm., p. 190 ; Cke., Hdbt 
p. 153; Cke., Illustr., pi. 381. 

In pine woods, &c. 

Smell pleasant, exactly resembling pears. (Fries.) 

Smell like Bergamot. (Weinm.) 



INOCYBE. 189 

Inooybe mutica. Fr. 
Piletis 1-2 in. across, flesh rather thick, convex then plane, 
.ways very obtuse, at length more or less depressed at the 
)ntre, somewhat scaly, dry, whitish, flbrils brownish ; gills 
itirely adnate, thin, crowded, white then tinged brown ; 
em, 1^2 in. long, 3-4 lines thick, attenuated downwards, 
briUose, pale straw-colour then tinged with brown, hollow ; 
yores elliptical, smooth, 8 X 5 /t. 

Agaricus (Inocyhe) muticus. Fries, Monogr., ii. p. 346; 
ke., Illustr., pL 382; Cke., Hdbk., p. 153. 
In woods, by road-sides, &c. 

J. lacera differs from the present in the slightly adnate 
ills, and the mouse-coloured piLeus, L scahra differs in the 
Inexed gills, and the stouter stem with a slight swelling at 
16 base. 

Inocybe caipta. Fr. 
Fileus about 1 in. across, flesh rather thick, convex then 
cpanded and often umbilicate or depressed, dingy brown, 
»yered with flbrillose, more or less squarrose squamules ; 
ills slightly adnexed, 1 J line broad, ventricose, brownish ; 
em 1-2 in. long, 2 lines thick, very slightly attenuated 
)wnward8, with spreading flbrillose woolliness, paler than 
le pileus, hollow ; spores, elliptical, even, 8-10 x 5 /i. 
Agaricus (^Inocyhe) carptm, Fries, Epicr., p. 173; Cke., 
dbk., p. 154; Cke., Illustr., pi. 426b; (not of Bresadola). 
In woods. 

Distinguished by the dark brown pileus and stem being 
rerywhere covered with more or less spreading flbrils. 
here is a slenderer form; pileus ^ in. across, stem about 
in. long, 1 line thick, wavy. Cke., Illustr., pi. 426a, 

Inocybe deglubens. Fr. 
FileiiB about 1 in. across, flesh thin, white, convex then 
cpanded, obtusely umbonate, the cuticle becoming torn 
Lto adpressed flbrils, disc somewhat scaly, rufous-bay, then 
dUowifih, scales darker; gills adnate, ventricose, rather 
istant, dingy then cinnamon ; stem 2-2^ in. long, 2 lines 
hick, adpressedly flbrillose, pallid, apex with dark scurf-like 
oarkings, equal, solid ; spores elliptical, smooth, 10 x 6 /t. 

Agaricus (inocyhe) deglubens^ Fries, Epicr., p. 173; Cke., 
niTistr., pL 394. 
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On the ground in pine woods, &o. 

The size of J. laceraj but quite distinot in the scurfiness or 
minute points at apex of stem, which is not white. Fileiis 
bay with a rufous tinge, split up into darker fibrous scales. 
(Fries.) 

Inooybe obscura. Fers. 

Pileus §-1 in. across, flesh thin, campanulate then plane, 
umbonate, radially flbrillose, disc scaly, blue then brownisli; 
gills uncinately adnexed, crowded, Tentricose, olive then 
brownish, li line broad ; stem 1-2 in. long, 1-2 lines thick, 
stuffed, flbnllose, violet then brownish; spores elliptica], 
smooth, 9-10 X 5-6 /*. 

Agaricus (Inocyhe) ohscurna, Pers., Syn., p. 347; Cke., 
niustr., pi. 427 ; Cke., Hdbk., p. 164. 

In damp places in pine woods. <fec. 

Eeadily distinguished amongst its allies by the bine or 
violet tinge on the pileus and stem. 

Var. rufas^ Pat. tab. Anal., n. 543 ; pileus brownish-rufonfl* 
gills ventricose, violet ; spores elliptical, apiculate. 

Inocybe echinata. Both. 

Pileus 1-2 in. across, flesh rather thick, campanulate iln^ 
expanded, obtuse, at first pulverulent then scaly, dry, dingy 
brownish-yellow; gills almost or quite free, crowded, Ij-^ 
lines broad, deep pink or blood-red; stem 1^2 in. longr 
2 lines thick nearly equal, floccosely pulverulent below the 
imperfect, zone-like ring, red, hollow ; flesh, like that of the 
pileus, red ; spores pale yellow with a red tinge, elliptloalf 
smooth, 5 X 3 /t. 

Agaricus echinatus, Eoth., Catal., ii. t. 9, f . 1 ; Cke., Hdbkt 
p. 154; Cke., Illustr., pi. 395. 

Agaricua HooJceriy Klotzsch, EngL Flora, vol. v. p. 97. 

Agaricus haematophyUiia, Berk., Mag. Zool. & Bot., t. 15, f. 1* 

On peat-beds in gardens and conservateries. 

In all probability an introduced species, and, as ih^ 
synonyms show, has been repeatedly described, readily known 
by the dingy scaly pileus, and the more or less intense red 
gills, stem, and flesh. 

Pileus 5-8 lines broad, fawn-coloured, centre mnb©'' 
Gills 1-1^ lines broad, beautiful purple, at length cinnamoo* 
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jfl flooooso-fibriUose, very fugacious, stem 1-1| in. high, J a 
le thiok, fistulose, shining purple, pruinose with fawn- 
loured meal. In a flower-pot. (Klotzsch.) 

*** EIMOSI. 

Inocybe schista. Cke. & Sm. 
Pileus i-S in. across, campanulate, broadly subumbonate, 
)8h thin, eqaal, dingy like that of the stem, cracking 
ngitudinally, rather fibrillose, bay-brown; gills adnate 
i& a decurrent tooth, rather ventricose, 3 lines broad, 
iwny-rufous at maturity, margin pale, serrate ; stem about 

in. long, 6-6 lines thick, equal, twisted, paler than the 
ileus, solid. 

Agarieus (Inocybe) achiatus, Cooke & Smith; Cke., Hdbk., 
u 154 ; Cke., Illustr., pi. 604. 

On a lawn. 

Distinguished by its large size, thick, twisted stem, and 
noad gills as bright in colour as those of a Flammula. It is 
k pity that the colour of the spores was not noted, as the 
Xuour of the gills suggests other than the genus Inocybe, 
^flicmeh the longitudinally flbrillose cracking pileus agrees 
riih me present genus. 

Inocybe fibrosa. Sow. 

Kleus about 4 in. across, flesh very thick at the disc, and 
^ lines thick nearly up to the margin, white, somewhat 
QM&panulate with a broad, obtuse umbo, silky, even, at length 
BUCKed, margin wavy, cracked, pale, yellowish-brown ; gills 
bee, crowded, 3-4 lines broad, narrower behind, very pale 
lingy oohre, margin uneven; spores elliptical, minutely 
varted or rough, 12-14 X 6 /i; stem 4-6 in. long, 1 in. thick 
•t the base, attenuated upwards, striate, flocculosely scaly 
IttTe, pale, solid. 

Agancua fibroaus^ Sowerby, Fungi, t. 414; Cke., Hdbk., 
»i 165; Cke., Illustr., t. 454 (after Sowerby). 

In fix woods. 

The figure in " Illustrations " is reproduced from Sowerby's 
tiginal drawing, which is somewhat difierent in colouring 
ton his pnUished plate. (Cooke.) 
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Our largest species oflnocyhe, Inol perlata, which approaches 
the present species in size, differs in the darker pilens and 
smooth spores. 

Inocybe phaeocephala. Bull. ? 

Pilens 1-2 in. across, snbcampannlate, rarely flattened and 
nmbonate, fuliginons, becoming brownish, smooth; gills 
free, semilunate, very broad, yellowish bistre colour; stem 
2-3 in. long, 2-3 lines thick, equal except the swollen base, 
naked, straight, grey with brownish lines, white at the base, 
solid ; spores elliptical, smooth, 6 x 4 /t. 

Agaricus {Inocybe) phcteoc&phalus^ Cke., Hdbk., p. 155 ; Cke., 
niustr., pi. 396. 

Agaricus jphaeocephalus, Bulliard, Champ. Fr., t. 555, f. 1. 

On the ground in pine woods. 

Fileus 2-4 in. broad ; stem 3-5 in. high, 4-7 lines thick. 
The spores are bright ferruginous red. (Cooke.) 

There appears to be a considerable difference of opinion as 
to what Bulliard's figure really is, the above description 
represents Dr. Cooke's view, the description being drawn np* 
from specimens found in pine woods in Scotland. 

Inocybe fastigiata. Schaeff. 

Pileus l|-2 in. across, 1 in. high, fleshy at the disc, conical 
then campanulate, margin incurved when young, then 
wavy, but sometimes regular, acute, longitudinally fibrillofle 
and cracked, rarely adpressedly squamulose, yellow-brown, 
fiometimes brownish; gills free, ventricose, crowded, rather 
thick, 2 lines or more broad, yellow then olivaceous; stem 
3-4 in. long, up to i in. thick, equal or slightly attenuated 
at both ends, silkily fibrous or flocculose, apex almost naked, 
pallid, solid, flesh fibrous, not rigid; spores subgloboee, 
•distinctly nodulose, 8-10 x 6-8 /*; cystidia numerous, large. 

Agaricus fastigiatiis, Schaeff., t. 26 ; Cke., lllustr., pi. 383 
(spores wrong shape) ; Cke., Hdbk., p. 155. 

Among grass, &c. 

Somewhat resembling I. pyriodora in size and appearance, 
the latter, however, is at once known by the smooth, pip" 
shaped spores, and the flesh becoming reddish when broken* 

Inocybe hiulca. Fr. 
Pileus 1-2 in. across, flesh very thin except at the fleehyj 
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prominent umbo, at first conical then expanded, everywhere 
adpressedly sqnamnlose or fibrillose, cracked, brownish then 
with an olive tinge ; stem 2-3 in. long, 2-3 lines thick, equal 
or the extreme base slightly bulbous, rather firm, adpressedly 
fibrillose, apex squamulosely mealy, pallid, but becoming 
reddish when bruised, white then reddish inside, stuffed; 
gills almost free, with a slender decurrent line on the stem, 
soon ventricose behind, 2 lines broad, thick, rather distant 
and rigid, whitish flesh-colour, darker at the base, olive when 
adult ; spores elliptical, smooth, 8-10 X 5 /*. 

Agaricua (Inocyhe) Mulcus, Fries, Epicr., p. 175 ; Cke., 
Hdbk.,p. 155; Cke., Ulustr., pi. 397. 

On the ground, in pine woods, &o. 

Smell obsolete ; stem somewhat curved, equal, base slightly 
bulbous ; pileus fuscous, then tinged olive. (Fries.) 

Inocybe Curreyi. Berk. 

Pileus 1^-2 in. across, convex then expanded, obtuse, longi- 
tudinally fibrillose, slightly squamulose at the disc only, 
dightly cracked, pale yellowish-brown; flesh very thin; 
gills quite free, 2 lines or more broad, yellowish then with 
an olive tinge; stem 2-3 in. lonjr, 3 lines thick, slightly 
attenuated upwards, minutely fibrillose, colour of the pileus, 
or a little paler, solid, flesh dingy ; spores elliptical, smooth, 
11 X 6/1. 

Agaricus (Inocyhe) Curreyi, Berk., Outl., p. 155; Cke., 
Ulustr., pi. 398. 

In woods, &c. 

Distinguished from J. pyriodora by the absence of smell ; 
from L/astigiata by the smooth spores; and ^ from L rimosa 
by the stem not being mealy at the apex, and by the 
Bquamules at the disc. 

Inocybe perlata. Cooke. 

Pileus 3-4 in. across, convex then expanded, broadly um- 
Ixmate, longitudinally fibrous, with darker fibrils, fuscous, 
JJUu-gin paler, incurved, disc dark bistre, nearly black; flesh 
whitish, thick at the disc, remainder equal up to the margin, 
•bout 1 line thick ; gills adnexed, rounded behind, 3 lines 
^'Wad, pallid then pale umber ; stem 3-4 lines long, J-f in. 
^ck, straight or curved, sometimes twisted, striate, pallid 

VOL. n. o ■ 
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and mealy above, dark below when old, solid, flesb. dirty- 
white ; spores broadly elliptical, smooth, 8-9 X Q /Jt^ 

Agaricu8 (Inocyhe) perlaUu^ Cooke, Grev., xv. p. 40 ; Cke., 
Blustr., pi. 961. 

Under trees. 

Eecognised amongst our species of Inocyhe by its large 
size ; differs from J. fibrosa by the dark pileus and base of 
stem, and from J. schistus by the flesh of the pilens not 
cracking longitudinally, and the dingy nmber gills. 

Inocybe rimosa. Bull. 

Pileus 1-2 in. across, flesh thin, white, campanulate with 
an indication of an umbo, silky-flbrous, the cuticle splitting 
longitudinally, yellowish-brown; gills almost free, rather 
crowded, Eomewhat ventricose, pale dingy tan-oolour ; stem 
2-3 in. long, equal, not incrassated at the base, firm, nearly 
smooth, whitish, mealy above, solid ; spores elliptical, smooth, 
10-11 X 5 /I. 

Agaricus rtmostis, Bull., Champ., t. 388; Cke., Hdbk., p. 
156 ; Cke., Illustr., pi. 384. 

On the ground in woods, &c. 

Most closely allied to I. asterospora^ with which it was 
at one time confounded, but differs in the smooth elliptical 
spores. L eutheles differs in the distinct umbo, adnate giUs, 
and in growing under firs. I. pyriodorua is distinguished by 
being altogether stouter, and in the strong pear-like smelL 

Inocybe asterospora. Quel. (fig. 14, p. 3.) 

Pileus 1-2 in. across, campanulate, somewhat umbonate, 
silkily fibrous and the cuticle cracked longitudinally, diji 
yellowish-brown or sometimes almost umber, especially at 
the disc ; flesh tbin, whitish ; gills almost free, rather 
close, 2 lines broad, ventricose, dingy tan ; stem 2-3 in. long, 
about 3 lines thick, equal, slightly subbulbous at the base, 
pallid, often with a pinkish tinge, solid ; spores subglobofle) 
coarsely warted, 10-11 fi diameter. 

Agaricus (Inocyhe) asterosporuSy Quelet, Bull. Soc. Bot 
France, xxvi. p. 50; Cke., Hdbk., p. 156; Cke., lUustr., 
pi. 385. 

On the ground in woods. 

Closely resembling I rimosa, with which it was oonfoTUii^ 
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so long as that species was defined by superficial characters, 
hut readily known by the globose, coarsely warted, or star- 
like spores ; the swollen base of the stem is also characteristic. 



Inocybe eutheles. B. & Br. 

Pilens 1-2 in. across, campanolate then expanded and nn- 
dulate, umbo prominent, sluning, silky, rather squamulose, 
fawn-coloured; gills broadly adnate^ about 1 line broad, 
pallid, margin whitish, minutely toothed ; stem 2-3 in. lon*^, 
2 lines thick, equal, very slightly swoollen at the very b9.se, 
frtariate, fibrous, pallid, solid; spores elliptical, smooth, 10-* 
11 X 6 fu 

Agaricus (Inocybe) eutheles. Berk. & Broome, Ann. Nat. 
1865, pi. viii. fig. 2 ; Cke., Illustr., pi. 386. 

On the ground among fir leaves, &g. 

Smell of meal. Superficially resembling several other 
species of Inocybe, from which it is distinguished by the 
following combined features : —prQminent umbo, broadly 
adnate narrow gills, and smooth, elliptical spores. 

SmeU farinaceous, rather disagreeable ; spores even, sub- 
elliptic, * 00029 in. long. It difiers from A.fastigiatuB in the 
adnate gills, smooth, not rough spores ; and from A, Curreyiy 
with which it agrees as to the spores, in its strongly um- 
bonate pileus, nearly equal stem, and adnate gills. (B. & Br.) 

Inocybe margaritispora. Berk. 

Pileus 1A--2 in. across, oampanulate then expanded, un- 
didating, broadly umbonate, silky, clad with ad pressed 
fibrillose scales, fawn-colour; gills adnexed, about 2 lines 
Inroad, pallid; stem 3-4 in. long, 3 lines thick, equal, fibril- 
loie, pallid, solid; spores subglobose; coarsely wartred 
8 Ik diam. 

Agaricus (Inocybe) margaritispora, Berk., MS. ; Cooke, Hdbk., 
p. 157 ; Cooke, Illustr., pi. 505. 

On tiie ground. 

BesembKng L eutheles^ but usually rather larger, differing 
viDcipally in the warted subglobose spores. (Cooke.) 

In Cooke's figures the pileus is pale yellow-brown. Rr- 

mibling L asterospora in the spores, but differing in the 

Dger stem and squamulose pileus. 

2 
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Tnocybe destricta. Fr. 

Pileus 1^-2^ in. across, flesh thin, white; campannlato- 
oonvex then expanded, nmbonate, at length depressed 
round the brownish umbo, cracked, fibrillose, then torn into 
i:([uamnles, pallid then rufescent; gills nncinately adnate» 
crowded, thin, 2 lines broad, white then greyish-cinnamon ; 
stem solid, soft, abont 2 in. long, 2-3 lines thick, almost 
equal, glabrous, fibrillosely striate, white with a red tinge, 
apex slightly mealy ; spores elliptical, smooth, 8 X 4 fu 

Agaricus {Inocyhe) dtstrictus, Fries, Epicr., p. 172; Cooke» 
Hdbk., p. 167 ; Cooke, Illustr., pi. 387. 

In pine woods, &c. 

Smell unpleasant. Distinguished from J. rtmosa by the 
adnexed gills and the stem becoming reddish with age. 
I. asterosjpora is known from the present species by the nodu- 
lose, irregular spores. 

Inocybe perbrevis. Weinm. 

Pileus about 1 in. across, rather fleshy, convex, obtusely 
umbonate, then expanded and often depressed round md 
umbo, fibrosely squamulose or silky, rufous-brown then 
paler and yellowish, margin somewhat striate and at length 
hplitting ; gills adnexed with a slight decurrent tooth, rathw 
distant, 1^ line broad, brownish-white then tan-colour; stem 
not more than 1 in. long, 2 lines thick at the apex, slightly 
attenuated towards the base, pallid, whitish flbrillose, 
stuffed ; spores elliptical, smooth, 10-12 x 6 m- 

Agaricua perhrevisy Weinm, p. 185; Cooke, Illustr., pi. 519; 
Couke. Hdbk., p. 157. 

In woods. 

Small, but rather firm, reddish-brown then becoming 
yellowish ; stem paler, apex mealj', attenuated downwardfl. 
liesembling in habit and colour some of the small species of 
Lactaritis. 

Inocybe descissa. Fr. 
Pileus up to 1 in. across, flesh thin except at the disc, 
conical then campanulatus, flbrillose, becoming radiately 
<ra<ked and splitting when expanded, whitish or pallid 
\cl low-brown, margin often striate ; gills almost ftedf 
crowded, thin, pallid then brownish; stem 1-1| in. long* 
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about 2 lines thick, equal, undulate, rather fibrillose, apex 
with white powder, whit*^ both outside and inside ; spores 
elliptical, smooth, 8 X 4>5 /x. 

AgaricuB (Inocybe) descissus, Fries, Epicr., p. 174; Cooke, 
Hdbk., p. 157. 

In woods. 

Slenderer thati J. geophylla, which the present species 
somewhat resembles ; stem white outside and inside; pileus 
brownish-white, margin often striate. (Fries.) 

Var. anricomns^ Batsch. Smaller and more slender ilian 
the typical form, margin striate, becoming yellowit^h ; stem 
hollow; gills adnexed, ventricose, brownish- white. 

In woods, &c. 

Bequires to be carefully distinguished from yellowish 
forms of J. geophylla. Pileus cracked. (Fries.) 

Inocybe Trinii. Weinm. 

Pileus ^1 in. across, flesh very thin except, at the disc, 
hemispherical, obtuse, whitish with a rufous tinge, with 
longitudinal rufous fibrils, tawny when dry ; gills adnexed, 
rounded behind, about 1 line broad, ventricose, cinnamon, 
edge white, floccose; stem 1-1 J in. long, about 1 line thick, 
with loose rufous fibrils, powdered with white meal ; spores 
sabglobose, coarsely warted, 9-10 /a diam. 

AgaricuB {Inocybe) Trinii^ Weinm., Boss., p. 194; Cooke, 
niustr., pL 428b. 

Among grass. 

Smell like clove-pinks. Leaning on one side ; pileus 
aoarcely rimose; not squamose, \ in broad, whitish-rufous, 
tawny when dry. (Fries.) 

**** VELUTINI. 

Inocybe sambncina. Fr. 
Pileus 2-3 in. across, flesh white rather thick, firm; 
convex then expanded, often wavy, not incurved, obtuse, 
ttUkY-flbrillose, even, white, rarely pallid-yellowish; gills 
dijptly adnexed, crowded, ventricose, 2-3 lines broad, 
whitish; stem solid, stout, 1-1^ in. long, ^-1 in. thick, equal 
<tt davate, often decumbent, striate, glabrous, white, apex 
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indistinctly mealy; veil absent; spores elliptical, smooth^ 
11-12 X 6 /A. 

Agaricus (Inocyhe) sambucinus. Fries, Epicr^ p. 175; Cooke, 
Hdbk., p. 158 ; Cooke, lUustr., pi. 399. 

Amongst grass, &c. 

Solitary, compact, stout, smell strong. Pileus wliite, often 
wav}", margin not cracked nor splitting, becoming tinged 
with yellow. Stem stout, often decumbent; apex sparingly 
prninoso. (Fries.) 

Inocybe caesariata. Fr. 

Fileus |-1J in. across, disc fleshy, remainder thin, convex 
then expanded, somewhat gibbous, tawny-ochraceous, with 
ochraceous fibrillose, more or less spreading squamules; gills 
rounded behind and adnexed, pale ochraceous, margin quite 
entire; stem l|-3 in. long, 2-3 lines thick, equal, very 
fibrillose, pale ochraceous, solid; spores elliptical, smooth, 
8 X 4 /A. 

Agaricm (Inocyhe) caesaricUua, Fries, Hym. Eur., p. 234; 
Cooke, Illustr., pi. 338. 

In beech woods, &c. 

The ochraceous colour and copious fibrils readily di^ 
tinguish this species. (Fries.) 

Inocybe Incifaga. Fr. 

Pileus about 1 in. across, thin, convex then plane, um- 
bonate, covered with minute, adpressed scales, or often 
longitudinally fibrillose, somewhat olive, sometimes pale, 
rarely fawn-colour; flesh white; gills nearly free, or de- 
pending on the variable form of the pileus, adnexed, crowded, 
ventricose, plane, whitish, soon yellowish, at length pnre 
olive ; stem solid, rigid, about 1|^ in. long and 2 lines thiok, 
equal, often undulated, hardly fibrillose, apex with a scant/ 
covering of white meal, pallid; spores elliptical, smooth, 
10 X 6 /A. 

Agaricm {Inocyhe) lucifugm^ Fries, Epicr., p. 177; Ckft» 
Hdbk., p. 158; Cke., Illustr., pi. 429a. 

In pine woods, &c. 

Smell unpleasant, something like radishes. Distinguished 
by the clear olive colour of the gills, and the absence of ^ 
veiL 
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Inocybe sindonia. Fr. 

Fileus li— 2 in. across, flesh thin, white, campanulato- 
convex, gibDous silky-velvety, even, when yonng having the ' 
fibrils of the veil appendiculate from the margin, dingy 
white or at length yellowish ; gills narrowly adnexed, linear- 
lanceolate, 1 Hne broad, brownish- white ; stem soft, filled - 
with a distinct pith whe^n yonng, then hollow, 2-3 in. long, 
3 lines thick, equal, at first slightly flbrillose from the veil, 
then becoming glabrous, white; spores elliptical, smooth, 
7 X 4ft. 

Agarkus (Inocybe) «in(2onttM, Fries, Epior., p. 176; Cke., 
Hdbk., p. 159 ; Cke., Illustr., pi. 400. 

In damp, shady places. 

Allied to J. geophylla, but known by the hollow stem and 
larger size. PUeus not fibrillose. 

Inocybe Clarkii. B. & Br. 

FileuB §-1 J in. across, flesh very thin except at the umbo, 
white ; oampannlate, obtuse, whitish, silky ; gills adnexed, 
rather distant, 1^-2 lines broad, thin, pallid, margin white ; 
atem 1^2 in. long, 2-3 lines thick, equal or slightly 
thickened at the base, white, solid; spores pale, elliptical, 
smooth, 8-10 X 6 fi. 

Agaricus (Inocybe) Clarkii, B. & Br., Ann. Nat. Hist., n. 
1345; Cke., Hdbk., p. 159 ; Cke., Ulustr., pi. 429b. 

On the ground in shady places. 

Distingtiished by the white, silky, campanulate pileus. 
Allied to J. nndonia, but distinguished by the hollow stem 
and persistently pale gills. 

Inocybe geophyUa. Fr. 
Fileus ^1 in. across, flesh thin, white, conical then ex- 

Cided, umbonate, dry, silky, the cuticle breaking up into 
gitndinal silky fibrils, white, lilac, or violet; white or 
jeUowish when old; gills almost free, rather broad, ven- 
trioose, crowded, whito^then brownish-tan, at length brown: 
Item stuffed, rather ^tfn, 2-3 in. long, 3 lines tbick, equal, 
commonly straight, glabrous, white or coloured like the 
pOemi, apex with white meal; spores elliptical, smooth, 
Mx4^. 

Agarieua (Inocybe) geophyllus, Fries, Epicr., p. 176 ; Cke., 
Hdbt, p. 159 ; Cke., Illustr., pi. 401. 
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Amongst grass in woods, &o. 

Gregarious, smell weak ; more slender than J. sindonia ; 
known from /. seahellus by the white or lilac, not brownish 
and sqnamnlose pilens. 

Fileus ^-1 in. broad, umbonate, at lengtli subinverted, 
white, lilac, brownish, yellowish, &c., satiny, often rimose. 
Oills adnate or adnexed, ventricose, earthy, not cinnamon, 
the margin white, snbdentate. Stem 1-3 in. high, 1-2 lines 
thick, flexnou8, equal or snbbulbous, firm, very minutely 
farinaceous above, solid, but the inner substance less compact. 
Odour strong and disagreeable. (Berk.) 

Inocybe scabella. Fr. 

Pileus about 1 in. across, conical then expanded, umbonate, 
silky -fibrillose, at length becoming torn into squamules 
except the umbo, brownish, rufous-brown, sometimes dingy 
ochraceous, flesh dingy ; gills adnexed, somewhat ventricose, 
but at times narrow, moi-e or less crowded, dingy at first 
then brownish; stem stuffed, thin, IJ in. long, |-lj line 
thick, equal, straight or flexuous, glabrous, rufous or pallid, 
apex obsoletely pruinose ; veil not evident ; spores irregnlar, 
nodulose, 10 x 7 ft. 

Agaricua (Inocyhe) acahellua^ Fries, Epicr., p. 127 (not of 
Alb. & Schw.) ; Cke., Hdbk., p. 159. 

Grassy places in woods, &c. 

A very vanable, but quite distinct species. Stature of 
I, geophylla but more slender, inodorous, and brown or 
i-ufescent, colour of pileus and stem different. 

Inocybe subrimosa. Mass. 
Pileus about 1 in. across, conico-campanulate then ex- 
panded, with a prominent conical umbo, margin oflea 
undulate, even, glabrous, the cuticle becoming broken up 
into longitudinal fibrils, then cracked, bay or pale rusty- 
ochraceoiis; gills very much attenuated behind, free or 
slightly adnexed, rather ventricose, white then pale dingy- 
tan (colour of old wash-leather), at length brownish ; basidi» 
clavate, 30-42 x 14 /ia; cystidia fusoid, apex at first minntely 
spiny, 65-95 x 20 /jl; spores subglobose, unequally stellately 
spiny, tinged yellow, 13-14 x 10-11 /i; or 10-12 fidiain*» 
stem about 2 in. long, Ij lino thick, solid, equal, round* 
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>li8hed, usually slightly flexuous, base with a very minute, 

ore or less marginate bulb, glabrous, white, everywhere 

ealy, not pellucid. 

ClypeuB subrimoms, Karsten, Meddl. af Soc. pro Fauna et 

Lora Eennica, 1888-91, p. 38 ; Cke., lUustr., pi. 402 (called 

\ocyhe scahella.) 

Among grass. 

Flesh white ; inodorous and tasteless. 

Inocybe Renneyi. B. & Br. 
Fileus ^-§ in. across, flesh very thin except at the disc, 
)mispherical, slightly flbrillose, disc brown, the remainder 
wn-colour; gills rounded behind and almost free, 1 line 
*oad, dingy ochraceous ; stem 1-^2 in. long, 1^ line thick 
i the apex, slightly attenuated downwards, paler than the 
leus, flbrillose, solid; spores pip-shaped, the narrow end 
ightly curved, rough, 12 x 7-8 fju 

Agaricus (Inocybe) Benneyi, Berk. & Br., Ann. Nat. Hist., 
1761 ; Cke., Illustr., pi. 520a. 
On the ground. 

Var. major; coloured like the type form, but larger; 
leus up to 1 in. across, campanulate ; gills broadly aduate, 
nnamon-colour, stem equal. Flesh dingy, as is also that of 
le typical form; spores pip-shaped, rough, 13-17 x 10 /x. 
Cke., Illustr., pi. 520b. 
In fir woods. 

Inocybe trechispora. Berk. 
Fileus ^— J in. across, somewhat membranaceous, convex 
iOn expanded, umbonate, at first viscid but soon dry and 
Iky, umbo brownish, remainder whitish ; stem 1^-2 in. 
ng, Ij in. thick, nearly equal, often slightly wavy, whitish, 
i^tly striate and mealy, nearly solid; gills emarginate, 
Sier distant, ventricose, pinkish-grey; spores irregularly 
idulose, 7 X 5-6 /a ; cystidia subfusiform, sometimes slightly 
othed at the apex, 35-45 x 10 /x. 

Agaricus (Inocybe) trechisporus, Berk., Outl., p. 156 ; t. 8, 
6; Cke., Hdbk., p. 160; Cke., lUustr., pi. 403a. 
In woods amongst ferns, &o. 

Somewhat resembling J. geophylla, but distinguished by 
be dark nmbo, and the nodulose spores. 
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Inocybe vatricosa. Fr. 

Pilens about ^ in. across, flesh thin, convex then plane, 
obtusely umbonate, even, glabrous, viscid when moist, 
shining when dry, slightly silky near the margin, white; 
gills broadly emarginate, adnexed, almost free, broad, white 
then brownish ; stem about 1 in. long, 1-2 lines thick, equal, 
curved and contorted, white, not flbrillose, but with white 
down at the base, everywhere powdered with white meal, 
hollow. 

Agaricus {Inocyhe) vatricoaus, Fries, Epicr., p. 177; Cke., 
Hdbk., p. 160; Cke., lUustr., pi. 403b. 

Damp naked places in pine woods, also on wood. 

A minute species, remarkable for the glabrous viscid disc 
of the pileus, and the tiiily silky margin. With exactly the 
habit of J. geophylla, but smaller. (Fries.) 

Inocybe Whitei. B. & Br. 

Pileus up to 1 in. across, flesh very thin, except at the 
disc, at first hemispherical, then convex, tawny, margin 
whitish, at length expanded and wholly tawny, fibnlkise, 
slightly viscid ; veil white, fibrillose ; stem about 1 J in. 
long, IJ line thick, slightly thickened at the base, nearly 
smooth, white, becoming brownish, solid; gills adnexed, 
white at first then pallid; spores obliquely elliptical, 
smooth, pale yellow-brown, 9 x 4 /x ; cystidia more or less 
broadly clavate, tapering to a very thin pedicel, plentiful. 

Agaricus (Inocyhe) Whitei, Berk. & Br., Ann. Nat. Hist., 
n. 1527; Cke., lUustr., pi. 404a. 

On the ground in pine woods, &c. 

Stature that of I. geophylla, a very curious and beautiful 
little species allied to I. vatricosa, (Berk. & Br.) Beadily 
known by the viscid, tawny pileus. 

Inocybe tricholoma. A. & S. 

Pileus §-lJ in. across, plane, becoming more or less de- 
pressed, sometimes irregular, rather viscid, whitish, margin 
irregularly fringed with adpressed white fibrils ; gills de- 
current, thin, pale brownish-tan ; stem 1^2 in, long, 1^^ 
lines thick, white, squamulose upwards. 

Agaricus (Inocyhe) tricholoma, Alb. & Schw., Consp., p. 188 ; 
Cke., lUustr., pi. 404b. 
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In woods. 

Distingidfihed from all other species by the white stem 
and viscid white pileus with a more or less fringed margin. 

BOLBITIUS. Fries, (figs. 18, 19, p. 3.) 

Pilens membranaceous ; gills adnexed or free, membrana* 
ceons, soft, salmon-colour or rusty, dissolving (not dripping 
as in Coprinus), powdered with the rusty spores; stem 
central ; universal veil absent, partial veil often obsolete. 

Bolbitius, Fries, Epicr., p. 253 ; Cke., Hdbk., p, 234. 

Very delicate and fragile, remarkable amongst the ochro- 
sporae for the gills dissolving into mucus, and in this respect 
analogous with Coprinm amongst the Fhaeosporae, and 
Hiaiula amongst the Leucosporae. Growing on dung or 
amongst grass where duDg abounds. 

A small but very natural genus, with the vegetative 
portion like Coprinm and the fructification resembling Cor- 
ti$uiriu8, hence occupying an intermediate position between 
these two genera. (Fries.) 

Bolbitius grandiusculus. Cke. Ss Mass. 

Fileus l|-2 in. across, almost membranaceous, campanu- 
late then expanded, smooth, slightly striate at the margin, 
pale yellow, disc rufous; gills narrowed behind and quite 
finee, about 1 line broad, crowded, pale then rusty-ochraceous ; 
stem 3-4 in. long, 3 lines thick at the base, slightly and 
uniformly attenuated upwards, white, smooth, even, straight, 
hollow; spores rusty, elliptic-oblong, 15 x 5-6 ft. 

BoUntiw grandiusculus, Cke. & Massee, Grev., vol. xviii. 
p. 63; Cke., Hdbk., p. 378 ; Cke., Illustr., SuppL, pi. 1159. 

Amongst grass. 

The largest species of the genus, known at once by the 
xarrow, free gills, and the long, pure white, tapering stem. 

Bolbitius viteUinns. Fr. 

KleuB 1^2 in. across, flesh equal, thin, campanulate or 

orate then expanded, viscid, clear deep yellow, at first even, 

Uen the margin becomes sulcate and often splits; gills 

Blightly adnexed, narrow, ochraceous-tan ; stem about 3 in. 
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long, 2 lines thick, equal, straight or rather wavy, white, 
and covered with white squamules, hollow ; spores elliptical, 
tawny-ochraceous, 10 x 6 /ju 

BoUntius vitellinua, Fries, Epicr., p. 254 ; Gke., Hdbk., p. 
235 ; Cke., lUustr. pi. 928a. 

On dung and in rich pastures. Subcaespitose. Closely- 
allied to B. Boltoni and B. flavidm ; distinguished from the 
former by the clear egg-yellow colour of the pileus, which is 
not darker nor depressed at the disc ; known from the latter 
by the white stem. 

Bolbitius flavidus. Bolton. 

Pileus 1-2 in. across, glutinous, conical then expanded, but 
usually with the disc a little elevated, margin striate and 
usually split, pale yellow ; gills almost or quite &ee, about 
2 lines broad, at first white, then yellow, at length dusky 
brown, stem about 2 in. high, 2-3 lines thick at the base, 
slightly thinner upwards, yellow both outside and inside, 
hollow, veil very fugacious at an early stage, and leaving 
no mark on the stem; spores elliptical, brown, 10 x 6 fu 

Agaricua flavidus, Bolton, p. 149, pi. 149 ; Oke., lUustr., 
pi. 689. 

On dunghills, &c. As stated under Bolbitius Boltanij 
Fries ; the true species called Agaricus flavidus by Bolton 
is quite distinct from the species of Fries, the principal 
points of distinction being that in the present species the 
pileus is obtuse or subgibbous and not darker at the disc 
than elsewhere, the free gills, and the plant not becoming 
dry and papery at maturity, but deliquescing. The following 
is Bolton's own account. 

The root is small and hard, emitting black-brown fibres. 

The stem is 2 in. high, smooth, largest at the base, hollow, 
yellow both within and without, and easily splits in yellow 
shining filaments. 

The curtain is white, extremely light and delicate; it 
vanishes in the infancy of the plant, and leaves no mark on 
the stem. 

The gills are in three series, of a narrow, oblong figure, 
thin, and tender ; they are at first white, afterwards yellow, 
and change at last to a dusky brown. 

The pileus at first conical, and covered with a tough, 
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slippery gluten ; afterwards becomes convex, bnt most fre- 
quently with the centre a little elevated ; in the progress of 
growth, the margin becomes striated, and frequently rent; 
at last the whole plant dissolves in a iDrown jelly. 

Grows on dunghills, after rain, June and July. (Bolton.) 

Bolbitins Boltoni. Fr. 

Pileus rather fleshy, viscid, at first even, then with the 
membranaceous margin sulcate, disc darker subdepressed ; 
stem attenuated, yellowish, at first floccose from the remains of 
the fugacious veil ; gills subadnate, yellow then livid-brown. 

Bolbitius BolUmi, Fries, Epicr., p. 254; Fries, Hym. Eur., 
p. 334; Cke., Hdbk., p. 234; Cke., lUustr., pi. 689 (not 
Bolton, pi. 149). 

Amongst heaps of leaves in places where dung abounds. 
Pileus at first conical, yellow, becoming pale, at length dry 
and papery. Spores fuscous-brown. (Fries.) 

Fries has seen the fungus described above in a living 
condition, and at the same time considered it to be identical 
with the fungus called Agaricua flavidus by Bolton, p. 149, 
and figured on pi. 149 ; but when the descriptions by Bolton 
and Fries are compared, it will be seen that there are some 
discrepancies, the main feature in Fries' plant, as indicated 
by italics, is ^^ disco ohacuriore mbdepreaso,** whereas Bolton 
says most frequently with the centre (of the pileus) a little 
elevated, and during recent years Mr. Phillips of Shrewsbury 
has found a fungus on dung that accords exactly with Bolton's 
description and figure, having the pileus slightly gibbous^ 
and not subdepressed and darker as stated by Fries, the 
spores in Mr. Phillips's specimens are clear brown, not 
•*6raniieo/««cae," as in Fries' fungus, and the gills are free* 
The specimens found by Mr. Phillips are figured in Cooke's 
Illustrations, pi. 689. 

The plant of Fries, judging from his quotation of Bolton's 
figure, must be about the same size as the latter, but being 
dibtinct from Boltonl's fungus, with which it has hitherto 
been confounded, it is doubtful whether the Bolbitius Boltoniy 
^ries, is a native of Britain. 

Bolbitias fragUis. Fr. 
Pileus about 1 in. across, almost membranaceous, viscid^ 
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pellucid, margin striate, rather umbonate, yellow becoming 
pale ; gills attenuated behind, adnexed, about 1^ line broad, 
rather distant, yellowish then pale cinnamon ; stem 2-3 in. 
long, 1} line thick, attenuated upwards, straight, naked, 
yellow, hollow ; spores ferruginous, elliptical, 7 x 3-6 /i. 

Bolbitim fragilia. Fries, Epicr., p. 254; Cke., Hdbk., p. 235; 
Cke., Illustr., pi. 720a. 

On dung and amongst grass. Solitary, [or 2-3 dustered 
togethered. 

More slender than Bolbitiua Boltoni, fragile, drying up, 
yellow becoming pale. Spores ferruginous. (Fries.) 

Bolbitius apicalis. W. G. Sm. (figs. 18, 19, p. 3.) 

Fileus conical, not expanding, §-1 in. long, membranaoeons, 
brownish, striate from the first up to the ochraceous, even, 
subumbonate disc, the difference in colour between the two 
parts defined by a distinct line ; gills free, at first pressed to 
the stem, 1^ line broad, ventricose, bright brown; stem 
about 1^ in. long, incrassated at the base, striate, white, 
minutely mealy under a lens, hollow ; spores brown, ellip- 
tical, 9 X 6-7 fi. 

Bolbitiua apicalis, W. G. Smith, in Cooke's Hdbk., ed. L, p. 
171 ; Cke., Hdbk., p. 235 ; Cke., Illustr., pi. 720b. 

In pastures. 

Distinguished by the pileus being striate and brown up to 
the smooth, ochraceous disc. 

Bolbitins titubans. Fr. 

Fileus |-1 in. across, membranaceous, ovato-campanulate 
then expanded, discoid, yellow; gills slightly adnexed, 
about 1 line broad, rather distant, pallid then salmon-colour; 
stem l|-2^ in. long, about 1 line thick, straight, yellowish, 
shining, hollow; spores 12 X 8 /*. 

Bolbitiua tituhanSy Fries, Epicr., p. 254; Cke., Hdbk., 
p. 235 ; Cke., Illustr., pi. 690. 

Amongst grass, &c. Very fragile, almost tottering. Fries 
states that the . gills are pallid then becoming purplish or 
brownish flesh-colour, and in that respect his specimens 
•differed from the figures of other fungologists. He also says 
that the spores appear purplish-brown. 

Pileus conical, at length plane, ^-| of an inch broad, mem- 
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branaceous, plicate, pale yellow, deepest in the centre, and 
smooth. Lamellae distant, pale, at length brown-red or 
flesh-colour, narrow, mottled. Stipes scarcely more than a 
line thick, 3-4 in. long, hoUpw, weak, yellow. A very 
elegant species, possessing, according to Withering, a strong 
and disagreeable smell. (Grev.) 

Bolbitins rivulosns. B. & Br. 

Pilens about IJ in. across, campanulate, striate, rivnlose, 
dingy tan-colour; flesh white, rather thick at the disc, 
elsewhere membranaceous; gills narrowed behind, slightly 
adnexed, rather distant, about 1^ line broad, cinnamon; 
stem about 3 in. long, 3 lines thick at the base, gradually 
attenuated upwards, straight, smooth, even, white, hollow ; 
spores elliptic-oblong, ferruginous, 10-12 X 6-7 ft. 

'36lbitiu8 rivulosus. Berk. & Broome, Ann. Nat. Hist., n. 
1773 ; Cke., Hdbk., p. 236 ; Cke., Illustr., pi. 928b. 

In an orchid house. 

Distinguished by the dirty tan-coloured pileus striate 
half-way up. Possibly an introduced species. 

Bolbitins niveus. Mass. 

Pileus about 1 in. across, rather fleshy, campanulate, 

•obtusely umbonate, smooth, slightly viscid, margin striate, 

pure white; gills narrowed behind and quite free, about 

1 line broad, rather distant, broadest in front, pallid then 

^4Balmon-colour ; stem about 4 in. long, olavato-bulbous at the 

l)a8e, gradually attenuated to the apex, rather tough, shining, 

3[)ure white, hollow; spores elliptical, salmon-colour, 18 x 

•^-10 fu 

Bdbitius conoc&phalua^ Bull., Cke., Hdbk., p. 378; Cke., 
JQluBtr., pi. 1160. 

On the ground in the palm-house, Kew. Beadily known 
'fcythe pure white pileus and stem. Certainly not the 
species intended by Bulliard. In all probability an exotic 
^^peoiee, introduced with soil. 

Bolbitins tener. Berk. 

Pileus exceedingly delicate, elongato-conical, ^1 in. long, 

"*^ot expanding, even, smooth, moist, yellowish-white ; gills 

attenuated behind and nearly free, narrow, not crowded, 

^^Imon-coloar; stem variable in length, 1^-3 in. high, about 
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1 line thick, claYato-bulbous at the base, white, hollow; 
spores elliptical, salmon-colour, 15-16 x 8-10 /a. 

Bolbitiua tener. Berk., OutL, p. 183 ; t. 12, f. 2 ; Cke., 
Hdbk., p. 235 ; Cke., Illustr., pi. 691. 

Amongst grass. 

Very slender. Distinguished by the smooth, even, 
whitish conical pileus and the bulbous base of the stem. 



PLUTEOLUS. Fr. (fig. 7, p. 3.) 

Pileus conical or campanulate then expanded, flesh thin ; 
viscid, margin at firnt straight and adpressed to the stem ; 
gills rounded behind and free from the stem; stem central, 
its substance differentiated from the fiesh of the pileus 
spores ferruginous or saffron-colour. 

Pluteolus, Fries, Hym. Eur., p. 266 ; Cke., Hdbk., p. 182. 

Growing on wood. The present genus corresponds mor- 
phologically to Pluteua in the Bhodosporae, 

Pluteolus reticulatus. Fr. (fig. 7, p. 3.) 

Pileus 1-1^ in. across, flesh thin, campanulate, beoomini 
plane, viscid, with raised, anastomosing veins forming 
vague network, margin striate, greyish or pale lilac ; gi 
free, ventricose, crowded, 1 J line broad, rusty-saffron colours, 
stem l|-2 in. long, 1^ line thick, slightly incrassated at tb 
base, fragile, fibrillose, white, hollow ; spores ferruginous i 
the mass, elliptical, smooth, 7 x 4 ft. 

A(jaricu8 {Pluteolus) reticulatus. Fries, Hym. Eur., p, 266 . 
Cke., Hdbk., p. 183 ; Cke., Illustr., pi. 495. 

On dead wood. 

Closely resembling Pluteua in habit and structure, bnf 
with ferruginous spores. 

Pluteolus aleuriatus. Fr. 

Pileus about f in. across, thin, conico-convex then flat^ 
tened, viscid, striate, not wrinkled, greyish or pink; gilL^ — *® 
free, ventricose, ochraceous-saffron ; stem 1^2 in. long, abou' -^^^ 
1 line thick, white, pulverulent, often incurved, hollow. ^ 

Agaricua (^Pluteolus) aleuriatus, Fries, Hym. Eur*, p. 266 ^ ' 
Cke., Hdbk., p. 183. 
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On rotten sticks, &o. 

Fragile. Distinguished from P. reticutatu^, by the pilens 
not having raised, anastomosing veins, and in the powdery 
stem. 



PHOLIOTA. Fries, (fig. 10, p. 3.) 

Fileus more or less fleshy ; gills adnate, with or without 
a decurrent tooth, or rounded behind and adnexed, tawny or 
ferruginous at maturity, as are also the spores ; stem central, 
furnished with a distinct interwoven ring. 

Pholiota, Fries, Syst. Myc, i. p. 240 ; Cke., Hdbk., p. 140. 

The only genus in the Ochrosporae having the stem 
famished with a persistent, membranous, or interwoven 
more or less spreading ring. In Flammulai a closely allied 
genus, the ring, if present, is fibrillose and never forms more 
than an indistinct silky zone or girdle round the stem. In 
CortinariuSf which is also allied, the veil is fibrillose, forming 
at most a zone round the stem. 

A few species grow on the ground, principally in damp 
plaoes amongst moss, but .the majority grow on wood, and 
are often densely caespitose. The genus includes many very 
laige and brilliantly coloured species. 

ANALYSIS OF THE SPECIES. 

A. HuHiaENi. — ^Terrestrial ; rarely caespitose. 

^ Eud&rminu — Spores ferruginous. 

•* PhaeotL — Spores dusky ferruginous. 

B. TBUNaoENi. — Ghrowing on wood ; subcaespitose. 

^ AegeritinL — ^Pileus naked, not scaly, but sometimes 
^staeked ; gills pallid, becoming rufescent or dusky. 

*^ Squarrari. — Fileus scaly, not hygrophanous ; gills be 
ooQdng discoloured. 

t OtUs not purely ferruginous, 

VOL. u. p 



210 FUNGUS-FLORA. 

ff Gills yellow, then pure ferruginous or tavmy. 

*** Hygrophani. — Gills cimiamoii (not at first yellow). 

C. MusaGEXi. — Hygrophanous. Analogous to Gakra^ 
vfiih. a ring. 

A. HUMIGENL 
* Eudermini. 

Pholiota aurea. Matt. 

Pileus 4-6 in. across, hemispherical then expanded, fleshy 
hnt not compact, soft, obtuse, rather velvety at first, then 
torn into minute squamules, bright tawny-yellow or more or 
less ochraceous, gills adnexed then almost free, 3-4 lines 
broad, ventricose, connected by veins, pale tawny-ferruginous; 
Ktem 5-8 in. long, ^| in. thick, almost equal, even, more or 
less covered with ferruginous, scurfy, separating particles 
below the ring, solid, pale; ring variable, small or ample, 
tjrect then spreading; spores eUiptical, tawny-ferruginous, 
10 X 5 ft. 

Agaricus (Pholiota) aureus, Mattusch., Sil., p. 361; Cke., 
Hdbk., p. 140; Cke., lUustr., pi. 346. 

Agaricus (Pholiota) aureus, Matt., var. Herefordiensts, Cke.> 
Jllustr., pi. 347. 

•On the ground. Subcaespitose. 

Very handsome ; the flesh thin in proportion to the size 
of the pileus, soft, white, becoming yellowish. The spores 
are shed copiously, powdering the distant ring and apex of 
the stem. Eing sometimes ample, radiato-striate, veined. 
(Fries.) 

Var. Vahliij Schum., Fl. Danica, t. 1496; pileus event 
glabrous ; gills almost free. 

Differs more especially from the typical form in the smootb 
pileus. 

Pholiota caperata. Pers. 
Pileus 3-5 in. across, flesh thin, ovate then expandel^ 
obtuse, moist, viscid only when moist, covered with super — 
ficial white particles, more or less bright yellow; gill^^ 
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aduate, seceding, thin, 2-3 lines broad, margin serrulate, 
pallid then tan-colour; stem 4-6 in. long, up to 1 in. thick, 
cylindrical or swollen at the base, white, apex shining white, 
squamulose from the superior, membranaceous, deflexed ring, 
solid ; spores elliptical, 12 x 4*5 /ia. 

Agaricua caperatus^ Persoon, Syn., p. 273; Cke., Hdbk., 
p. 140 ; Cke., Illustr., pi. 348. 

In woods. Solitary, or two or three together. 

Large, stout, but pileus thin in proportion. The young 
pileus is covered with white flocci, crowded at the even disc 
and squamulose towards the thin lacunose sulcate margin, 
becoming naked. A persistent volva is sometimes present 
at the base of the stem during rainy weather. There is a 
smaller form in pine woods, with a short stem, 1^3 in. long, 
and with the pileus even. (Fries.) 

Pholiota terrigena. Fr. 

Pileus 1^-3 in. across, fleshy, rather compact, lenticular 
then flattened, obtuse, adpressedly silky-flbrillose, pale 
dingy yellow ; flesh yellow ; gills adnate with a decurrent 
toothy about 2 lines broad, scarcely crowded, yellowish then 
ferruginous with an oUve tinge ; stem about 2 in. long and 
3-5 lines thick, flesh fibrous, not thickened at the base, 
dingy yellow, variegated with squaiTose, small ferruginous 
wart-like squamules; partial veil remains in part on the 
stem, forming a ring, and in part appendiculate at the margin 
of the pileus, stufled ; spores broadly elliptical, 5 x 3 /a. 

Agaricua (Pholiota) terrigenu8y Fries, in Vet. Ak. Forh., 
1851 ; Cke., Hdbk., p. 141 ; Cke., Illustr., t. 349. 

Damp ground in woods, &c. 

A smaU form occurs with the veil obliterated, may readily 
"be confounded with Cortinarius venetus and Cortinarius de- 
(Fries.) 



PhoUota erebia. Fr. 
Pileus 1-2 in. across, convex then flattened, glabrous, 
^niiher viscid, hygrophanous, often wrinkled, margin striate, 
"Umber with an olivaceous tinge, ochraceous-tan when dry ; 
Attk thin, dingy ; gills adnate, rather distant, 2 lines broad, 
iM^lid then dingy cinnamon; stem 2 in. long, 3-4 lines 
^liick, equal, somewhat striate, soon pale, hollow; ring 

p 2 
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superior, soon drooping with the margin upturned, often 
striate. 

Agaricus (Pholiota) erehius, Fries, Syst. Myc, i. p. 246; 
Cke., Hdbk., p. 141 ; Cke., lllustr., pi. 328 . 

Agaricus jecorinus, B. & Br., Ann. Kat. Hist., n. 328. 

Grassy places in woods, &c. 

Gregarious, rather fragile, pileus often rugulose, lurid, 
when dry ochraceous-tan. (Fries.) 

The pileus is sometimes more or less umbonate, also some- 
times depressed. 

Pholiota ombrophila. Fr. 

Pileus 2-3 in. across, convex then flattened, gibbous, even, 
smooth, hygrophanous, wholly pale dingy ferruginous when 
moist, tan colour when dry ; flesh thin, white ; gills adnate, 
soon seceding, ventricose, crowded, narrowest in front, tan- 
colour then ferruginous ; stem 3-4 in. long, 3-4 lines thick, 
equal, rather fragile, faintly flbrillose or striate, pallid » 
hollow ; ring distant, entire, white ; spores elliptical, rusty* 
8 X 3-5 ft. 

Agaricus {Pholiota) ombrophila^ Fries, Hym. Eur^ p. 215 3 
Cke., Hdbk., p. 141 ; Cke., lllustr., pi. 359. 

Agaricus togularis^ Fries, Syst. Myc, i. p. 241 ; Frie^ 
Flench., p. 33. 

In grassy places, after heavy rains. 

Much larger than Pholiota togularis ; when moist wholly 
dilute ferruginous, pileus 3 in. broad, tan-colour when di^^ 
Flesh white. Stem Arm, 3--5 lines thick. (Fries.) 

White wart-like fragments of the veil are often present o:::^ 
the pileus near the margin. 

Var, brunneola, Fries, Icon., pi. 103. 
Pileus 1^ in. across, obtuse, brown-; gills narrower thar' 
the typical form (1^ line) ; stem 1^ in. long. 
On the ground. 

Pholiota togularis. Bull. 
Pileus §-1^ in. across, flesh thin, becoming yellow, 
panulate then expanded, obtuse, orbicular, glabrous, n< 
striate, pale ochraceous; gills adnate, seceding, 1^ lin 
broad, >entricose, crowded, yellowish then pale ferruginou 
stem 3-4 in. long, 2 lines thick, equal, rigid, often flexuo 
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dilute ochraceous, paler upwards, hollow ; ring distant from 
the apex, entire, spreading ; spores elliptical, 8 x 3*5/1. 

Agaricua togulariSj BuUiard, Champ. Fr., t. 595, f. 2; 
Fries, Hym. Eur., p. 216; Fries, Icon., t. 104; Cke., Hdbk., 
p. 141 ; Cke., Illustr., pi. 350. 

Agaricua meaodactylus^ B. & Br., Ann. Nat. Hist., n. 681, 
t. 9, f. 1. 

Amongst grass, in gardens, &o. 

Very variable. Slender, size very variable. Gregarious. 

Pholiota blattaria. Fr. 

Pilens ^-§ in. across, flesh thin, campanulate, soon flattened, 
rather nmbonate, glabrous, ferruginous, hygrophanous, mar- 
gin striate; gills rounded behind and free, ventricose, crowded, 
1 line broad, watery cinnamon ; stem 1-1^ in. long, 1 line 
thick, equal, straight, white, hollow; ring distant, silky, 
entire, white ; spores elliptical, 4 x 2 /a. 

Agaricua (Phdiota) blattaria, Fries, Syst. Myc, i. p. 246 ; 
Cke., Hdbk., p. 373; Cke., Illustr., pi. 1172b. 

In gardens, &c. 

Elegant, small, very distinct, but requires to be carefully 
distinguished from small forms of Pholiota togularia. 

Grassy places by paths. Small, but pretty, stem flstulose, 
1^ in. long, scarcely 1 line thick, equal, straight, rather fra- 
gile, below the distant, medium, entire, reflexed ring, silky 
and white. Pileus rather fleshy, thin, convex when young 
then plane, obtuse or obtusely umbonate, yellowish-tan, disc 
darker, almost ferruginous, A-l in. broad, not more, margin 
Btiiate, even when dry and becoming pale. Flesh similarly 
coloured, very thin. Gills rounded benind, free, ventricose, 
1 line broad, crowded, quatemate, watery cinnamon. Spores 
ferruginous. Besembles a Oalera with a ring. (Fries.) 

** Phaeoti, 

Pholiota dura. Bolton. 
Pileus 2 in. across, fleshy, rather compact, convexo-plane, 
smooth, at length cracked, margin even, tawny-tan, becoming 
^lacous; rills adnate, siriato-decurrent with a tooth, 3-5 
Knes broed, livid then rusty-brown ; stem 1^2 in. long, 4-6 
fines thick ; thickest at the apex where it is mealy, some- 
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times veiitricose or irregular, stuffed, whitish ; ring apical, 
torn ; spores elliptical, almost ferruginous, 8-9 X 5-6 ft. 

Agaricus durus, Bolton, Fung. Halifskz, t. 67, f. 1 ; Cke., 
Hdbk., p. 142 ; Cke., lUustr., pi. 423. 

On the ground in gardens, &c. 

The root consists of a number of fibres issuing from the 
hard compressed bottom of the stem. The stem is round, 
solid, 2 in. high, and of a pale whitish-buff colour. 
The curtain is very delicate and tender ; it is white, and 
breaks and vanishes in the infancy of the plant. The gills 
are extremely numerous, deep, semi-oval, and regularly 
arranged in three series ; they are thin and of a pale greyish 
colour. The pileus is convex, even, and smooth at the rim; 
the surface smooth, of a pale dusky yellow, and feels like 
vellum; the substance of the whole plant very hard and 
brittle. (Bolton.) 

Pholiota praecox. Pers. 

Pileus l|-3 in. across, fleshy, soft, convex, soon plane, ob- 
tuse, almost glabrous, even, whitish then tan-colour, moists 
but not viscid in rainy weather, becoming pale ; gills emar-' 
ginate, adnexed, crowded, 3 lines broad, white then brownish "^ 
stem 2-4 in. long, 3-4 lines thick, cylindrical, mealy anc^ 
pubescent then glabrous, fragile, whitish, filled with pitt=^ 
then hollow ; ring white, reflexed, entire ; spores brownish — 
8-13 X 6-7 ft. 

Agaricus praecox, Persoon, Syn., p. 420 ; Cke., Hdbk., p. 142 
Cke., Illustr., pi. 360; Fries, Hym. Eur., p. 217. 

Amongst grass, &c., in gardens. In spring. 

Spores fuscous-brown ; pileus yellowish-white ; gills witi 
a subdecurrent tooth. Var. minor, pileus scarcely 1 in. acros^^ 
ring torn, appendiculate. (Fries.) 

Pholiota sphaleromorpha. Bull. 

Pileus 1^-2 in. across, flesh thin, convex then plane, even^^ 
yellow; gills arcuato-decurrent, dry, yellowish-white thei^^ 
becoming brownish; stem 3-4 in. long, 2-4 lines thic^^ 
incrassated at the base, silky, yellowish, stuffed then 
coming partly hollow; ring ample, distant, entire, 
branaceous. 

Agancus sphaleromorphus, Bull., Champ., t. 450, f. 1 ; Fri< 
Hym. Eur., p. 217. 
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Amongst leaf soil, &o. 

Stem stuflfed or partly hollow, 3-4 in. long, 2-3 lines thick, 
attenuated upwards, silky, yellowish, base incrassated, villose ; 
ring median, ample, spreading, lax, even, consisting of a very 
thin membrane. Pilens fleshy, thin, convexo-plane, obtuse» 
oven, smooth, yellow, 2 in. broad, smaller in proportion 
to the stem than in Pholiota praecox or P. durus. Gills not 
sinuate behind, but equally broad and truly decurrent, linear, 
1^ line broad, yellowish then ferruginous-tan, or at lengtU 
becoming brownish. (Fries.) 

Pholiota moUiscoria. Cke. & Mass. 

Pileus 2-3 in. across, convex then plane, at length de- 
pressed, obtuse, even, smooth, soft like kid leather, tawny- 
yellow, paler towards the margin, dry, shining ; flesh very 
thin, yellow like that of the stem ; gills adnexed, rounded 
behind, ventricose, 2 lines broad, crowded, thin, ferruginous ; 
stem about 3 in. long, ^— J in. thick, equal, straight, silky, 
punctately squamulose at the apex, pale yellow, hollow ; rin^ 
distant, broad, yellow then ferruginous from the spores, 
decidaous; spores elliptic-fusiform, ferruginous, 12 x 5-6/*. 

Agctrictts (Pholiota) molliscorium, Cooke & Massee, Grev., 
vol. xvii. p. 1 ; Cke., Hdbk., p. 173; Cke., lUustr., pL 1171. 

On the ground. Gregarious. 

Taste and smell none. Habit that of Pholita praecox, with 
which- it was associated, but differing in the yellow colour, 
«iid the bright ferruginous gills. (Cke. & Mass.) 

B. TEUNCIGENI. 

* Aegerittnu 

Pholiota radicosa. Bull. 
Pileus 2-4 in. across, fleshy, symmetrical, obtuse, even, 
Slcibrous, spotted, pale greyish-tan; gills free, ventricose, 
^-^ lines broad, pallid then reddish-brown ; stem 4-6 in. long, 
*§- in. or more at thickest part, more or less ventricose below 
«^e middle, and pacing into a tapering root, concentricaUy 
^^iTiamulose up to the distant ring, mealy and smooth above, 
^^oloured like the pileus or paler, solid ; spores pip-shaped, 
P^le, 9 X 4 J /x. 



216 FUNGUS-FLOBA. 

Agaricus radicomSy BuUiardy Champ., t. 160; Cke., HcLbk., 
1>. 142; Cke., Illustr., pi. 361. 

Near to stamps, in woods. Known by the attenuated, 
rooting stem, free gills, and strong sceijLt. 

Smell strong, rather sweet, grateful, taste peculiar. 
Solitary or gregarious, not caespitose. Stem solid, firm, but 
spongy within, 3-4 in. long, j^ in. thick, white, incrassated 
at the base and fusiformly rooting ; below the distant, entire, 
rather erect ring, concentrically squamose, squamnles erect, 
floccose; apex mealy. Pileus fleshy, convex then plane, 
regular, naked and even, almost dry, 3-5 in. broad, almost 
clay-colour, then from the spores of superposed specimens, 
spotted with rufous. Flesh fairly tnick, white. Gills 
rounded behind, almost free, very much crowded, 3 lines 
broad, pallid, then, like the spores, rufo-ferruginons. (Fries.) 

Pholiota pudica. Fr. 

Pileus 1-3 in. across, fleshy, convex then expanded or 
even sometimes depressed, obtuse, even, dry, glabrous, whito 
or slightly tinged with tawny; gills rounded behind, ad— 
nexed, ventricose, 2 lines broad, whitish then tawny; stenw 
1-2 in. long, 2-5 lines thick, straight or most frequently" 
incurved and ascending, equal, even, white, solid ; rin{ 
superior, spreading, white, persistent ; spores elliptical, 
X 3-5 ft. 

Agaricus (^Pholiota) pudicus. Fries, Hym. Eur., p. 218 
Cke., Hdbk., p. 142 ; Cke., Illustr., pi. 362. 

Agaricus albus^ BuUiard, Champ., t. 597, f. 2, B.S. 

On trunks of elder and otJier trees. 

Simple or caespitose; stem sometimes excentric an( 
curved at the base. According to Bulliard's figure quote 
above, the pileus is pruinose at the disc. 

Pholiota leochroma. Cooke. 

Pileus l|-2^ in. across, fleshy, convex then plane, a^^ 
length depressed, soft, smooth, not shining, tawny; gilli^* 
adnate, rotinded behind, slightly ventricose, 2-3 lines broad. -^ 
pallid then cinnamon-colour; stem 3-4 in. long, 3 linei^^ 
thick, nearly equal, even, solid, whitish, ring persi8tent=^ 
superior, tawny ; spores profuse. 

Agaricus (Pholiota) leochromus, Cke., Joum. Bot. (1863] 
t. 3, f. 3 ; Cke., Hdbk., p. 143 ; Cke., Illustr., pi. 363. 
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On Btninps, &c. Caespitose. 

In Cooko's figure the pileus is yellowish-wliite at th^ 
margin, passing into tawny at the disc, the surface, especially 
at the disc becoming cracked in an areolate manner. 

Pholiota capistrata. Cooke. 

Pileus 1^2 in. across, flesh rather thick, white, convex,, 
margin involute, slightly striate, pale dingy yellow, rather 
viscid ; gills slightly decurrent, 2 lines broad, pallid, growing 
darker, stem 3-4 in. long, nearly equal, rather squamulose, 
whitish, stuffed, almost straight or ascendiug ; ring superior, 
white, spreading, persistant. 

Agaricaa {Pholiota) capistratusj Cke., Joum. Bot. (1863)> 
t. 3, f. 4 ; Cke., Hdbk., p. 143 ; Cke., Illustr., pi. 364. 

On old elm stumps, &o. 

Known by the dingy yellowish-white, slightly viscid 
pileus with the margin faintly striate. 

Pholiota aegerita. Fr. 

Pileus 2-4 in. across, very fleshy, convex then plane, 
rivulose and wrinkled, tawny, towards the margin becoming 
pallid or whitish, flesh white, gills adnate with a decurrent 
tooth, 3 lines broad, crowded, pallid then fuscous ; stem 4-6 in. 
long, |— I in. thick, equal, fibrillose, white, silky, stuffed ; 
ring superior, white, tumid ; spores elliptical, 10 x 5 /a. 

Agarieus (Pholtota) aegerita^ Fries, £picr., p. 164 ; Fries, 
Hym. Eur., p. 219 ; Cke., Hdbk., p. 143 ; Cke., Illustr., pi. 453. 

On trunks of poplar, ash, &o. 

A very fine, large species, growing in a caespitose manner. 
The cuticle of the pileus is sometimes cracked in an areolate 
manner. Cooke's figure has the pileus uniform bistre-colour 
irith the extreme margin incurved. 

Pholiota Inxurians. Fr. 

Pileus 1-2 in. across, slightly fleshy, convex and gibbous,. 

^ken expanded, unequal, silky, breaking up into squamules, 

J^ellowish-white, then rufous-brown; gills adnexed then 

^©current, crowded, greyish flesh-colour, then brownish; 

^^m 1^2 in. long, white then brownish, rather squamulose, 

^^d, stuffed, ring superior ; spores elliptical, 10 x 4 /a. 

-^garicm (PAob'oto) Zua^ttrtavM, Fries, Epicr., p. 164; Cke.» 
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Hdbk., p. 143 ; Cke., Ulustr., pi. 365 (called Ag. (Pholiotd) 
aegeritd). 

On oak trunks, &c. 

Caespitose, very irregular, flesh white. Pileus at first 
yellowish-white, more even, then rufo-fuscoufl. (Fries.) 

** Squarrosi. 

•f GiUs not pure ferruginous, 

Pholiota comosa. Fr. 

Pileus 3-6 in. across, very fleshy, convex thep slightly 
expanded, obtuse, viscid, with scattered floccose, superficial, 
adpressed, seceding, white scales, dingy tawny ; flesh firm, 
whitish; gills slightly decurrent, quite entire, 3-5 lines 
broad, white then brownish-tan; stem 3-4 in, long, up to 
# in. thick, rather bulbous at the base, rather coarsely 
fibrillose below the floccose, appendiculate ring, smootik 
above, whitish, solid, usually curved and ascending ; spores 
elliptical, brownish-ferruginous, elliptical, 12 x 6 /x. 

Agaricus (PJioliota) comoauSy Fries, Epicr., p. 165; Kalch^^ 
brenner. Icon. Hung., t. 13, f. 1; Cke., Hdbk., p. 144; Cke.^ 
Ulustr., pi. 600. 

On trunks and stumps of beech, &c. 

Usually in small clusters. Odour faint. In Kalchbrenner'f 
figure, quoted above, there is a section given having 
pileus 7 in. across ; gills f in. broad at the base, roundc 
behind and slightly adnexed ; stem about 1 in. thick, 
figure is quoted by Fries under the present species. 

Scarcely caespitose, yet several specimens are often joinc 
at the base ; very distinct from Pholiota squarrose^ but 
similar to Hypholoma suhlateritim, especially in the brownish- 
ferruginous spores, a character by which it is easily ~ 
from its neighbouring allies and which places it intermediat'^'"*^ 
between Pholiota and Stropharia. Inodorous; stem 6oli( 
when young very compact and hard, sub-bulbous, theL 
elongated, nearly equal, and I have also seen it hollow, fibri L--^ '' 
lose (not scaly), white; long and slender compared wii" 
neighbouring species, ring more or less curtain-like, 
fairly persistent. Pileus fleshy, convex then expandc 
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obtuse, 3 in. across, Tiscid, tawny, sprinkled with seceding, 
snperficial, paler scales, by which character it is distinguished 
with certainty from all its allies. Flesh compact, white, 
gills adnato-decurrent, not very crowded, entire, white then 
brownish-tan. (Fries.) 

Pholiota heteroclita. Fr. 

Pileus 3-6 in. across, plano-convex then flattened, very 
obtuse, slightly excentric, spotted with scattered, innate, 
adpressed scales, whitish or becoming yellowish flesh thick. 
Arm, pallid, margin usually ragged from the remains of the 
veil ; gills rounded behind, adnexed, 3-5 lines broad, pallid 
then obscure ferruginous ; stem 3-4 in. long, 1 in. and more 
thick at the bulbous base, rooting, hard, flbrillose, whitish, 
base darker and reddish-brown inside, solid, ring apical, 
torn, floccose. 

Agaricus (Pholiota) heteroclitus. Fries, Obs., ii. p. 223 ; Cke., 
Hdbk., p. 144 ; Cke., lUustr., pi. 366. 

On trunks, chiefly birch. Somewhat resembling Pholiota 
camosay but distinguished at once by the strong, pungent, 
horse-radish odour. Solitary according to Fries, but in 
Cooke's figure three specimens are connate at the base of the 
stem, the pilleus and stem are also dingy brown. 

Solitary, compact, odour strong, pungent, almost like 
horse-radish. Stem solid, firm, stout, but short, about 2 
in., haae bulbous-incrusted, and praemorsely rooting, 
i-1 in. thick, flbrillose, white, commonly curved and ascend- 
ing, apex veiled, base rhubarb-colour within. Veil very 
rarely forming a perfect ring at the apex of the stem, com- 
monly appendiculate from the margin of the pileus, floccoso- 
radiate, and always forming a zone round the stem. Pileus 
fleshy, compact and hard when young, often excentric, 
hemifipherical then expanded, very obtuse, 2-3 in., then 4-5 
in. across, sometimes even, generally broken up into broad, 
scattered, innate, adpressed, spot-like (darker) scales, whitish 
or yellow, when old sometimes tawny, sometimes viscid. 
Ilesh thick, flrm, pallid. Gills rounded behind, slightly 
Adnexed, very broad, plane, crowded, at flrst pallid, then 
aingy ferruginous. (Fries.) 

Pholiota aorivella. Batsch. 
Pileus 3-6 in. across, fleshy, campanulate then convex. 
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gibbous, slightly Tiscid, tawny-yellow, variegated with 
adpressed, darker scales; gills sinuate, adfixed, 2-3 lines 
bix)ad, white then straw-colour, finally rusty-umber; stem 
4-6 in. long, ^-f in. thick, almost equal, curved, yellowish, 
with scattered, adpressed, rusty-brown floccose squamules, 
stuffed, often hollow with age ; ring rather distant, imper- 
fect ; spores elliptical, 6 x 2 • 5 fu 

Agaricus aurivellm, Batsch, Consp., f. 115; Cke., Hdbk., 
p. 144; Cke., lllustr., pi. 351. 

On trunks ; caespitose. 

Disc of the pileus compact, when young, and after expan- 
sion towards the margin, floccose, rusty-yellow. Gills at 
length bay. (Fries.) 

The pileus is not so glutinous as in Fholiota adipoaa^ and 
the stem is not viscid. P. spectahilis differs in having the 
pileus perfectly dry (not viscid), and in the adnaton-decurrent 

gills. 

Forming small clusters and often solitary. Smell scarcely 

noticeable. Stem stuffed, partly rooting, about 3 in. long, 

^-| and more thick, almost equal, not attenuated at the 

base, but often thickened, commonly curved, covered with 

adpressed, floccosely fibrillose, brownish-ferruginous tomen- 

tum, then almost naked, flbrillose, yellowish. Eing silky 

on the margin of the inflezed pileus, submembranaceous on 

the stem near to the pileus. Pileus fleshy, campanulata- "^ 

then convex, disc compact and gibbous after expansion, -^ 

3-5 in. broad, moist, scarcely viscid, in the young stage, and— ^ 

towards the margin when older, with scattered, nrlprrnnnil^ i^^ 

spot-like darker scales, yellow or ferruginous-yellow. Flesh — ^ 

of pileus and stem wmte then yellowish. Gills sinua' 

adnexed, broad, crowded, at first whitish then straw-colour, 

at length ferruginous-bay, or almost brown, never with 

olive shade. Spores ferruginous. (Fries.) 

Fholiota sqnarrosa. Mull. 
Pileus 2-4 in. across, fleshy, campanulate then expanded, 
often gibbous, dry, yellowish-brown, covered with darkei 
innate, squarrose scales; gills slightly decurrent, crowded 
about 2 lines broad, pallid olive then ferruginous ; stem 3-^ — ^ 
in. long, 3-5 in. thick, slightly attenuated towards the haw— ^ o> 
flexuous or ascending, pj2e tawny-brown and covered yritm — M>h 
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darker recurved scales as far up as the superior, spreading, 
floccose ring, smooth and pale above the ring, stuffed ; spores 
ferruginous, 8 x 4 fu 

Agaricus squarrosm. Mull., Fries, Syst. Myc, i. p. 143 ; Cke., 
Hdbk., p. 144 ; Cke., lUustr., pi. 3(57. 

On trunks of trees, on and near stumps, &o. 

Caespitose; strong smelling, dull orange-ferruginous, some- 
times compact, at others thin. 

On decaying stumps of various trees, but particularly of 
the ash. Growing in tufts, frequently numerous, cap 1-4 in. 
across, various in form, but always more or less convex ; 
sometimes obtusely umbonate, surface scattered with tufts of 
hairs collected into rigid, bristly points, somewhat erect and 
revolute, rarely adpressed; margin rather rounded, often 
ragged, from the remains of a part of the veil ; colour rich 
brownish or reddish-yellow. Gills numerous, irregular, 
rather narrow, pale, with a greenish hue. Stem 3-6 in. high, 
ihickish, similar in colour to the cap, but darker towards the 
base, which is generally attenuated, but sometimes equal ; 
raggedy with brown scaly tufts, generally though not always 
solid. Veil ragged, brown, surrounding the stem in the 
form of a collar, and remaining for a considerable time. 
Flesh firm, thick, whitish, ofien with a tinge of yellow or 
green. (Grev.) 

Far. Miilleri. Fr. 

Pileus obtuse, pallid, adpressedly scaly, moist, gills brown- 
ish ; spores elliptical, 8x4/1. 

AgarieuB 9quarro9UBy var. MuUeriy Fries, Syst. Myc, i. p. 243 ; 
Cke., Hdbk., p. 145 ; Cke., lUustr., pi. 471. 

On trunks and stumps. 

Var. yerraculosos. Lasch. 

FUeuB compact, obtuse, yellow, crowded with cinnamon 
aoales and warts ; stem villoeely squamose. 

AgarieuB tquarrosus, var. verruculoaua^ Lasch, n. 353 ; Cke., 
Hdbk., p. 146 ; Cke., Illustr., pi. 614. 

On trunks. 

Var. reflexuB. Schaeff., t. 80. 

Kleus thin, cuspidately umbonate, piloso-squamose ; stem 
^^iither hollow, long, equal ; ring often membranaceous. 
At the roots of oak-trees, &c. 
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Pholiota snbsqnarrosa. Fr. 

Pileus li-2j in. across, fleshy, convex, viscid, ferniginons- 
"brown, with darker, adpressed, floccose scales ; gills slightly 
adnexed, crowded, 2-3 lines broad, yellow, then dingy tan ; 
stem 2-3 1 in. long, 3 lines thick, equal, stnflfed then hollow, 
yellow, ornamented with darker subsquarrose scales as high 
up as the superior imperfect ring, smooth above the ring. 

Agaricus (Pkoliota) suhsquarrosus^ Fries, Monogr., ii. p. 298 ; 
Fries, Hym. Eur., p. 221 ; Fries, Icoues, ii. p. 3, pi. 103 ; 
Cke., Hdbk., p. 145. 

On dead wood, also on the ground near trunks. 

Subcaespitose, almost inodorous. Stem stuffed (often hollow 
when old), 3 in. long, equal, ferruginous-yellow, densely 
covered with darker scales that are adpressed or with the 
tips free ; even above the annular zone. A distinct ring is 
not present. Pileus fleshy, convex, obtuse or gibbous, about 
2 in. broad, viscid, brownish-ferruginous. Gills deeply 
sinuate behind, emarginate, almost free, crowded, pale at 
first, then dingy yellow ; spores ferruginous. (Fries.) 

With the habit and general appearance of Pholiota squarrosa^ 
but known at once by the almost free gills. 

tf Oills yellow^ then pure ferrugvnoua or tavmy. 

Pholiota spectabilis. Fr. 

Pileus 3-5 in. across, compact, fleshy, convex then ex — 
panded, dry, cuticle torn up into silky, fibrillose scales,. — 
bright tawny-orange, becoming paler ; flesh firm, sulphur- 
yellow ; stem 3-4 in. long, 1 in. and more at the thickest part, — 
ventricose below the middle, rather rooting, peronate, yellow ^ 
tinged with tawny up to the inferior, ample, persistent, — 
spreading ring, paler and mealy above ; gills adnato-decurrent, — 
crowded, rather narrow, yellow then ferruginous; spores—* 
elliptical, ferruginous, 9 x 4 /ju 

Agaricus (Pholiota) spectabilis. Fries, Elench., p. 28 ; Gka, • 

Hdbk., p. 145 ; Cke., Illustr., pi. 352. 

On stumps. Subcaespitose. 

More or less densely caespitose, very compact, in dry ^ 
weather shining as if varnished, but not at all visoia. ^ 
Stem solid, firm, 3 in. and more long, 1 in. thick, more or 
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Tentricose and' ending in a fusiform rooting base, peronate 
from the veil ; sometimes truly glabrous, shining, sometimes 
squamulose, sulphur-colour, even and mealy above the in- 
ferior, persistent, spreading ring. Pileus fleshy, compact, 
hemispherical, obtuse, dry, 2--5 in. broad, torn into adpressed, 
innate, similarly coloured squamules, the inflexed margin 
continued by the veil. Flesh thick, hard, sulphur-colour, 
bitter-aromatic to the taste. Gills adnate, often with a de- 
current tooth, closely crowded, narrow, at first pure yellow, 
then ferruginous. Distinct and remote from every species, 
analogous with Pholiota aurea, but perhaps most nearly allied 
to Pholiota radicoaa, (Fries.) 

Pholiota adiposa. Fr. 

Pileus 2-4 in. across, fleshy, compact, convex, obtuse, glu- 
tinous, yellow, with centrically arranged, superficial, seced- 
ing, darker squarrose scales; flesh whitish; gills adnate, 
3-i lines broad, yellow then ferruginous ; stem 3-6 in. long, 
up to f in. thick, subequal, base somewhat bulbous, yellow, 
famished with concentrically-arranged ferruginous, eva- 
nescent squamules up to the superior floccose, radiating ring, 
stuffed ; spores elliptical, ferruginous, 7 X 3 fi. 

Agaricua (^Pholiota) adijpoaus^ Fries, Syst. Myc, i. p. 242 
(not of Batsch) ; Cke., Hdbk., p. 145 ; Cke., Illustr., pi. 636. 

On trunks. Caespitese. 

Distinguished by the glutinous pileus and stem, both of 
which are at first covered with ferruginous squamules that 
appear to deliquesce in the gluten. 

UsuaUy caespitose and forming large clusters. When well- 
deYeloped, very showy, often very large. Stem solid, 3— 
6 ixL. long, ^1 in. thick, thickened downwards, compact, 
whitish when young, then yellow, viscid, covered with 
squarrose, reflexed squamules, that become ferruginous from 
the fedling spores, at length disappearing, ring for the most 
part onrtain-like, floccoso- radiating, yellow, at length ferru- 
ginoas. Pileus fleshy, convex then expanded, rather gib-> 
boas, 3-7 in. broad, very viscid, dripping gluten in rainy 
weatiier, yellow, at first covered with superficial, floccose 
^ubconcentrio, at first adpressed, then squarrose, refiexed 
^erroginous squamules, shining in dry weather from the 
^ ' 1-up gluten. Flesh whitish, compact at the disc. Gills 
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adnate, slightly rounded, broad, very entire, pale yellow then 
ferruginous. (Fries.) 

Pholiota Incifer. Lasch. 

Pileus 1-2^ in. across, fleshy, convex then almost plane, 
hecoming nmbonate, viscid, covered at first with darker, 
adpressed scales which soon disappear, yellow ; gills adfixed, 
narrow, crenulate, almost golden yellow, then ferruginous,* 
stem 1-2 in. long, equal, rather squamuloee, yellowish, base 
ferrugiuous, stuffed ; ring distant. 

Agaricus ludferj Lasch, n. 356 ; Fries, Hym. Eur., p. 222 ; 
Krombh., t. 3, f. 2. 

On trunks, branches, straw, &o. 

Small (2 in. across), much more slender than Pholiota 
adiposa, from which the present is quite distinct. 

Fileus yellow, becoming, along with the stem, at length 
smooth ; stem ferruginous without and within, flbrillose. I 
once found in a pine wood an allied form; subterrestrial, 
jstem hollow, gills emarginate. (Fries.) 

Pholiota flammans. Fr. 

Fileus 1-2 in. across, fle«hy, conve^o-plane, slightly 
umbonate, dry, tawny-yellow, with scattered, minute, pale 
yellow squamules ; gills rather rounded or sinuate, adnexed, 
crowded, margin entire, yellow then tawny; stem aboat 
2-2^ in. long, 3 lines thick, equal, rather flexuous, with- 
squarrose squamules up to the superior ring, yellow, stuffed 
then hollow ; spores elliptical, ferruginous, 8 X 4 yuu 

Agaricus (Pholiota) fiammanBy Fries, Syst. Myc, i. p. 244: 5 
Cke., Hdbk., p. 146; Cke., lUustr., pi. 368 (the paJ^^ 
squamules on the pileus omitted). 

On pine trunks and amongst pine leaves. 

Subcaespitose. Very elegant. Known by the pale yello 
squamules on the tawny yellow pileus, and the scaly stem. 

Stem stuffed then hollow, 3 in. long, 2-3 lines thick, equa 
often flexuous, furnished with deep yellow, crowded, squai 
rose squamules. King membranaceous, entire, near to tli^- ' 
pileus, yellow. Pileus fleshy, convex then plane, BuhniC^ 
bonate, 2-4 in. broad, absolutely dry, tawny-yeUow, wit^ 
scattered, superficial, squarrose, sulphur-coloured squamulei^^ 
margin at first inflexed, then repand. Flesh thin, yello 
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not hygrophanous. Gills adDate, without a decurrent toothy 
rather thin, crowded, at first bright sulphur-colour, then 
ferruginous, edge very entire.' The sulphur-coloured scales 
on the tawny pileus distinguish this species from every 
other. (Fries.) 

Pholiota Junonia. Fr. 

Pileus 2-3J in. across, fleshy, convex then plane, often 
gibbous, dry, even, glabrous, rich yellow or tawny-yellow ; 
gills adnate, slightly rounded behind, crowded, yellow then 
tawny; stem 2-4 in. long, 3-4 lines thick, equal, even, 
incurved, yellowish upwards, tawny below, above the rather 
large, entire ring, furfuraceous, solid ; spores ferruginous. 

Agaricvs (^Pholiota) Junonius, Fries, Syst. Myc, i. p. 244; 
Cke., Hdbk., p. 146 ; Cke., lUustr., pi. 369. 

On trunks. 

The solitary or subsolitary habit, and smooth stem and 
pileus mark the present species. 

Stem solid 1^2 in. long, 3-4 in. thick, equal, firm, in- 
curved, often excentric, even (not squamose), yellow ; ring 
reflexed, approaching the pileus, above which the stem is 
farinaceous. Pileus fleshy, firm, convexo-plane, obtuse, 2 in. 
broad, dry, even, glabrous, yellow; flesh compact, pallid; 
gills adnate, crowded, broad in proportion, plane, yellow, at 
length ferruginous. Kequires to be carefully distinguished 
from forms of Flammula hyhrida with a ring. (Fries.) 

Pholiota tuberculosa. Schaefif. 

Pileus 1-2 in. across, flesh thick, compact, yellow, convex 
then flattened, dry, glabrous, at length splitting up into 
innate squamules, tawny-yellow, margin paler ; gills sinuate, 
adnexed, 2 lines broad, plane, pale yellow then tawny or 
spotted with ferruginous, margin serrulate; stem 1-1^ in. 
long, 2-3 lines thick, incurved, more or less bulbous, root- 
ing, fibrillose, hollow, the partly membranaceous ring 
dedduous, yellowish, base sometimes ferruginous; spores 
elliptical, pale ferruginous, 7 x 4 /x. 

A^rictis (Pholiota) tuherculosus. Fries, Syst. Myc, i. p. 244 ; 
Cke., Hdbk., p. 146 ; Cke., lUustr., pi. 370a ; Fries, Icones, 
iin p. 4, t. 104, f. 2. 

Chi trunks, chiefly birch. 

VOL, II. Q 
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Solitary. Stem hollow, scarcely exceeding an incH in 
length, 2-3 lines thick, base bnlbous, incurved, fibriUose, 
rather squamulose, often excentric yellow. Eing submem- 
branaceous, reflexed, deciduous, hence the species might be 
taken for a Flammula, Pileus compact, fleshy, but some- 
times thin, slightly convex, soon plane, obtuse, sometimes 
depressed, 1-2 in. broad, very diy, tawny-yellow, glabrous, 
but broken up into innate adpressed scales. Gills sinuate 
behind, crowded, at first yellow, then foxy or ferruginous. 
Spores rusty-ochraceous. (Fries.) 

Pholiota curvipoda. Alb. & Schw. 

Pileus 1-2 in. across, flesh thin, yellowish, convex then 
expanded, obtuse, becoming broken up into minute, ad- 
pressed, floccose scales, tawny-yellow ; giUs broadly adnate, 
crowded, 2 lines broad, at first yellowish then tawny ; stem 
1-2 in. long, incurved more or less, 1-2 lines thick, fibrillose, 
ring floccose, yellow, hollow ; spores ferruginous. 

Agaricus curvipes, Albertini & Schweinitz, Consp., p. 471 ; 
Fries, Icones, p. 3, pi. 104, f. 3 ; Cke., Hdbk., p. 146 ; Cke., 
Illustr., pi. 370b. 

On trunks. 

Gregarious, subcaespitose, inodorous, very variable. Stem 
hollow, 1-2 in. long, 1 line thick, equal, crowded, (rarely 
almost straight, as in the fig Icon., pi. 104, f. 3) tough, 
fibrillose or slightly squamulose, yellow. King' rarely 
evident, usually consisting of radiating fibrils, soon evanes- 
cent; and hence easily mistaken for a Flammula. Pileus 
fleshy, thin, but rather firm and tough, convex then plane, 
1-2 in. broad, obtuse, dry, tawny-yellow. Pileus when 
young entirely innato-flocculose, then torn into minute 
scales. Gills obtusely adnate, crowded, broad behind, 
yellow, sides pale, at length tawny. Spores ferruginons. 
(Friey.) 

Pholiota cnientata. Cke. & Sm. 
Pileus about 2 in. across, fleshy, convex then expanded, 
obtuse, dry, yellow, breaking up into darker adpressed scales, 
margin incurved ; gills rather distant, emarginate, 2-3 lineti 
broad, yellow then tan-colour, finally separating from the 
stem ; stem of the same colour as the pileus, curved, 1^2 in. 
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long, 3 lines thick at the apex, curved, solid, attenuated at 
the base and rooting, dark red-brown and sparsely squamulose 
below; flesh pale yellow, at length changing to cinnabar 
colour ; ring superior, fibrillose. 

Agaricua (Pholiota) crusntata, Cooke & Smith, Grev., xiii. 
p. 58 ; Cke., Hdbk., p. 146 ; Cke., Illustr., pi. 502. 

On oak stumps, also on burnt ground. 

Allied to Pholiota tuberculosa and P. curvipoda, but dis- 
tinguished by the rooting dark red-brown base of the stem 
and the cinnabar-coloured flesh. Taste insipid. 
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Hygrophani, 



Pholiota paxillus. Fr. 

Pileus 3-5 in. across, rather compact, gibboso-convex, then 
expanded, even, moist, rather repand, dark cinnamon-colour ; 
paler when dry; gills rather decurrent, crowded, broad, 
cinnamon ; stem 4-6 in. long, J in. and more thick, slightly 
attenuated upwards, smooth, even, cinnamon, solid; ring 
superior, narrow, spreading. 

Agaricua (^Pholiota) paxillus. Fries, Epicr., p. 168 ; Bulliard, 
Champ. 543, f. 2 : Cke., Hdbk., p. 147. 

On trunks. 

Solitary. Large, 3-5 in. broad, firm, entirely cinnamon- 
colour, pileus moist, becoming pale, silky when dry, at length 
depressed towards the centre. (Fries.) 

Pholiota dissimulans. B. & Br. 

Pileus §—1 in. across, obtusely campanulate, then ex- 
panded with the margin . involute, and often gibbous or 
obtusely umbonate, scarcely viscid, hygrophanous, lurid then 
becomiug pale ; flesh thin, white ; gills sinuately adnate, at 
length decurrent, 2 lines broad, pallid tan; stem 1^2 in. 
long, 1-1 J line thick at the apex, thickened downwards, 
white, cottony at the base, hollow; ring superior, erect, 
often persistent, white ; spores elliptical, 7 x 4-4*5 fi. 

Agaricus (Pholiota) disstmulans. Berk. & Broome, Ann. of 
Kat. Hist., n. 1940 ; Cke., Hdbk., p. 147 ; Cke., Illustr., 
pi. 371. 

On fallen sticks. 

Q 2 
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Distinguished by the lurid (dingy brownish-olive), slightly 
viscid, glabrous pileus and the straight white stem. 

Pholiota Cookei. Fr. 

Pileus 1-2 in. across, conical then convex, viscid when 
moist, dirty pale yellow or yellowish-white, clad v^ith 
hcattered, darker, adpressed scales ; flesh thin, white ; gills 
adnate, slightly ventricose, Ij in. broad, pale, at length 
brown; stem about 2 in. long, and 2 lines thick, equal, 
fibrillose up to the very thin, imperfect, superior ring, whitish 
upwai ds, reddish-brown below ; solid ; spores narrowly 
elliptic- fusiform, brownish, 6 X 2 • 5 /a. 

Agaricus (Pholiota) Cookei, Fries, Grev., vol. v. p. 56, t. 82, 
f. 1 ; Cke., Hdbk., p. 147 ; Cke., lUustr., pi. 354. 

On the ground amongst grass, &c. 

Solitary or in small clusters. Care must be taken not to 
confound the present species with some of the terrestrial 
species of Flammula, Distinguished from Pholiota terrigena 
by the absence of an olivaceous tinge on the gills. 

Pholiota confragosa. Fr. 

Pileus 1-ly in. acro8i^, flesh thin, convex then plane, 
obtuFC, hygrophanous, margin striate, rufous-cinnamon, 
tawny when dry, at first covered with minute, whitish 
floccose squamules, then naked; gills adnate, 1 line broad, 
very much crowded, reddish-brown ; stem about 2 in. long, 
equal ; below the distant ring obsoletely fibrillosely 
peronate, hollow, rufous, spores elliptic-oblong, ferruginous, 
8 X 4 /x. 

Agaricus (Pholiota) confragoaus. Fries, Epicr., p. 169; Fries, 
Icon., ii. p. 4, pi. 105 ; Cke., Hdbk., p. 148. 

On trunks, &c. 

A very distinct and remarkable species. Subcaespitose, 
fragile. I have seen two forms: (1) Small (young), stem 
1 in. long, 2 lines thick, fibrillosely peronate by the veil and 
terminating near the apex in a membranaceous, persistent, 
spreading ring, stem above the ring striate, naked. (2) 
(Old), stem up to 3 in. long, but hlender, scarcely a line 
thick, and like the pileus, naked, ring collapsed. Colour 
cinnamcn-rufoiis, tawny when dry. Gills adnate, linear, 
very narrow, much crowded, very thin, cinnamon-rufous, 
sometimes tinged with purple. (^Fries.) 
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Pholiota mutabilis. Schaefif. 

Pileus variable in size, 1-4 in. across, fleshy, convex then 
expanded, usually obtusely umbonate, sometimes depressed 
round the umbo, glabrous, deep cinnamon-colour, becoming 
pale; gills adnato-decurrent, crowded, rather broad, pallid 
then cinnamon-colour; stem 1^-4 in. long, rigid, equal, 
squarrosely scaly up to the superior membranaceous ring, 
brownish below, pale upwards, hollow, often incurved and 
ascending ; spores 9-1 1 x 5-6 fi. 

Agaricus mutabilis, Schaeffer, t. 9 ; Cke., Hdbk., p. 148 ; 
Cke., lUustr., pi. 355. 

On trunks, rarely on the ground. 

Caespitose. The pileus is sometimes covered with seceding 
scales. 

Densely caespitose ; stature various, stem rigid, stuffed 
then hollow, about 2-3 in. long, 2 lines and more thick. 
equal or attenuated downwards, squarroso-squamulose up 
to the ring, blackish-ferruginous or umber below, often 
ascending or wavy. King membranaceous, minutely scaly out- 
side. Pileus rather fleshy, convex then expanded, commonly 
obtusely umbonate, sometimes truly depressed, even and 
glabrous, but when young sometimes entirely covered with 
squamules, about 2 in. broad, hygrophanous, cinnamon when 
moist, becoming pale when dry. Gills adnato-decurrent, 
crowded, rather broad, pallid then cinnamon. (Fries.) 

Pholiota marginata. Batsch. 

Pileus about 1 in. across, rather fleshy, convex then ex- 
panded, moist, hygrophanous, glabrous, margin striate, 
honey-colour becoming pale tan when dry ; gills adnate, 
crowded^ abo^t 1 line broad, watery cinnamon ; stem lJ-2 in. 
long, 1-2 lines thick, equal or slightly thickened at the base, 
soft, not scaly, mealy above the superior, fugacious ring, 
pale tan, base darker and surrounded with white down, 
hollow ; spores 7-8 X 4 /i. 

Agaricus marginattis, Batsch, f. 207 ; Cke., Hdbk., p. 148 ; 
Cke., Ulustr., pi. 372. 

On trunks, pine leaves, &c. Solitary or gregarious. 

Closely allied to Pholiota mutabilis^ but constantly diverse, 
commonly smaller, solitary or gregarious, rarely caespitose. 
Stem fistnlose, about 2 in. long, 1-2 lines thick, equal, less 
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rigid than in P. mutahilis, fibrillose or slightly striate, never 
scaly, colonred like the piletis, but brownish at the base and 
commonly white and velvety. Eing 1-2 lines from the apex, 
often curtain-like and fugacious. Pileus rather fleshy, 
convex then expanded, obtuse, 1 in. and more broad, even, 
glabrous, hygrophanous, paler than P. mutahilisy honey- 
colour when moist, when dry tan-colour. Gills adnate, 
crowded, thin, narrow, at first pallid, then obscure cinnamon. 
Very variable, and difficult to determine when the veil has 
disappeared. (Fries.) 

Philiota mustelina. Fr. 

PHeus about | in. across, rather fleshy, campanulate then 
convex, even, glabrous, dry, tawny-yellow; gills adnate, 
rather distant, about 1 line broad, tawny-cinnamon; stem 
r^'-l in. long, not 1 line thick, slightly thickened and 
furnished wiiii white down at the base, pallid- whitish, 
mealy above the reflexed ring. 

Agaricua {Pholiota) mustelinuSj Fries, Epicr., p. 169 ; Cke., 
Hdbk., p. 148 ; Cke., Illustr., pi. 356a. 

On stumps. 

On pine wood, rare and solitary. Pileus yellow, ochraoeonfi, 
scarcely hygrophanous. (Fries.) 

Pholiota unicolor. Fl. Dan. 

Pileus about ^ in. across, flesh thin, campanulate, then 
convex, slightly umbonate, glabrous, almost even, at length 
slightly striate at the margin, hygrophanous, bay, ochraceous 
when dry ; gills adnate, seceding, broad, almost triangular, 
ochraceous-cinnamon ; stem 1-1 J in. long, about 1 line 
thick, almost glabrous and equal, coloured like the pileiis, 
stuffed then hollow, often slightly curved at the base; ring 
superior, slender, entire; spores 9-10 X 5 ft. 

Agaricus unicolor, Flora Danica, t. 1071, fig. 1; Cke., 
Hdbk., p. 149 ; Cke., Illustr., pi. 356b. 

On trunks, branches, &c. 

Subcaespitose. In Cooke's figure quoted above some of the 
specimens are 1 in. across, and the gills are adnate with » 
distinct decurrent tooth. 

Always small, slender, subgregarious. Stem stuffed then 
hollow, li in. long, 1 line thick, equal, even, almost glabrons, 
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colour of the pileus. Bing membranaceous, entire, very 
small, persistent. Pilens fleshy, campanulato-convex, sub- 
umbonate, 3-5 lines broad, glabrous, almost even, bay then 
ochraceous; gills slightly adnexed, ventricose, broad, pallid 
oohraceous. (Fries.) 

C. MUSCIGENI. 

Pholiota mycenoides. Er. 

Pileus about ^ in, across, membranaceous, campanulate 
then convex, everywhere striate, hygrophanous, ferruginous, 
tawny or pale tan when dry ; gills adnate, rather distant, 
narrow, ferruginous; stem about 1^ in. long, 1 line thick, 
glabrous, ferruginous, hollow, ring superior, membranaceous, 
white ; spores 8-10 x 5-6 /a. 

Agaricua (Pholiota) mycenoidesy Fries, Cke., Hdbk., p. 149 ; 
Gke., Illustr., pi. 503fi. 

Among moss in swamps, &o. 

In swamps amongst turf and sphagnum (with the stem 
elongated), gregarious. Very small, slender, ferruginous 
when growing, when dry sometimes tawny, at others 
becoming pallid, stem flstulose about 1^ in. long, ^ line thick, 
filiform, even, glabrous, tawny-ferruginous; ring membra- 
naceous, entire, white, persistent. Pileus membranaceous, 
campanulate, soon hemispherical, subobtuse, ^ in. broad, 
glabrous, striate, hygrophanous. Gills adnate and with a 
decurrent tooth, rather ^stant, at length plane, ferruginous. 
(Fries.) 

Pholiota pumila. Fr. 

Pileus about J in. across, rather fleshy, hemispherical, 
obtuse, even, hygrophanous, glabrous, ochraceous or rarety 
brownish-cinnamon; flesh dingy; gills adnate, crowded, 
IJ line broad, pallid-yellowish; stem 1-2 in. long, about 
1 line thick, yellow siibfibrillose, hollow; ring superior, 
floccose, not membranaceous, only forming a zone round the 
stem; spores 8-10 x 5-6 fi, 

Agaricus (Pholiota) pumilaj Fries, Mon., i. p. 321 ; Fries, 
Icones, ii. p. 5, pi. 105 (form with brownish-cinnamon 
pileus) ; Cke., Hdbk., p. 149 ; Cke., Illustr., pi. 503a. 



232 FUNGUS-PLORA. 

On the ground among grass, moss, &o. 

Small, solitary or gregarious, stem obsoletely fistulose, 
1-2 in. long, scarcely a line thick, equal, lax, even, glabrous, 
yellowish, ring floccose in texture, ibrming a zone round the 
stem, white. Pileus rather fleshy for its size, campanulate 
then hemispherical, 4-5 lines hroad, even, glabrous, not 
moist. Colour normally ochraoeous, but brownish cinnamon 
in specimen figured (in Icones, pi. 105, f. 4) ; gills entirely 
adnate, at first ascending then plane, crowded, pallid. At 
once distinguished from all preceding species by the floccose, 
not membranaceous ring. (Fries.) 

ACETABULAEIA. (Berk.) 

Pileus regular; gills free from the stem; stem central; 
universal veil present, remainiDg as a volva at the base of 
the stem ; spores tawny or brown. 

Acetahularia^ Berk., Linn. Joum., xviii., p. 389; Cke., 
Hdbk., p. 139. 

Locellina, Sacc, Syll., vol v., p. 761. 

Analogous with the genus Amanitopsis amongst the Leuco- 
sporae. 

The present genus was founded — as a subgenus — hy 
Berkeley for the reception of brown or ochraceous spored 
agarics furnished with a volva, and having free gills. The 
genus Locellina, Gillett, founded for the reception of a rusty- 
spored species having a universal veil that remains at the 
base of the stem as a volva, differs from Acetahularia in 
having a secondary veil and adnate gills, nevertheless 
Saccardo has made the mistake of sinking Berkeley's genus, 
and placing the species in Locellina. 

Acetabularia acetabulosa. Berk. 

Pileus about 1 in. across, convex, tan -colour, margin 
plicate or deeply striate; flesh very thin; gills free, but 
coming close up to the stem, distant, IJ lino bioad, pale 
brown; stem about 2 in. long, equal, white, hollow, the 
base surrounded by a small, whitish volva. 

Agaricus (Acetahularia) acetabulosa^ Berk., Linn. Joum., v. 
18, p. 389 ; Cke., Hdbk., p. 139 ; Cke., Illustr., pi. 345 (copied 
from Sowerby). 
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Agaricus acetahulosm. Sow., pi. 303. 

Found near Millbank, Westminster. A little above high- 
water mark, in May 1795. This is very like a poor specimen 
of Agaricus congregatua {Coprinus micaceus), but the pileus is 
more plaited. The lamellae are remarkably glandular on 
their sides ; and instead of a bare base or foot it stands in a 
little socket-like volva. (Sowerby.) 

The present species has not been noted since Sowerby 's 
time, and is a very uncertain production. Judging from 
the magnified section of the gills, the glands on their sides 
are cystidia. 
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RHODOSPOBAE. 

The pale flesh-coloured or salmon-coloiired gills is the 
distinguishiDg feature of the present section. The gills, as 
in every section of the Agancinae, are white when young, 
the colour presented at maturity being due to the colour of 
the spore-wall or epispore, and in the present section, unless 
care is taken, many pale-gilled species may be considered as 
belonging to the Leucosporae, especially if examined while 
still vigorous and growing, but such, when allowed to 
remain overnight in a cool place, show clearly the salmon- 
coloured gills in the morning. . 

The spores are in some species elliptical and smooth ; in 
others globose or oblong and angularly warted. The pink 
colour is evident under the microscope. Cystidia are 
present in the hymenium of many species. 

The present section is, numerically, the smallest included 
in the Agaricinae, and generally speaking, the species are 
somewhat rare. The usual sequence of structure is met 
with, commencing with stemless, resupinate, minute forms, 
passing through types showing decurrent, adnate, sinuate, 
adnexed, and free gills respectively. In the high forms 
primary or secondary veil is present, hence volvate and 
annulate species exist. 



ANALYSIS OF THE GENEBA. 

A. Gills decurrent. 
* Stem excentric or absent, 
Claudopus. — Species minute. 

** Stem central. 

Eccilia. — Pileus umbilicate; stem with a polished cair^' 
laginous bark. 

Clitopilus. — Stem fibrous. 
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B. Gills adnate or adneoced, 

Leptonia. — Gills adnexed, soon separating from the stem ; 
margin of pileus incurved when young. 

Nolanea. — Gills adnexed, soon separating from the stem; 
margin of pileus straight when young. 

Entoloma. — Gills sinuate, adnexed; margin of pileu& 
incurved when young ; stem fibrous. 

C. Gills free from the stem. 

Platens. — Volva and ring both absent. 

(Annularia. — Stem without a volva, but furnished with 
a ring.) 

Volvaria. — Stem with a distinct free volva at the base,, 
ring absent. 



CLAUDOPUS. W. G. Sm. (figs. 1-3, p. 236.) 

Pileus exoentric, lateral, or resupinate; stem very short 
entirely absent; gills pink, sinuate or decurrent; spores- 
smooth or warted. 

ClaudopvSy Worthington G. Smith, Clavis Agaricin., p* 17 ; 
Cke., Hdbk., p. 138. 

The species are minute, and distinguished by the 
excentrio or resupinate pileus, and rudimentary or obsolete 
stem. Agreeing in structure with the degraded forms of 
Pleurotus^ but distinguished by the pink spores. 

Claudopus variabilis. Pers. 

Pileus {— I in. across, at first resupinate and fixed by the 
pileus, then more or less reflexed and often with a very short 
stem-like base, silky with white down, margin incurved, 
very thin, often wavy; gills narrow, radiating from the 
point of attachment, rather distant, white then pale salmon- 
colour ; spores elliptical, smooth, 3 x 2 /a. 

Agaricus variabilis^ Persoon, Obs., 2, t. v. f. 12 ; Cke., Hdbk., 
p. 138 ; Cke., Illustr., pi. 344a. 
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FIGUEES ILLUBTBATINa THE RHODOSPOBAE. 
Fig. 1, Claudopm deplueiu; a large Bpecimen; sat. nze; — Fig. % 
■aeotion of emne ; nat. size ;— Fig. 3, spores of same : x 400 ;— Fig. 4i 
Pltdeti$ pellitus and aectioD of Bame; nat size; — Fig. 5, spores of BBoe: 
X 400; — Fig. 6, Nolanea patctat; half nat. size; — Kg. 7, mcUmi of 
«uue ; half nat. size ;— Fig. 8, eporea of surne ; x iW ;— Fig. 9, Foinirto 
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On dead wood, brandies, &c. 

The gills remain for some time white, and is then liable to 
be mistaken for a Pleurotus, 

Pileus rather fleshy, resupinate then reflexed, furnished 
with a short, incurved, villous stem springing from the 
centre; when the pileus is reflexed the stem becomes 
obliterated. Gills at first radiating from an excentric 
point, then meeting at the base, broad, rather distant, 
whitish then rubiginous ; often persistently sterile, when the 
gills remain white. (Fries.) 

Pileus half an inch to above one inch in breadth, round, 
or reniform, entire, sessile, resupinate at first, becoming 
gradually reflexed, so as ultimately to be only attached by 
its side, or obliquely by a small portion of its upper surface ; 
very thin, membranaceous, delicate, pure white, downy r 
flesh almost none. Lamellae rather numerous, narrow, much 
accuminated as they approach the margin; at first white,, 
gradually changing to a reddish colour tinged with pink, 
darkest towards the base, their common point of origin 
excentrical. A very variable species, both in size, form, and 
mode of attachment. The provaUing characters are mentioned 
in the description ; but the mycologist must be prepared to 
find it very whimsical. Fries says that it is sometimes 
furnished, when young, with a short, central, incurved 
stipes, which becomes lateral and obliterated, after the pileus 
is reflexed. The substance, delicate texture, and colour, are 
constant. (Grev.) 

Claudopus depluens. Batsch. (figs. 1-3, p. 236.) 

Pileus up to \ in. across, almost membranaceous, more or 

less convex and with the margin incurved, rather silky, 

whitish or with a tinge of red, hoary, either sessile or 

usually with a short downy, pale stem ; gills broad, ventri- 



Tolvacea ; showing the large, loose volva at the haso of tlic stem ; nat. 
luze ; — Fig. 10, Volvaria temperata, section ; nat. size ; — Fig. 11, Clitopilu» 
pnintUuSj section: half nat. size; — Fig. 12, Eccilia carneo-grisea, half 
Hat. size; — Fig. 13, spores of same; x 400; — Fig. 14, Leptonia aethiop», 
half nat. size; — Fig. 15, section of same; half nat. size; — Fij?. 16, Ento- 
ioma prunuloideSj portion of section ; half nat. size ; — Fig. 17, Entoloma 
plaeentay pileus ; half nat size. 
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cose, crowded, grey then reddish; spores globose, coarsely 
nodulose, 5-6 fi diameter. 

Agaricua depluenSy Batscb, Consp., f. 122 ; Cke., Hdbk., 
p. 139 ; Cke., Ulustr., pi. 344b. 

On the ground, usually attached to moss. 

Very variable, sometimes with a central stem. Flesh 
thin ; watery, fragile. (Fries.) 

Distinguished from C, variabilis by the presence of a stem, 
and more especially by the globose, warted spores. Cooke's 
figures represent this species growing on wood. 

Claudopus byssisedus. Pers. 

Filetus up to f in. across, flesh rather thick, resupinate then 
horizontal, reniform, plane, downy, grey becoming pale, 
margin usually incurved ; stem lateral, very short, incurved, 
with white down at the base ; gills adnato-decurrent, rather 
broad, grey then with a pink tinge ; spores globose, angularly 
warted, 6-7 ft. 

Agaricus hyameduSy Persoon, Ic. Descr., t. 14, f. 4; Cke., 
Hdbk., p. 139 ; Cke., Illustr., t. 344c. 

On rotten wood, and on the ground. 

Distinguished by the grey pileus. resembling somewhat 
Pleurotus applicatm, but distinguished by the stem and pink 
spores. 

Eesupinate when young, stem incurved, villous, attenuated 
upwards, more distinct (^ in. long) and persistent than in 
Ag, depluenSy clothed at the base with white down, exactly as 
in Ag, dictyorhizus, with which the present is exactly analo- 
gous. Pileus rather fleshy, at length horizontal, reniform, 
plane, J-1 in. broad, even, villous, grey, pale when diy, 
flesh same colour, thin. Gills adnato-decurrent, ventricose, 
rather broad, greyish-white, then reddish from the spores. 
(Fries.) 

ECCILIA. Fries, (figs. 12, 13, p. 236.) 

Pileus thin, afc first umbilicate, margin incurved whe'x^ 
young ; gills narrowed behind, truly decurrent, not secedii3-% 
when the pileus is much depressed, pinkish or salmon-coloia-^'' 
stem central, cartilaginous, tubular (tube stuffed or hollov^)' 
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more or less expanded upwards into the pileus; spores 
smooth or warted. 

Ecdlia (as a subgenus of Agaricus), Fries, Syst. Myc, i. 
p. 207. 

A small genus, allied to Clitopilus in the decurrent gills. 
For distinctive features see under last-named genus. 

Corresponding in structure with Omphalia in the Leuco- 
sporae. 

Eccilia Parkensis. Fr. 

Pileus about f in. across, very thin, plano-convex, deeply 
umbilicate, very glabrous (not at all fibrillose), striate to the 
middle, brown when moist, blackish when dry, not hygro- 
phanous; gills decurrent, crowded, distinct, about 1 line 
broad, whitish then dingy flesh-colour; stem about f in. 
long, hollow, not 1 line thick, attenuated downwards, 
glabrous, not punctate, brown; spores subglobose, coarsely 
nodulose, rosy, 8-10 fi diameter. 

Agaricus (^Eccilid) Parkensis, Fries, in Vet. Ac. Forh., 1852 ; 
Cke., Hdbk., p. 136 ; Cke., Illustr., pi. 380a. 

Grassy places. 

A small species. Stem cartilaginous, hollow, scarcely 1 in. 
long, not 1 line thick, attenuated downwards, glabrous, not 
punctate, fuscous. Pileus membraraceous, plano-convex, 
deeply umbilicate, very glabrous, scarcely 1 in. across, striate 
to the middle, fuscous when moist, blackish when dry, but 
not at all hygrophanous. Gills about a line broad. 

Not easily comparable with any other species. Eeadily 
distinguished from allies by the pileus not becoming pale 
when dry. (Fries.) 

Eccilia cameo-grisea. B. & Br. (figs. 12, 13, p. 236.) 
Pileus §—1 in. across, convex and umbilicate, finely striate, 
greyish flesh-colour, margin darker with micaceous particles ; 
flesh very thin ; gills slightly decurrent, distant, rather 
undulate, pinkish salmon-colour ; margin irregular, darker ; 
stem 1J~2 in. long, 1 line thick, slightly thickened and 
<»vered with white down at the base, polished, coloured like 
the pileus, hollow ; spores irregularly oblong, nodulose, 
7 X 5 fu 

Agaricus (Eccilia) cameo-griseus, B. & Br., Ann. Nat. Hist. 
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(1865), pi. xiii., fig. 1 ; Cke., Hdbk., p. 136 ; Cke., Illiistr., 
pi. 380b. 

Among fix leaves, &c. 

Gregarious ; stem sometimes slightly wavy, shining. 

Eccilia griseo-rubella. Lasch. 

Pileus about 1 in. across, membranaceous, deeply iimbili- 
cate, at length plane, striate, hygrophanous, umber, hoary 
when dry; gills rather broad, slightly decurrent, rather 
distant, pallid then salmon-colour; stem 1|~2 in. long, 
equal, smooth, paler than the pileus, hollow; spores angularly 
globose, warted, 9-10 fi diameter. 

Agaricus griseo-ruhelluSy Lasch, in Fries, Hym. Eur., p. 212 ; 
Cke., Hdbk., p. 136; Cke., Illustr., pi. 613a. 

On the ground in pine woods, &c. 

Gregarious, inodorous. Stem hollow, 2 in. long, 1 line 
thick, equal, even, glabrous, almost naked, colour of the 
pileus or a little paler. Pileus membranaceous, deeply 
umbilicate, margin at first arched then plane, 1 in. and 
more across, striate, hygrophanous, umber or brown when 
moist, grey when dry. (Fries.) 

Eccilia atrides. Lasch. 

Pileus submembranaceous, plane, deeply umbilicate, striate, 
black or brown, becoming pale, virgate or finely streaked 
with black ; gills deeply decurrent, naiTOwed behind, rather 
crowded, pallid, margin black, minutely toothed; stem 
hollow, pallid upwards and dotted with black points. 

Agaricus (Eccilia) atridesy Lasch, in Fries, Hym. Enr., 
p. 212; Cke., Hdbk., p. 137. 

In moist woods. 

A small species, respecting which more information is 
desirable. Fries suggests that it may be a modified form of 
Leptonia serrulata, 

Eccilia nigrella. Pers. 

Small, somewhat tufted, pileus smooth, umbilicate, growing 
blackish, not punctate with black ; gills flesh-coloured theo 
somewhat cinereous, with the edge of the same colour ; stem 
short, glaucous. 

Agaricus nigrella, Persoon, Syn., p. 463; Cke., Hdbtt 
p. 137; Berk. & Broome, Ann. Nat. Hist., no. 1661. 
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In pastures. 

United by Fries with Eccilia atrides, but considered distinct 
by Berkeley and Broome. 

This appears to be quite distinct from E, atrides; the 
stem is not nigro-punctate above, nor are the gills nigro- 
denticulate. (B. & Br.) 

Eccilia rhodocylix. Lasch. 

Fileus about ^ in. across, very thin, deeply umbilicate 
or even infundiDuliform, margin reflexed, hygrophanous, 
brownish and remotely striate when moist, minutely floccu- 
lose and grey when dry ; gills deeply decurrent, very distant, 
broad, few, with shorter ones alternating, whitish then 
flesh-colour ; stem up to 1 in. long, jt line thick, thickened 
upwards, tough, glabrous, grey, stuffed ; spores subglobose, 
warted, 10 /x diameter. 

Agaricus (Ecctlia) rhodocylix^ Lasch, no. 567 ; Cke., Hdbk., 
p. 137 ; Cke., lUustr., pi. 343a. 

On rotten trunks, &o. 

Distinguished by its habit, and very distant gills. 

A remarkable and very distinct species. Stem carti- 
laginous, tough, stuffed with soft pith, up to 1 in. long, 
J line thick, thickened upwards, glabrous, grey; pileus 
membranaceous, deeply umbilicate, or almost infun^buli- 
form, margin reflexed, about J in. across, hygrophanous, 
brownish and remotely striate when moist, flocculose and 
grey or whitish when dry. Gills broad, few, the alternate 
ones shorter. 

Analogous with Omphalia umbelliferay but readily dis- 
tinguished by the rosy spores. (Fries.) 

Eccilia atropnncta. Fers. 

Fileus ^— §• in. across, rather • fleshy, soft, hemispherical, 
flometimes slightly umbilicate, smooth, even, pale grey ; gills 
decurrent, distant, arcuate, the alternate ones shorter, greyish 
'fleeh-oolour ; stem about 1^ in. long, attenuated downwards, 
or sometimes idmost equal, rather tough, pallid, shining, 
sprinkled with black, point-like squamules, solid; spores 
angularly globose, apioulate, 5-6 ii diameter. 

Agaricus atrihfunctuSy Persoon, Syn., p. 353 ; Cke., Illustr., 
pL 343a ; Cke., Hdbk., p. 137. 

VOL. U. R 
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Amongst moss in woods, &c. 

Gregarious, small, pileus i-f in. across. Taste disagree- 
able, whole plant brittle, and the pileus inclined to be 
somewhat irregular. (W. G. Sm.) 

Introduced Species. 

Eccilia flosculus. W. G. Sm. 

Pileus about f in. across, somewhat membraiiaceous, 
pruinose with crystalline particles, deeply umbilicate, some- 
what irregular, black-brown, becoming white with age; 
giUs decurrent, somewhat waved, thick, pink; stem about 
^ in. long, attenuated downwards, pruinose or innately 
fibrillose, cartilaginous with a fleshy pith, reddish; spores 
nodulose. 

Agaricus (Eccilid) flosculiis, W. G. Smith, Joum. Bot., 
vol. iv., new ser., p. 97, pi. 161, f. 4-9 ; Cke., Hdbk., p. 138; 
Cke., lUustr., pi. 613b. 

On the ground at the foot and upon the stems of tree 
ferns {DicTcsonia antarctica) at Messrs. Veitch's Nursery, 
Chelsea, June, 1870. Allied to the next, but a very different 
plant; the dark-brown trama and external pruinoso-crystalline 
stratum are characteristic. (W. G. Sm.) 

Eccilia acus. W. G. Sm. 

Pileus up to h in. across, somewhat membranaceous, deeply 
umbilicate, densely pruinose, white, margin striate and in- 
curved ; gills thick, distant, deeply decurrent, pink ; stem 
about 1 in. long, not ^ line thick, cartilaginous, smooth, 
whitish ; spores oblong, angular. 

Agaricus (^Eccilia) acus, W. G. Smith, Joum. Bot., vol. iv., 
new ser., p. 97, pi. 161, f. 14-20 ; Cke., Hdbk., p. 138 ; Cke., 
lUustr., pi. 613c. 

Amongst germinating coffee-seeds in cocoanut flbre, Koyal 
Gardens, Kew. 

This interesting and distinct plant was gathered by the 
Eev. M. J. Berkeley, in August, 1873, and placed in our 
hands for illustration. It differs in its snow-white pruinose 
pileus, and in other characters, from all other described 
species. Its nearest ally is A, carneo-griseuSy B & Br 
(W. G. Sm.;i 
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CLITOPILUS. Fries, (fig. 11, p. 236.) 

Pileus more or less excentric or regular, margin at fixst 
involute; gills more or less decurrent, never sinuate nor 
seceding from the stem, salmon-colour ; stem fieshy or fibrous, 
not polished and cartilaginous externally, central, expanded 
upwards into the flesh of the pileus; spores smooth or 
waited. 

Clitapilus, Fries, Epicr., p. 148 ; Cke., Hdbk., p. 126. 

Closely resembling Eccilia, differing mostly in the stem 
not being cartilaginous at the surface. Distinguished from 
ErUoloma by the gills not being sinuate. 

Agrees in structure with Clitocyhe in the Leucosporae. 

ANALYSIS OF TEE SPECIES. 

Orcelli. 

Oills deeply decurrent. Pileus irregular, somewhat ex- 
centric, or wavy, scarcely hygrophanous, margin at first 
flocculose. 

Sericelli. 

Gills adnate, slightly decurrent. Pileus regular, silky 
or atomate, margin involute, naked. 

* OECELLI. 

Clitopilus prunuluB. Scopoli. (fig. 11, p. 236.) 
Pileus 2-4 in, across, truly fleshy, compact, convex then 
expanded, at length depressed, wavy or unequal, slightlj- 
pminose, white or rarely greyish ; flesh thick, white, un- 
changeable ; gills very decurrent, narrow at both ends, but 
especially so behind, slightly crowded, quite entire, white 
then flesh-colour; stem solid, firm, somewhat ventricose, 
1 in. and more long, about ^ in. thick, naked, often striate, 
white, base villoee ; spores eUiptical, smooth, 7-8 x 5 /a. 

Agaricus prunuIuSy Scop., 0am., 437 ; Cke., Hdbk., p. 126 ; 
Cke., mnstr., pi. 322. 

R 2 
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In woods, &c. 

Smell pleasant, resembling new meal. Edible. 

Pileus 2-4 inches bro£td, convex more or lees wavy, at 
length plane, sub-depressed, very fleshy, white, shining or 
opaque, with a slight tendency to cinereous, smooth, but 
under a lens minutely though densely tomentose, so that the 
impression of the finger is left upon it, margin involute. 
Gills decurrent, narrow more or less forked, covered with 
very minute conical papillae, ending in four spiculae. Sporules 
rose-coloured, elliptic, often seated upon the spiculae. Stem, 
in general, short, white, solid, thickest at the base, and downy. 
Odour like that of fresh meal. (Berk.) 

Clitopilus orcella. Bull. 

Fileus up to 3 in. across, flesh thin, soft, plane then de- 
pressed, irregularly waved and lobed from the flrst, slightly 
silky, rather viscid when moist, white with a yellowiah tinge, 
extreme margin usually incurved; gills deeply deourrent, 
crowded, about 1| line broad, whitish then salmon-colour; 
stem under 1 in. long, ^ in. and more thick, whitish, slightly 
flocculose, usually rather thickened upwards, solid; spores 
elliptical, smooth, 7 x 4 ft. 

Agaricus orcella, Bulliard, t. 673, f. 1 ; Cke., Illustr., pi. 323 ; 
Cke., Hdbk., p. 126. 

In open places among grass, &c. 

Closely allied to C, prunulus, but distinguished by being 
usually smaller, stem shorter, oft«n excentric, attenuated 
downwards, flocculose, pileus thinner, piano - depressed, 
irregular from the first, silky, rather viscid when moist, 
whitish-yellow, often spotted and zoned, margin at length 
undulately lobed, flesh soft, unchangeable, gills much crowded. 
Smell exactly like that of C prunulus. (Fries.) 

Pileus thin, irregular, depressed in the centre, lobed, 
undulated, 2-3 in. broad, clear white, sometimes tinted with 
pale brown on its prominences, occasionally with a grey 
centre, or slightly zoned with grey ; surface soft and smootii 
to the touch, except in wet weather, when it becomes soft 
and sticky; flesh soft, colourless, and unchangeable; stem 
smooth, white, solid, short, decreasing in size, central when 
young, becoming excentric from the pileus growing irregu- 
larly ; gills crowded, decurrent, at first nearly white, then 
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pinkish-grey, at length with a light brown tint ; spores pale 
hrown, • 00035 x • 00018 in., odour pleasant; smaller than 
Clitopilfu prunulus, less fleshy, and grows in more open glades. 
(H. G. Bull.) 

Clitopilus mundulus. Lasoh. 

Filens 1-2 in. across, flesh thin, somewhat gibbous and 
oonvex when young, margin involute, minutely floocose, 
soon expanded and depressed, unequal, wayy and often ex- 
centric, even or rivulose ; flesh soft, white, becoming blackish ; 
gills very decurrent, very much crowded, narrow, thin, mixed 
with numerous shorter ones, pallid ; stem stuffed, about 1 in. 
long, 2 lines thick, almost equal, floccosely villose, then 
becoming almost glabrous, base truly villose, white ; spores 
elliptical, smooth, 10 x 5 fi. 

Agaricus mundultia, Lasch, No. 518; Cke., Hdbk., p. 127; 
Cke., Blustr., pi. 375a. 

In woods, among fallen leaves, &g. 

Allied to C. orceUa, but evidently distinct. Tough when 
young, pallid white, then greyish-spotted, at length blackish. 
(Fries.) 

Clitopilus cretatus. B. & Br. 

Fileus J-J in. across, at first convex, then umbilicate, of a 
dead- white, but shining, membmnaceous, margin involute, 
not striate ; stem a few lines high, 1 line thick, often curved 
at the base and sometimes thickened, tomentose, especially 
below, white ; gills pale pink, not broad, very decurrent ; 
spores subglobose, smooth, 4-5 /x diameter. 

Agaricus (Cliiopilua) cretatus, B. & Br., Ann. Nat. Hist., 
n. 903 (1861) ; Cke., Hdbk., p. 127 ; Cke., lUustr., t. 375b. 

On naked soil in woods and pastures. 

Solitary or gregarious; mycelium white, floccose; allied 
to ClUopiUu prunulus, but much smaller and more delicate. 

Clitopilus popinalis. Fr. 
Kleus 1-2 in. across, flesh thin, flaccid, convex then de- 
prtesed, somewhat wavy, glabrous, opaque, grey, spotted and 
marbled ; flesh greyish-white, unchangeable ; gills very de- 
current, broader than the thickness of the flesh of the pileus, 
lanceolate, crowded, dark grey, at length reddish from the 
spores ; stem stuffed, 1-2 in. long, 2 lines thick, equal, often 
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flexnous, naked, paler than the pileus; spores snbglohose, 
slightly angular, 4-5 fu 

Agaricus (GliUypilus) popinalia, Fries, Epicr., p. 149 ; Cke., 
Hdbk., p. 127 ; Cke., Illustr., pi. 485. 

Among grass, &c. 

Solitary or gregarious, smell pleasant, like new meal; 
entirely grey. (Fries.) 

The pileus is often gibbous, or slightly but broadly umbo- 
nate, and with a pinkish-brown tinge. 

Clitopilus iindatus. Fr. 

Pileus 1-1 1 in. across, rather fleshy, undulate and often 
lobed, sooty-grey with a brown tinge, becoming pale, silky 
and opaque when dry ; gills decurrent, thin, not crowded, 
dark grey with a pink tinge ; stem about 1 in. long, 2 lines 
thick, attenuated towards the base, coloured like the pileus, 
hollow ; spores globose, war ted ; 6-8 /x diameter. 

Agaricus (Clitopilua) undatuSy Fries, Epicr., p. 149; Cke., 
Hdbk., p. 127 ; Cke., Illustr., pi. 486. 

Among grass. 

Much smaller and slenderer than Clit<ypilu8 popintdis ; m- 
odorous. Stem entirely fibrous, not cartilaginous, scarcely 
1 in. long, often very short, 1 or rarely 2 lines thick, fragile, 
unequal, often compressed, slightly attenuated and with 
white down at the base ; pileus thin and deeply umbilicate, 
sometimes infundibuliform, unequal, undulate, about 1\ Id. 
broad, not striate, becoming pale (not hygrophanous) and 
rather silky when dry, opaque, sooty-grey. Gills not crowded, 
distinct, 2 lines broad, margin quite entire. (Fries.) 

Clitopilus cancrinus. Fr. 

Pilous about 1 in. across, thin, almost membranaceous, at 
first convex with the margin involute, then almost pleme, 
very much deformed, at length cracked and broken up on 
the surface, not striate, almost glabrous, but without a cuticle, 
hence minutely flocculose, not viscid nor zoned, whitish-tan 
or entirely white, becoming pale, not hygrophanous ; gills 
truly decurrent, distant, distinct, broadest near the stem, 
rather thick, arcuate when young, then straight owing to 
the expansion of the pileus, white then flesh-colour ; stem 
white, stuffed or partly hollow, short, straight or ascending, 



CLITOPILUS. 247 

round or compressed, scarcely 1 in. long, 1-2 lines thick, 
glabrous, base with white down ; spores subglobose, angular, 
with an apiculus, 5-6 fi, 

Agaricus (Clitopiltis)^ cancrintis, Fries, Epicr., p. 149 ; Cke., 
Hdbk., p. 127 ; Cke., lllustr., pi. 501. 

Among grass, &c. 

Inodorous. A form is figured by Cooke differing from 
the typical state in having a longer stem attenuated into a 
slender, rooting base. 

** SEEICELLI. 

Clitopilus cameo-albus. Wither. 

Pileus up to 1 in. across, convex then expanded, centre 
becoming depressed and the margin drooping, even, polished, 
white, the disc becoming usually tinged with rufous ; flesh 
thin ; gills slightly decurrent, 1 line broad, crowded, salmon- 
colour ; stem 1-1^ in. long, 1 line thick, about equal, solid, 
white ; spores globose, nodulose, 7-8 fi diameter. 

Agaricus cameo-albus. Withering, Arr., iv. 218; (not of 
Fries) ; Cke., Hdbk., p. 128 ; Cke., lllustr., pi. 324b. 

On heaths, &o. 

Inodorous; gregarious. Size and habit very similar to 
Eecilia atro-puncUi, but the colour is a purer white, and the 
gills less decurrent. 

In the section given in Cke., lllustr., the stem is repre- 
sented as being distinctly hollow. 

OlitopUns vilis. Fr. 

Pileus about 1 in. across, somewhat membranaceous, convex, 
umbilicate, soft, grey, silky-fibrillose when dry, opaque; 
gills slightly decurrent or adnate with a decurrent tooth, 
sometimes sinuate, almost triangular, crowded, whitish ; stem 
hollow, 2-3 in. long, 1 line or a little more thick, equal, rather 
rough, splitting in a fibrillose manner, colour of the pileus, 
fibrilloseiy striate, base white, villous ; spores 7-8 x 6 /a. 

AgaricuB {Clitopilus) vilis. Fries, Epicr., p. 150 ; Cke., Hdbk., 
p. 128 ; Cke., lllustr., pL 487. 

Among grass, moss, <&c., in open places. 

Besembling a Leptonia in the umbilicate pileus, but known 
from that genus by the decurrent gills. 
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Clitopilus straminipes. Mass. 

Pilens 1-2 in. across, almost membranaceous, fragile, 
smooth, even, rather shining, whitish, at length expanded 
and depressed in the centre ; gills shortly decnrrent, scarcely 
crowded, whitish then rosy ; stem about 2 in. long 1^ line 
thick, equal, smooth, often compressed, straw-colour below, 
sprinkled with white meal above, hollow ; spores irregularly 
globose, nodulose, 10-12 /x diameter. 

AgaricuB (Clitopilus) straminipes^ Massee, Grev., vol. rvi. 
p. 43. 

Among grass. 

Distinguished by the white, shining pileus and the pale 
btraw-coloured stem. 

Clitopilus stilbocephalus. B. & Br. 

Pileus §-1^ in. across, campanulate, obtuse, or sometimes 
slightly umbonate, margin straight, yellowish-white or 
greyish, sparkling with atoms, white and rather silky when 
<lry; flef^h rather tbick; gills adnate or emarginate and 
Jidiiexed, li-2i lines broad, veined, salmon-colour ; stem 2-3 
in. long, 1 J— 2 lines thick, nearly equal, silkly fibrous, white, 
hollow ; spores oblong, apiculate, angularly nodulose, 12 x 
7—8 fi. 

Agaricus {Clitopilus) stilbocephalus^ B. & Br., Ann. Nat. 
Hist., 1879, p. 205, No. 1758; Cke., Hdbk., p. 128; Cke., 
Illustr., pi. 324b. 

On the ground. 

Distinguished by the pileus being covered with sparkling 
atoms, and the large angularly nodulose spores. 

The gills are broadly adnate when young, but become 
ventricose with age, and then appear to be sinuate and 
adnexed. There is in all stages a more or less evident 
decurrent tooth. 

Clitopilus Smithii. Mass. 
Pileus §-1 J in. across, very soon becoming quite plane and 
orbicular, sometimes undulated, flesh rather thick except at 
the margin, even, atom ate, whitish or with a dingy yellow 
tinge; gills broadly adnate with a slight decurrent tooth, 
2 lines broad, salmon-colour; stem 2-3 in. long, lJ-2 lines 
thick at the base, tapering very slightly upwards, straight. 
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but the snrface undulated, pallid, with a reddish tinge 
below, base white, downy; spores globose, smooth, 4 ft 
diameter. 

Agaricus (^Clitopilus) stilhoc^Tuilus, Berk, (variety), Cke.^ 
niustr., pi. 699. 

On the ground. 

The present species is figured by Cke. from a drawing by 
Worthington G. Smith, as a var. of Clitopilus stilbocevhaluSr 
from which it is quite distinct in the plane pileus, coloured 
Htem, and quite different spores ; neither does it agree with 
any other known species. 



LEPTONIA. Fries, (figs. 14, 16, p. 236.) 

Pileus regular, thin, umbilicate, or with a dark disc^ 
cuticle usually becoming broken up into darker scales or 
fibrils, margin at first incurved ; gills adnate or annexed, 
but soon separating (or seceding) from the stem; stem 
glabrous, more or less polished, cartilaginous, hollow ; spores 
smooth or rough. 

LepUmiaj Fries, Syst. Myc, i. p. 201 ; Cke., Hdbk., p. 129. 

Bcurely growing on wood, mostly on the ground, some in 
dry pastures, others in swampy places. Various tints of 
blue are common, also yellowish green. Distinguished from 
Nolanea by the margin of the pileus being incurved whecr 
young, also by the umbilicate pileus. Corresponding in 
tttructure to Collyhia among the Leucosporae. 



ANALYSIS OF TEE SPECIES. 

* Gills whitish. Pileus rather fieshy, not striate nor 
hygrophanous. 



Gills at first sky-blue, or with a blue tinge. 
♦♦♦ Gills pallid. Pileus becoming pale, yellow or greenish.. 
♦♦♦♦ Gills grey or dusky. 
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* OilU whitish ; not hygrophanom. 

Leptonia placida. Fr. 

Pileus 1-1 1 in. across, flesh thin, oampanulate then convex, 
not striate, the blackish disc densely downy, the remainder 
oovered with blackish fibrils or sqnamnles on a greyish- 
white ground, squamnles arranged concentrically at last; 
gills adnexed, very broad behind, not ventrioose, crowded ; 
whitish, as is also the margin ; stem 2-3 in. long, 1^ line 
thick, equal, very rigid, having white meal at the slightly 
thickened apex, and with black points when seen under a 
lens, remainder glabrous, even, dark-blue or blackish-blue. 

Agaricm (Leptonia) placidus, Fries, Epicr., p. 191 ; Cke., 
Hdbk., p. 129 ; Cke., lllustr., pi. 330. 

On or near beech trunks, &c. 

Leptonia lappula also has black points at the apex of the 
stem, but is distinguished from the present spedes by the 
ambilicate pileus. 

Leptonia anatina. Lasch. 

Pileus l~lf in. across, campanulate, subumbonate, dark 
cinnamon, flbrillose or minutely squamulose ; gills adnexed, 
seceding, rather broad, whitish then salmon-colour; stem 
1 J in. high, 2-3 lines thick, imperfectly hollow, blue, darkest 
towards the smooth, even apex, remainder flbrillose ; spores 
elliptic-oblong, smooth, pink, 8 x 5 ft. 

Agaricua (Leptonia) anatina^ Lasch, n. 561 ; Fries, Hym. 
Eur., p. 201. 

On the ground. 

Distinguished from L, lappula by the absence of black 
points at apex of stem. 

Leptonia lappula. Fr. 

Pileus about IJ in. across, rather fleshy, convex then 
plane, umbilicate, not striate, flocoulose when young, then 
with erect short fibrils that are crowded in the darker 
umbHicus, grey, often with a brown tinge; gills 2 lines 
broad, adnate with a decurrent tooth, separating from the 
stem, crowded, whitish, then dingy salmon-colour; stem 
about 2 in. long, 1^ line thick, slightly striate, brownish- 
lilac, apex naked and with black points ; the stem is some- 
times blackish-purple. 
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Agaricus (Leptonia) lappuluy Fries, Epior., p. 152; Cke., 
Hdbk., p. 129 ; Fries, Icones, pi. 97, f. 2. 

Among beech leaves, &o. 

Stem distinctly and widely hollow, l|-2 in. long, 1-2 lines 
thick, equal, toughish ; striate and blackish punctate at the 
apex under a lens, brownish-lilac or dark purple, base with 
white down, Pileus slightly fleshy, hemispherical, convex 
then plane and umbilicate, 1-1 1 in. broad, not striate, at Qrst 
softly flocoiilose, then with short erect fibrils at maturity, 
crowded and blackish at the disc, hence the pileus appears 
grey and with black points. Gills at first adnate with a tooth, 
usually more or less sepamting from the stem at maturity, 
very broad, crowded, distinct, greyish-white. (Fries.) 

Leptonia lampropoda. Fr. 

Pileus about 1 in. across, flesh thin, convex then expanded 
(not campanulate), obtuse, becoming depressed, almost even 
when young, never striate, at length more or less squamu- 
lose, mouse-colour or sooty-grey with a blue tinge, becoming 
paler but not hygrophanous ; gills adnate, readily seceding 
and becoming almost free, ventricose, whitish then rosy; 
stem 1-1 J in. long, rather thick, up to 2 lines, entirely 
cartilaginous, glabrous, even, not punctate upwards, usually 
bluish-violet, hollow; spores irregular, 10-11 x 6-7 /x. 

Agaricus (^Leptonia) lampropus. Fries, Epicr., p. 152 ; Cke., 
Ulustr., pi. 129 ; Cke., Hdbk., p. 331. 

Among grass, &o. 

Besembling L. ciapreUa, but known by the stout stem, 
absence of striae on the pileus, also absence of an umbilicus. 
(Fries.) 

Leptonia aethiops. Fr. (figs. 14, 15, p. 236.) 
Pileus ^1 in. across, flesh thin, plane then depressed, not 
striate, fibrillosely virgate, glabrous, shining, sooty-black, 
not hygrophanous, but young specimens are black and 
shining when dry; gills adnexed or adnate, straight or 
ventricose, whitish, edge same colour and quite entire ; stem 
1^2 in. long, hardly a line thick, glabrous, blackish-brown, 
having black points near the top ; spores irregular, 10 X 7 /x. 
Agaricus (Leptonia) aethiops, Fries, Epicr., p. 152; Cke., 
Hdbk., p. 130 ; Cke., Illustr., pi. 332a. 
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Among grass, &o. 

Distinguished from L, lampropoda by the pilens being 
depressed from the first and the slender stem with black 
points at its apex. From L. serrulata the present species is 
known by the pileus not being umbilicate, the absence of 
blue on the gills, <fec. (Fries.) 

Leptonia solstitialis. Fr. 

Pileus up to f in. across, flesh very thin except at the 
disc, soon becoming expanded and depresed round a central 
papilla or umbo, rugulose, innately flbrillose, pale brownish 
or fawn-colour; gills emarginate, Ij line broad, whitish 
with a tinge of pink, margin same colour; stem about l^^^t 
li»«^long, 1 line thick, glabrous, not punctate with black 
at the apex, smoky, imperfectly hollow; spores irregular, 
12-14 X 7 ft. 

Agaricus (Leptonia) aoUtitialis, Fries, Epicr., p. 152 ; Gke., 
Hdbk., p. 130 ; Cke., lUustr., pi. 332b. 

Among grass, &c. 

Appears to be a distinct species, marked by absence of a 
blue tinge, and in not having the stem spotted with black 
points. 

** OilU bluish 

Leptonia serrulata. Fr. 

Pileus about 1 in. across, flesh thin, convex, umbilicato- 
depressed, not striate, squamulose, at flrst blackish-blue, 
smoke-colour when old, not hygrophanous, shining when 
dry ; gills adnate, greyish-white, margin serrulate, black, at 
length greyish flesh-colour; stem about 1 in. long, 1 line 
thick, cartilaginous, imperfectly hollow, equal, glabrous, 
paler than the pileus, apex with black points, base with 
white down; spores irregular, 12-14 x 6-8 fi. 

Agaricus (^Leptonia) serrulatus. Fries, Epicr., p. 163; Cke., 
Hdbk, p. 130; Cke., Illustr., pi. 333 ? 

Among grass, &c. 

Eigid. Stem black or steel-blue, glaucous. Pileus at 
flrst blue-black, without striae, black and shining when 
old, but smoky and slightly striate when moist ; paler and 
blackish-virgate when growing ia woods. (Fries.) 
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In Cooke's figure, copied from a drawing made by the 
Eev. M. J. Berkeley, the pilens is 1-1^ in. across, umbib'cate, 
margin vaulted, whitish with a lilac tinge, and slightly 
sprinkled with fibrils. Stem 3-4 in. long, IJ line thick, 
rather flexuous, whitish with lilac tinge, hollow. Gills 
broad, adnate, salmon-colour; spores subglobose, warted, 
9-10 fi diameter. 

This does not agree with the type form, and may prove to 
be distinct. 

Leptonia euchroa. Fers. 

Fileus about i in. across, rather fleshy, convex, obtuse, not 
striate, squammosely fibrillose, at first violet then smoky- 
purple ; gills adnate, very ventricose, plane, dark violet but 
becoming pale, the margin remaining dark; stem about 
1^ in. long, 1 line thick, equal, glabrous, naked, even, tough, 
dark violet ; spores oblong, coarsely warted, 10 x 7-8 /a. 

Agarieus euchrous^ Persoon, Syn., 343 ; Cke., Hdbk., p. 130 ; 
Cke., niustr., p. 334. 

On trunks and branches of hazel, &c. 

Solitary or gregarious. Known from L. chalyhea and 
L. lazulina by growing on wood. 

Leptonia chalybea. Fers. 

Fileus about 1 in. across, flesh thin, convex, somewhat 
nmbonate, not striate, at flrst flocculose, then squamulose, 
dark violet or blackish-blue ; gills adnate, crowded, broad, 
ventricose, greyish-white, margin slightly paler ; stem li-2 
in. long, about 1 line thick, cartilaginous, stuffed, ratner 
firm, glabrous, even, steel-blue; spores 10 x 6 fu 

Agarieus chalyheus, Fersoon, Syn., p. 343 : Cke., Hdbk., p. 
130 ; Cke., Illustr., pi. 325. 

Among grass, &o. 

In colour almost resembling L, lampropoda, but very dif- 
ferent in structure, stem much more slender, &c. 

Distinguished f^m L. lazulina by the pileus not being 
striate, and from L. euchroa by growing on the ground. 

Sub-gregarious. Fileus ^1 in. broad, convex, minutely 
nmbonate, scaly, dark blue or almost black, subcarnose, 
slightly camose on the margin ; flesh dark-blue. Gills at 
first pale then clouded lightly of the colour of the pileus. 
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SpomleB rose-coloured, elliptic with a globular nndens. 
Stem 1| in. liigb, 1 line thick, stuffed, at length hollow, 
indigo without, dark within, nearly smooth above, downy at 
the base. (Berk.) 

Leptonia lazulina. Fr. 

Pileus f in. across, submembranaceous, campanulate then 
expanded, obtuse, striate, at first glabrous, then becoming 
more expanded, obsoletely umbilicate, and torn into squa- 
mules, blackish smoke-colour, at first often blackish-blue or 
greyish-bay, the disc darker ; gills adnate, seceding, crowded, 
pale blue, edge similarly coloured, equally attenuated horn 
the margin to the stem ; stem about 2 in. long, 1^ line thick, 
cartilaginous, hollow, glabrous, even, deep blue, base with 
white down; spores 10 x 6 /a. 

AgaricuB (Leptonia) lazulinua, Fries, Epicr., p. 153 ;. Cke., 
Hdbk., p. 131 ; Cke., Illustr., pi. 549. 

Among grass, &c. 

Gregarious, fragile, about the size of L. asprella. 

Allied to Nolanea. There are two forms; one with the 
pileus blackish-blue at first ; the other bay-brown, the disc 
darker. (Fries.) 



*** 



Gills pallid. 



Leptonia incana. Fr. 

Pileus about 1 in. across, somewhat membranaceous, fragile, 
convex then expanded, umbilicate, striate, glabrous, brown 
and green variegated, silky and becoming greyish when dry; 
gills adnate, with a decurrent tooth, at length secediug, 2-3 
lines broad in the middle, plane, distant, greenish white 
then flesh-colour; stem 1-2 in. long, about 1 line thick, 
distinctly cartilaginous, even, glabrous, greenish or brownish- 
green ; spores irregular, 8x9/1. 

Agarictts (Leptonia) incamLS, Fries, Epicr., p. 154; Cke., 
Hdbk., p. 131 ; Cke., Illustr., pi. 336. 

Among grass, moss, &c. 

Elegant, gregarious. Pileus almost plane, the disc rarely 
fibrillose, fuscous variegated with green. According to 
Secretan, the stem is sometimes bluish. 
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Leptonia chloropolins. Fr. 

Pilens np to 1 in. across, membranaceous, convex then 
expanded, striate, livid or yeiiowish-green, the disc with 
blackish sqnamules; gills narrowed behind and adn&te, 
pallid, then with a salmon-colonred tinge ; stem 2-3 in. long» 
1^ line thick nearly equal, even, glabrous, greyish-green, 
hollow ; spores elliptio-oblong, rough, 7-8 x 5 /a. 

Agaricus (Leptonia) chloropolins^ Fries, Monogr., ii. p. 297 ; 
Cke., lUustr., pi. 337; Cke., Hdbk., p. 131. 

Among grass in woods, <&c. 

Similar to L, exilia in colour but differing in important 
points, also resembling L, formoaa in size and form, but differ- 
ing in colour, stem rather firm, rigid, 2-3 in. long, 1 line 
thick. Pileus 1 in. across, glabrous except the disc, margin 
at first incurved. Gills 2 lines broad, margin similar in 
colour. Agreeing in many points with L. asprella, of which 
it may possibly be a variety, but the habit is different, and 
no transitional forms have been seen, although both species 
have been seen in quantities. (Fries.) 

Leptonia formosa. Fr. 

Pileus about 1 in. across, flesh thin, rather tough, convex 
then plane, umbilicate, striate, waxy-yellow, more or less 
covered with minute brownish or smoke-coloured, fibrillose 
sqnamules; gills adnate, with a decurrent tooth, rather 
distant, pale yellow, then flesh-colour, edge quite entire and 
similar in colour, stem 2 in. long, about 1 lino thick, equal> 
even, glabrous, shining, yellow. 

AgaricuB {Leptonia) formosuSy Fries, Epicr., p. 154 ; Cke., 
Hdbk., p. 131. 

In woods, especiallypine. 

Closely allied to L, asprella. The stem is sometimes 
brownish or bluish. (Fries.) 

Var. suavis^ Lasch, no. 285 ; Cke., Illustr., pi. 488. 

Pileus 1-2J in. across, convex then expanded, umbilicate, 
fawn-colour, stem 3-4 in. long, 1-1 J line thick, equal, pale 
greyish-blue, gills broad, adnate, salmon-colour ; spores 
subglobose, nodulose, 10 /x diameter. 

In swampy places. 

It is donbt^ whether the type form has occurred in 
Britain. 



256 FUNGUS-PLOEA. 



**** ChrUU grey or dusky. 

Leptonia asprella. Fr. 

Pileus 1-1 1 in. across, somewhat membranaceous, convex 
then expanded, umbilicate, and there obscurely downy then 
«quamaiose, sometimes glabrons (except the disc), sometimes 
fibrillose, hygrophanons, at first smoke-colour or mouse- 
colour, then livid-grey ; giUs adnate, seceding and becoming 
free, rather distant, plane, equally attenuate from the stem 
towards the margin, greyish white, edge quite entire, the 
«ame colour ; stem 1-2 in. long, not more than 1 line thick, 
equal, straight, even, glabrous, cartillaginous, hollow, livid, 
fuscous, green and blue mingled, (fee, base with white down. 

Agaricus {Leptonia) asprellua, Fries, Bpicr., p. 154; Cke., 
Hdbk., p. 132. 

Among grass. 

Some specimens have the pileus squamulose everywhere ; 
«ome forms resemble a Nolanea, pileus hemispherical then 
oampanulate, disc sometimes with a minute depression, some- 
times with a papilla, (Fries.) 

Leptonia nefrens. Fr. 

Pileus 1-2 in. across, membranaceous, convex, then plane, 
:at length infundibuliform, hygrophanous, not striate, slightly 
squamulose, often rather wavy, livid-sooty, darkest at the 
centre, pale livid when dry ; gills adnexed, soon separating 
from the stem, broad, close, pale grey, margin quite entire, 
blackish ; stem 1-1 J in. long. 1-1^ line thick, glabrous, livid- 
brown, hollow ; spores elliptical, smooth, 4-5 x 3 ft. 

Agaricus {Leptonia) nefrens^ Fries, Syst. Myc, i. p. 209 ; 
Fries, Hym. Eur., p. 205; Cke., Hdbk., 132. 

In damp places among grass, &o. 

Allied to L. serrulata, but distinguished by the quite 
entire margin of the gills, and the absence of black points at 
the apex of the stem. 



NOLANEA. Fries, (figs. 6-8, p. 236.) 

Pileus regular, almost membranaceous, campanulate, more 
or less papillate, striate, or even and floooulose, margin at 
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first straight and pressed to the stem ; gills adnexed or free, 
never decurrent; stem central, cartilaginous, hollow, the 
cavity sometimes £lled with a floccose pith; spores with 
a pink or salmon tinge. 

Nolanea^ Fries, Syst. Myc, i. p. 204 ; Cke., Hdbk., p. 132. 

Nolanea corresponds in structure with Paathyrella, 
Psathyra, Galera, and Mycena. Allied to Leptonia, but dis- 
tinguished by the margin of the pileus being straight and 
f tressed to the stem when young, and not incurved, and by 
tlie usually papillate or slightly umbonate pileus. 



ANALYSIS OF THE SPECIES. 

* Gills grey or with a fuscous tinge. Pileus dark, hygro- 
phanous. 



««« 



Gills yellowish or with a rufous tinge. 
Gills pure white, then rosy. Hygrophanous. 
GiUs whitish. Pileus not hygrophanous. 

* OilU grey or dusky, Pileus dark, hygrophanous^ 

Nolanea pascua. Pers. (figs. 6-8, p. 236.) 

Pileus membranaceous, conical, then more or less ex- 
panded, smooth, hygrophanous, |— 1 in. high, about the same 
across, livid bistre, paler when dry and silky, shining; 
gills rather crowded, almost free, salmon-colour, margin 
eroded; stem 1-2 in. long, fistulose, fragile, silky-fibrous, 
shining, slender, pale; spores irregularly nodulose, pink, 
9-10 ft diam. 

Agaricus (^Nolanea) pascuus^ Pers., Comm. ; Schaeff., t. 229 ; 
Cke., niustr., t. 376. 

In pastures. 

Inodorous. The above description covers the most general 
form, but the species is variable ; sometimes the pileus is 
booty and more or less fibrillose, stem himilarly coloured, and 
gills greyish-pink. The distinctly fibrous stem is always 
constant, and at once separates this from every other species 
of Ndanea. 

VOL. n. s 
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Everywhere in pastures and woods thronghont the year, 
an exceedingly yariable and changeable species, always 
watery (moist), very fragile, of a sqnalid colour, nearest to 
Entoloma sericeum. Stem fistulose, soft, usually 2-3 in. long, 
1-2 lines thick (sometimes compressed), equal, silky-fibrous, 
or fibrillose when adult, striate, usually pale smoke-colour, 
not cartilaginous. Fileus membranaceous, somewhat acute, 
conical then expanded, but not flattened, usually umbonate, 
glabrous, smoky-grey and striate when moist, even, silky- 
shining, hoary or fawn-colour, becoming pale when dry; 
size very variable, the smaller forms hardly 1 in. across; 
the larger 2-3 in. broad, undulately lobed in luxuriant indi- 
viduals. Gills very much narrowed behind, almost free, 
thin, crowded, ventricose, or especially towards the margin, 
broader and obtuse, grey or smoky-white, powdered with 
the rosy spores, but not tinged rosy. (Fries.) 

Pileus 1 in. or more broad, subcamose, brown, when dry 
changing to ochraceous-brown, umbonate, smooth, satiny 
not fibrillose, the margin striate when moist. Stem 1 in. 
high, stufied minutely fistulose, when old quite hollow, and 
fibrillose within and without, often compressed, paler than 
the pileus. Sometimes the pileus is depressed and the giUs 
appear decurrent. Odour Uke that of fresh meal. The 
above is a description of one state of the species, but it 
will not apply universally. The stem is sometimes much 
longer, and the gills vary much in shape. It occurs of 
various colours, and the form of the pileus is by no means 
constant. I have found specimens very much resembling 
A. lanugino8U8, which though very different from the common 
state I imagine to be only a variety. The pileus is conioo- 
campanulate, umbonate, umber-grey, decidedly silky, the 
gills adnate with a distinct tooth, or sub-adnexed, dull 
pink with a shade of umber, extreme margin white, scarcely 
serrulate. Stem pale, darker below, fibrillose. It has the 
same odour. Another form of the species, if not distinct, 
has very broad secedento-adnate giUs, and a subfibrillose 
pileus. I can, however, find no other mark of distinction; 
this also has the mealy odour. (Berk.) 

Nolanea Babingtonii. Bloxam. 
Filens about ^ in. across and a little more in height, flesh 
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very thin ; conico-campanulate, pale grey, sMning like silk, 
adorned with dark brown fasciculate fibrils which are free 
at one end, disc rather squamulose; gills adnate, ventri- 
cose, distant, grey, darker at the base ; stem about 1 in. 
long, not 1 line thick, equal, somewhat strigose and covered 
with brown down, hollow, slightly wavy; spores subglo- 
bose or slightly oblong, apiculate, nodulose, 7-8 /a ; cystidia 
absent. 

Agaricua (Nolaned) Bahingtoniiy Bloxam, in Berk., Outl., 
p. 148 ; Cke., Hdbk., p. 133 ; Cke., Illustr., pi. 377a. 

On the ground. 

Berkeley says of the gills — " glistening with the white 
antheridia," presumably referring to projecting points in the 
hymenium, but I fail to find cystidia in the type specimens. 

Nolanea mammosa. Fr. 

Fileus ^-1 in. across, flesh very thin, conico-campanulate, 
acutely umbonate or papillate, slightly striate, glabrous, pale 
brown, pale dingy ochre and sUky when dry ; gills adnexed, 
1 line broad, rather crowded, greyish with a pink tinge at 
maturity, separating from the stem ; stem about 2 in. long, 
sometimes more, 1^ line thick at the apex, thinner down- 
wards, rigid, shining, glabrous, fragile, apex powdered with 
white meal, hollow ; spores oblong, nodulose, 7-8 X 5-6 /x ; 
no cystidia. 

Agaricus mammosuSj Linneus ; Fries, Spic, p. 7 ; Cke., 
Hdbk., p. 133 ; Cke., Illustr., pi. 377b. 

Among short grass in open, sunny places. 

Fileus tawny brown. Stem elongated, fragile, shining. 
(Cooke.) 

Nolanea juncea. Fr. 

Fileus about § in. across, membranaceous, conical then 
expanded, radiately striate, sooty-umber, disc somewhat um- 
bilicate or even papillate or umbonate, slightly squamulose ; 
gills adnexed, seceding, about 1 line broad, rather distant, 
grey then purple-brown; stem 2-3 in. long, 1 line thick, 
equal, brown, hollow. 

Agaricus (^Nolanea) juncea. Fries, Syst. Myc, i. p. 208; 
Cke., Hdbk., p. 133 ; Fries, Icon., pi. 99, f. 2. 

In swamps among Sphagnum^ and in woods. 

s 2 



A; 
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Fragile, inodorous. Stem cartilaginous, hollow, slender, 
3 in. long, scarcely 1 line thick, equal, even, glabrons, 
brown or black, at length livid-brown. Pileus entirely mem- 
branaceous, conical then campanulate, cuspidate, not 1 in. 
across, striate, hygropbanous, blackish and shining when 
old. Gills ascending, adnexed, seceding, rather distant, grey 
then rosy. Remarkable for two distinct forms of pileus 
being found growing mixed together, one being cuspidate, 
the other umbilicate. The hame thing is seen in Omphalia 
campanella and 0. fibula. A third form has the gills greyish- 
brown then purplish. (Fries.) 

Nolanea falvo-strigosa. B. & Br. 

Pileus up to 1 in. across, conico-caiupanulate, subumbonate, 
smooth, rugulose, ochraceous with an olive tinge (when 
dry) ; flesh very thin ; gills adnexed, ralher distant, 1^ line 
broad, greyish with a flesh-coloured tinge ; stem about 2 in. 
long, about 1 line thick, equal, clad with mealy squamules, 
hollow, densely strigose at the base with reddish flbrils; 
spores elliptic-oblong, warted, apiculate at the base, 10 X 6 ft ; 
cystidia conical, 45-50 X 7-8 fi, rare. 

Agaricus (Nolanea) fulvo-strigosa, B. & Br., Ann. Nat. Hist., 
No. 1650; Cke., Hdbk., p. 134. 

On the ground (Maidstone). 

Remarkable for the strigose base of the stem, the fibrils 
being bright reddish-brown. The paper on which the speci- 
mens are preserved is tinged bright rose-colour. 

Pileus I in. across, J in. high ; stem 2 in. high, about 
1 line thick, clothed at the base with rigid red hairs, and 
tinted with the same colour above. Spores '0005 long, 
•0003 broad. The peculiar character of the strigae separates 
this from all other species. (B. & Br.) 



** 



Gills becoming yellowish or reddish. 



Nolanea pisciodora. Cesati. 
Pileus up to 1 in. across, flesh rather thick at the dis^^ 
membranaceous elsewhere, conico-campanulate then conv^' 
or expanded, slightly umbonate, minutely velvety to 
touch, tawny-cinnamon; gills slightly adnexed, 1^ lii 
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broad, yellowish then pink, at length with a tawny tinge ; 
stem 2-3 in. long, about 1 line thick, tough, nearly or quite 
rstraight, minutely pruinose, chestnut then blackish below, 
paler and minutely velvety upwards, indistinctly hollow. 

Agaricua pisciodoruSj Cesati, in Crypt. Ital., i. p. 61, t. 3, 
f. 2 ; Cke., Hdbk., p. 134; Cke., Illustr., pi. 378a. 

Among leaves in woods, &c. 

Smell strong, resembling stinking jfish. 

Fries considers the present species to be very close to 
N, nigripes, having the same smell, and differing only in 
colour. Judging from British specimens that agree with 
both species respectively, the present may be distinguished 
by the velvety feel of the pileus, and the thicker, straight 
stem being pale and rather velvety at the apex. 

Speaking at the annual fungus foray meeting of the Wool- 
hope Club, Dr. M. C. Cooke made the following remarks 
respecting certain species of Nolanea and Naucoria : " There 
are three or four closely similar forms to each other which 
have hitherto borne distinctive names, but which I am 
beginning to think do not deserve that honour. This group 
includes, as we know them, Agaricua (Nolanea) pisciodorusy 
Cesati ; Ag. (Nolanea) piceus, Kalchbr. ; Ag. (Naucoria) 
cucumis, Pers.; and Ag. (Nolanea) nipripea, Trog." 

After an analysis of the specific diagnosis. Dr. Cooke says : 
" It must be observed that only one of these forms wmch 
departs from the type in any feature which would warrant 
specific distinction is the last [Ag, (Nolanea) piceus, Kalchbr.], 
which is the only truly aberrant form, in virtue of the 
robust stem, papillate pileus, and emarginate gills." 

" If I might venture an opinion, based on the belief that 
Ag. cucumia is not really a good Naucoria, but rather a 
Nolanea, I should suggest that Agaricua nigripea, piaciodorua, 
and cucumia are varieties of one species, call it by whatever 
name you please, and that Ag, picetia has distinctive featuies 
which might warrant its retention as a fairly good species. 
At any rate, it is an open question, which merits investi- 
gation in the light of these suggestions." (Grev., vol. xix. 
p. 30.) 

The above suggestions have not been adopted in the 
present work, notwithstanding the fact that, so far as an 
analysis of the respective existing specific characters is con- 



262 FUNGUS-FLOBA. 

oemed, I am quite in harmony with Dr. Cooke's views ; but 
at the same time it will, I believe, be conceded that there 
are certain specific features that cannot be clearly expressed 
in writing, more especially when the points noted are (with 
the exception of the spores) what may be termed superficial; 
possibly a closer examination, including presence or absence 
of cystidia, form of basidia, existence of laticiferous cells or 
otherwise, may aid in elucidating this point. 

Nolanea nigripes. Trog. 

Pileus about 1^ in. across, almost membranaceous, rather 
tough, campanulate, obtuse, even, glabrous, IJ in. broad, 
brown, covered with yellowish flocculent particles; gills 
adnexed then free, ascending, thin, somewhat crowded, 
ventricose, yellow then flesh-colour; stem 4-5 in. long, 
1 line thick, equal, twisted, rather wavy, glabrous, black, 
hollow. 

Agaricus nigripes, Trog, in Flora, 1834, p. 527 ; Cke., 
Hdbk., p. 372; Cke., Illustr., pi. 1170a; Fries, Icon., t. 99, 
£1. 

In swampy places. 

Odour resembling that of stinking fish. 

Nolanea rufo-camea. Berk. 

Pileus up to 1 in. across, flesh very thin, hemispherical, 
umbilicate, slightly fibrillose, reddish-brown, margin slightly 
striate, gills adnexed, Ij line broad, ventricose, veined, pale 
salmon-colour; stem about 2 in. long, 1 line thick, equal, 
slightly thickened at the base, pale reddish-brown, paler 
above, hollow; spores elliptic-oblong, apiculate, smootbi 
9-10 X 6 /A ; no cystidia. 

Agaricus (Nolanea) rufo-cameus, Berk., Eng. Flor., vol. v. 
p. 81 ; Cke, Hdbk., p. 134 ; Cke., Illustr., pi. 378b. 

On heaths, &c. 

Pileus 1 in. broad, umbilicate, membranaceous, indistinctV5 
fibrilloso-squamulose, margin striate, dark red-brown; gill* 
adnate, ventricose, waved, rose-coloured, slightly connects* 
and traversed by veins; sporules elliptic, rose-colour^^' 
Stem 2^ in. high, 1 line thick, curved at the base, where ^ 
is slightly thickened, pale rufescent, nearly white abov^ ^ 
fistulose, smooth, under a lens minutely fibrillose. Ta^' ^ 
rather bitter. (Berk.) 



NOLANEA. 263 

Nolanea icterina. Fr. 

Pileus ^1^ in. across, rather £rm, almost membranaceous, 
campannlate, soon convex, often becoming entirely reflezed, 
but not umbilicate, undulate and variously formed in 
vigorous specimens, glabrous, opaque, hygropbanous, pel- 
lucidly striate, yellowish-green, rarely honey-colour wim a 
tinge of yellow, pale and slightly silky when dry ; disc some- 
times obtuse, at others papillate, often brown and with 
brown squamules; gills adnexed, seceding, ventricose, dis- 
tant, pallid; stem i-2 in. long, 1 line thick, stuffed, rigid, 
the apex only or every part mealy, colour of the pileus or 
brown ; spores oblong, nodulose, 11-12 X 8 ft. 

Agaricua (Nolanea) icterintbs, Fries, Epicr., p. 157 ; Cke., 
Hdbk., p. 134; Cke., Illustr., pi. 338. 

Among grass, also in cultivated places. 

Usually somewhat caespitose, very variable, stem often 
compressed. Gills free, decurrent, anastomosing, &c., be- 
coming saffron in decay. 

Nolanea subglobosa. A. & S. 

Pileus about f in. across, rather fleshy, hemispherical^ 
even, rather viscid, yellowish, gills nearly free, 2 lines or 
more broad ; rhomboid, convex, flesh-colour with a yellowish 
tinge; stem about 1^ in. long, 1 line thick, equal, longi- 
tudinally striate, pale, becoming hollow; spores broa£y 
elliptical, smooth, pale pink, 9 x 7 /a. 

Agaricus subglobosus, Albertini and Schweinitz, p. 169 ; 
Grev,, vol. xvii. p. 38 ; Cke., Illustr., pi, 1170b. 

On the ground. 

Distin^ished by the subglobose, viscid, yellow pileus and 
broad giUs. 



♦♦♦ 



Oilla tohite^ then rosy. Pileus hygrophanous. 



Nolanea picea. Kalchbr. 
Pileus up to Ij in. broad, rather fleshy, scarcely hygro- 
phanous, conical then campanulate, at length expanded, 
papillate, even, glabrous, black becoming paler at the margin, 
umber when dry ; flesh tinged with umber ; gills adnexed, 
ascending, with a short decurrent tooth, rather distant. 
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Tentricose, 2 lines or more broad, at first pale then flesh 
colour ; stem 1-2 in. long, 1-2 lines thick, almost equal or 
slightly thinner downwards, even, nearly glabrous, pitch- 
black, very slightly pminose, rather tough, not straight, 
hollow ; spores elliptical, smooth, 7-8 x 5 /a. 

Agaricus (Nolanea) piceus, Kalchbr., Icon. Sel. Hym. Hung., 
p. 23, pi. xi., fig. 2 ; Gke., Hdbk., p. 135 ; Cke., Ulustr., 
pi. 379a. 

Among grass. 

Smell strong, resembling cucumber or decaying fish. 
Allied to N. pisciodora, but distinguished by the glabrous, 
pitch-black pileus and stem when moist. 

Nolanea infala. Fr. 

Eemarkably tough. Fileus up to f in. across, membra- 
naceous, conical then expanded, with a papilla or wart-like 
umbo, shining, almost even, hygrophanous, dark grey when 
moist, pale buflf when dry ; gills adnexed, not 1 line broad, 
closely crowded, snow-white then pink ; stem about 2 in. long, 
rigid, glabrous, naked, brown, paler when dry, imperfectly 
hollow. 

Agaricus infula, Fries, Sp., p. 8; Cke., Hdbk., p. 135; 
Fries, Icon., t. 100, f. 1. 

On the ground in copses, &c. 

Inodorous, sometimes small, with a filiform stem 1 ifl. 
long, sometimes larger and firmer, up to 3 in. high. Stem 
always remarkably cartilaginous, very tough, polished, 

flabrous, coloured like the pileus, even or slightly striate, 
ileus membranaceous, tough, conical then expanded, often 
deformed in large specimens, centre becoming depressed, 
|t-lj in. across, not striate, glabrous, sooty or browni.-li 
fawn-colour when moist, dingy ochraceous when dry, shining 
in both stages. Gills variable according to the state of 
expansion of the pileus, typically adnexed, or breaking away 
and becoming free, size very variable, but clearly distin- 
guished from allies by its toughness, polished appearance, 
and whiteness of the gills. (Fries.) 

Var. versiformis, Fries, Icon., p. 114. 

Pileus convex then depressed or even infundibuliform, but 
persistently papillate, densely but slightly striate, silkily 
shining when dry. 
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Nolanea coelestina. Fr. 

Pileus up to § in. across, flesh very thin, campanulato, 
obtuse or slightly umbonate, glabrous, margin striate and 
often plane or upturned with age, pale blue, disc darker and 
rather rough ; gills adnexed, 1^ line broad, rather crowded^ 
white then with a very slight tinge of pink ; stem 1-1^ in^ 
long, not a line thick, equal, often incurved at the base, even,, 
glabrous, dark blue, apex mealy, hollow. 

Agaricus (^Nolanea) coelestinm^ Fries, Epicr., p. 158; Ckev> 
Hdbk., p. 135 ; Cke., lUustr., pi. 372b. 

On wood, also in pine- woods, &c. 

Solitary, inodorous. Stem soon hollow, 1^ in. long,, 
scarcely a line thick, thinner upwards, apex with white- 
meal, rest glabrous, even, blue-black. Pileus thin, campan 
nulate, at length convex, obtuse, virgate, disc scabrid, 
blackish, remainder sky-blue, not hygrophanous. Gills^ 
adnate, ventricose, very broad, greyish-white, margin samfO 
colour. Spores pale rose-colour. A form growing in pine- 
woods is slenderer than the form on oak trunks. Very 
distinct from all other species of Nolanea. Eesembling 
Leptonia in colour, but very distinct in structure. (FriesJ) 

Nolanea exilis. Fr. 

Pileus up to f in. across, membranaceous, conical then; 
expanded, striate, glabrous, livid-grey, the darker disc papil- 
lose ; gills adnexed, rather crowded, whitish, then with ai 
tinge of pink ; stem 2-3 in. long, not 1 line thick, tough,, 
glabrous, greyish-green, apex naked, hollow. 

Agaricus (Nolanea) exilis, Frioi?, Syst. Myc, i. p. 206;. 
Fries, Hym. Eur., p. 210. 

Among grass, leaves, &c. 

Allied to N. cMoropolia, but more slender and delicate ;. 
pileus varying on lilac. A variety found among Sphagnum 
l»ecomes elongated, and the margin of the gills becomes 
brovmish. (Fries.) 

(a) Among grass under beeches, &c., polymorphous. Stem 
hollow, 2-3 in, long, ^ line thick, tough, even, glabrous, 
naked, greyish-green; pileus membranaceous, umbonate, 
conioal then expanded, ^ in. broad, striate when moist, event 
when dry (not hygrophanous), with sooty radiating lines 
from the dark papilla, the rest livid-greyish or with a lilaa 
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tmge ; gills adnate, separating readily from the stem, rather 
crowded, whitish, edge similarly coloured. (6) Among 
grass under pines; stem firmer and more rigid; pUens 
slightly striate, 1 in. across when expanded, livid, with black 
squamules in the centre ; gills 2 lines broad, (c) In swamps. 
Very slender ; stem filiform, weak and flexible, grey ; pileus 
very slender, obtuse, greyish brown, then with a lilac tinge, 
disc darker, punctiform ; gills adnexed, seceding, margin at 
length brownish. Although very slender, not hygrophanous. 
(Fries.) 

Nolanea verecunda. Fr. 

Pileus ^ in. across, somewhat membranaceous, disc rather 
fleshy, at first somewhat umbonate, then rather obtuse (never 
depressed), indistinctly pellacidly striate to the middle when 
humid, but the disc is cdways even, at first sight glabrous, 
but when carefully examined seen to be obsoletely silky 
towards the flocculose margin ; watery reddish or pallid, not 
changing colour when dry; gills adnate, seceding,* rather 
thick, distant, distinct, ventricose, segmentoid, 2 lines and 
more broad, slightly ascending, whitish, watery; stem 
1^2 in. long, 1-2 lines thick, rather firm, somewhat hollow, 
cartilaginous, not very rigid, and when rubbed between the 
fingers, splitting into fibrils, becoming pale, apex mealy. 

Agaricua {Nolanea) verecundua^ Fries, Epicr., p. 156; Cke., 
Hdbk., pi. 135 ; Cke., lUustr., pi. 340a. 

Among grass. 



«««« 



CHlla whitkh, Pileus not hygrophanous. 



Nolanea rubida. Berk. 

Pileus about ^ in. across, flesh very thin, convex, at length 
expanded and umbilicate, minutely silky, whitish-grey then 
rufescent, even ; gills adnate, attenuated behind, ventricosei 
sometimes slightly decurrent, whitish then salmon-colonJJ 
stem about i in. long, thickest upwards; white, minutey 
silky, solid ; spores elliptical, smooth, 4-5 x 3 ft ; no cystidift* 

Agaricua rvbiduay Berkeley, Mag. Zool. and Bot., vol. i. *• ^' 
f. 2; Cke., Hdbk., p. 135 ; Cke., Illustr., pi. 340b. 

On soil in hothouses. 
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Eeadily distinguished by its small size, and by the white 
pilens becoming rufescent with age or on drying. Smell of 
meal. 



ENTOLOMA. Fries, (jfigs. 16, 17, p. 236.) 

Kleus regular, rather fleshy, margin incurved at first; 
stem central, more or less fibrous ; gills adnexed, sinuate or 
rounded behind, often seceding or separating from the stem, 
rosy or pale salmon-colour ; spores elliptical and smooth or 
subglobose and coarsely warted, rosy or salmon-colour; 
cystidia rare ; without a distinct veil. 

Enloloma^ Fries, Epicr., p. 143 ; Cke., Hdbk., p. 118 (as a 
subgenus of Agaricus), 

Known amongst the Bhodo»porae by the sinuate gills. 
Corresponding morphologically with the genera Tricholonuh, 
Hebdomay and Hyjpholoma, 

Growing on the ground after heavy rains ; many of the 
species have a smell resembling meal. 



ANALYSIS OF THE SPECIES. 

* Genuini. 
Fileus glabrous, moist or viscid ; not hygrophanous. 

** Leptonidei. 

Pileus fiocculose or somewhat squamulose ; absolutely dry, 
not hygrophanous. 



«»♦ 



NOLANIDEI. 



PileuB thin, hygrophanous, somewhat silky when dry; 
often undulate and irregular. Eesembling Nolanea, except 
in the stem, and di£fering in the incurved margin of the 
pileus. 
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* GENUINL 

Entoloma sinuatum. Fr. 

Pileus up to 6 in. across, very fleshy, convex then expanded, 
gibbous at fii'st, then depressed, yellowish- white ; margin 
wavy and sinuate, becoming broken up into squamules when 
dry; gills emarginate, slightly adnexed, ^| in. broad, 
crowded, distinct, reddish-yellow; stem solid, firm, stout, 
3-6 in. long, 1 in. thick, equal, compact, fibrillose at first, 
then glabrous, naked, white. 

Agaricu8 (Entoloma) sinuatus, Fries, Epior., p. 143 ; Cke., 
Illustr., pi. 310. 

Agaricus sinuattLS, Bull., Champ., t. 690. 

In woods. 

Smell strong, pleasant, almost resembling burnt sugar. 
The stem is sometimes shorter, as shown in Bulliard*s fig. 
t. 690. (Flies.) 

Some old specimens of this fungus, fully grown, measured 
9 to 10 in. across. (Saund. & Sm.) 

Entoloma lividum. Bull. 

Pileus 3-4 in. across, disc very fleshy, becoming very thin 
towards the margin, flesh white, compact, convex then plane, 
dry, glabrous, distinctly longitudinally fibrillose, pale livid 
tan; stem about 3 in. long, 1 in. or more thick, almost equal, 
glabrous, apex mealy, shining white, imperfectly hollow ; 
gills almost free, rounded behind, 3 lines broad, pallid then 
flesh-colour; spores subglobose, coarsely warted, 10-11 ft 
diameter. 

Agaricus lividus, BuUiard, Champ., t. 382 ; Cke., Illustr., 
pi. 311. 

In woods. 

Stem rigid externally, stuffed with a spongy pith, slightly 
striate, 3 in. long, 1 in. and more thick, disc of the pileus 
compact, 4 in. and more broad, net wavy. Smell of new 
meal, which suggests its being edible, but according to 
Quelet, very poisonous. (Fries.) 

Var. roseus, Cke. Pileus soon plane, smooth, polished, 
whitish-ochre, disc rosy, margin whitish, about 4 in. across, 
flesh thick at the disc, gradually becoming thinner to the 
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almost- membranaceoTis margin, white, compact ; gills very 
much rounded behind and almost free, crowded, about 3 lines 
broad, pale yellowish flesh-colour ; stem about 2 in. long, 
rather swollen at the base and very slightly thinner upwards, 
about f in. thick at the apex, whitish, striate, apex slightly 
flocculose or mealy, distinctly hollow. 

Agaricus (Enlohma) lividua^ Fr., var. roseus, Cke., Hdbk., 
p, 119; Cke., Illustr., pi. 469. 

On logs. 

The present variety diflfers from the typical form in many 
respects, also in habitat, and may eventually prove to be a 
distinct species. 

Entoloma prunuloides. Fr. (fig. 16, p. 236.) 

Fileus 2-3 in. across, fleshy, campanulate then convex, 
at length flattened, somewhat umbonate, unequal (but not 
wavy), even, viscid, yellowish or livid, margin at length 
slightly striate; gills almost free, emarginate, at first 
slightly adnexed, 3-4 lines broad, crowded, ventricose, white 
then pde flesh-colour ; stem 3-3^ in. long, 3-4 lines thick, 
equal, even or slightly striate, glabrous, naked, white, 
flesh fibrous, solid; spores subglobose, coarsely warted, 
10 fjL diam. 

Agaricus (Entoloina) prunuloideSy 'Fries, Epicr., p. 143; Cke., 
Hdbk., p. 119 ; Cke., Illustr., pi. 312. 

Among moss and grass, &c. 

Smell very strong of new meal. The pile us generally 
becomes longitudinally cracked. 

Smell same as E. prunulum, Eesembling E, lividumj but 
very distinct, only one-third the size. The pileus varies to 
white, yellowish, or pale grey. (Fries.) 

Entoloma repandum. Bull. 

Fileus 1-1 f in. across, flesh white, thick at the disc, thin 
elsewhere, conical then expanded, umbonate ; usually wavy, 
margin incurved, often lobed, somewhat silky when dry, 
pale ochraoeous, with darker lines ; gills almost free, broadest 
in front; IJ line broad, pale salmon-colour; stem l|-2 in. 
long, equal^ silky, white, solid; spores globose, warted, 
8 fjL diameter. 

Agariau (Entoloma) repandua, Cke., Hdbk., p. 120; Cke., 
lUnstr., pi. 313. 



270 FUNGUS-FLORA. 

Agaricus repandus^ Boll., Champ., t. 423, fig. 2. 

Among grass. 

Fileus 1-2 in. broad, conic, obtuse, at length expanded, 
very fleshy, the margin incurved and lobed, pale whitish- 
ochraceous, with a few streaky shades, clothed with a very 
close, adpressed indistinct silkiness. Gills pale dull-rose, 
broad in front. Spores round, rose-coloured. Stem IJ in. 
high, 3 lines thick, white, beautifully adpressoHsericeous, 
composed of fibrous cells, distinct from those of the pileius. 
Odour like that of fresh meal. My specimens agree precisely 
witii Bulliard's plant quoted above (TBulL, t. 423, f. 2), except 
that the colour is not so lively. He says expressly that the 
seminal powder is " rougeatre," which can hardly apply to 
any species of the subgenus Inocyhe. (Berk.) 

Entoloma placenta. Fr. (fig. 17, p. 236.) 

Pileus 1-2 in. across, convex then expanded, orbicular, 
even, glabrous, brown, moist in damp weather ; flesh thin, 
watery, becoming pale ; gills emarginate, adnexed, crowded, 
rather thick, white then pale flesh-colour ; stem 2-3 in. long, 
2-3 lines thick, solid, entirely fibrous, equal, fibriUosely 
striate, brown. 

Agaricus (Entoloma) placenta^ Fries, Epicr., p. 144; Cke., 
Hdbk., p. 120 ; Cke., Illustr., p. 314. 

In damp places. 

Solitary, smell none, taste becoming acrid. Distinguished 
by the remarkably flattened, umbonate pileus, usually de- 
pressed round the umbo and incurved at the margin. PUenB 
and stem brown. Stem fibrous, sometimes twisted. Smell 
none, taste becoming acrid. 

Entoloma helodes. Fr. 
Fileus 2-3 in. across, flesh thin, fragile, becoming some- 
what plane, umbonate, often depressed round the umbo, even 
when moist, glabrous, but often somewhat variegated with 
spots, livid-purplish with a smoky tinge ; margin spreading, 
sometimes minutely striate ; gills obtusely adnate, or slightly 
sinuate, 3 lines broad, dislinct, rather distant, white then 
pale flesh-colour ; stem 2-3 in. long, 3 lines thick, equal or 
slightly thickened at the base, pallid becoming greyish, with 
grey fibrils, fragile, hollow, or rarely stuffed; spores sub- 
globose, coarsely warted, 10 fc diam. 
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Agartcus (Entohma) helodeSj Fries, Epicr., p. 144; Cke., 
Hdbk., p. 120 ; Cke., Illustr., pis. 339, 373. 

In turfy swamps, &c. 

Smell of new meal ; taste watery. Distinguished by the 
dark brown pileus, whicli often snows a purple tinge, and 
the snbglobose, coarsely warted spores. 

Entoloma bnlbigennm. £. & Br. 

Pileus |~1 in. across, campanulate or hemispherical, 
obtuse, minutely tomentosely scaly, shining white, flesh 
thin, white; gills slightly adnexed, about li line broad, 
pinldsh salmon-colour ; stem 2^3 in. long. Inline thick at 
the apex, somewhat bulbous at the base, flbrulose, whitish, 
hollow. 

Agaricus {Entohma) huUdgenum^ Berk. & Broome, Ann. 
Nat. Hist., No. 1937; Cke., Hdbk., p. 120; Cke., lUustr., 
pL 816. 

Agaricus aericeus, Fersoon, Icon, et Descr., i. t. 6, f. 4. 

Ag. (Entoloma) persooniana^ Ph. & PL, Grev., x. p. 66. 

On ^e ground. 

Stem sub-bulbous and solid at the base, hollow above, 
rather slender, 2^ lines thick, pilose-squamulose ; pileus 
shining, silky, convex, obtusely umbonate, white, then 
pallid, substance rather fleshy ; fragile ; gills crowded, 
2 lines broad, slightly adnexed, fleshy-red. (Persoon.) 

The bulb in our plant is much more decided than in 
Persoon's figure, having a distinctly abrupt margin, and the 
pileus is not so fleshy. The larger angular spores are as 
wide as the basidia, and the hymenium abounds with large 
cystidia. Spores, including the angles, *015 mm. (= 15 /T). 
(Phil. & Plow.J) 

In Cooke's ngures the stem is slightly thickened at the 
base, and in every example has a small lateral, solid body, 
reaembling a very young specimen attached to the very base 
of the stem. 

Entoloma Batschianum. Fr. 
Pileus ^1^ iu. across, at first slightly convex, soon um- 
bonate, then depressed, even, glabrous, viscid, dark brown or 
smoky-black, snining when dry, not hygrophanous, margin 
distinctly involute at first; flesh coloured like the pileus. 
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•white when dry; gills narrowed behind, bnt the whole 
breadth of the gill that reaches the stem is adnate, plane, 
crowded when young, rather distant at maturity, stem dingy 
white, greyish, or smoky ; stem 2-3 in. long, 2-3 lines thick, 
hollow, tough, not cartilaginous, entirely fibrous, equal or 
slightly attenuated at both ends, slightly striate with 
adpressed fibrils, grey ; spores subglobose, irregularly nodu- 
lose, 9 fi diani. 

Agaricus (Entoloma) BatachianuSj Fries, Epicr., p. 104; 
Cke., Hdbk., p. 120 ; Cke., Illustr., pi. 326. 

Among grass in damp places, &o. 

Inodorous. Pileus sooty or blackish-olive, shining when 
^ry, not hygrophanous. ^Fries.) 

Distinguished by the long stem and the small, dark- 
coloured discoid pileus. 

Entoloma Bloxami. B. & Br. 

Pileus 1 in. or more across, campanulate, very obtuse, 
moist, of a dark, dingy blue or purple, or sometimes slate- 
coloured tinged with lilac, slightly silky, inclined to he 
lobed below ; flesh very thick in the centre, white, except 
near the edge, where it partakes of the hue of the pileus; 
gills moderately broad, pale pink, attenuated behind or 
slightly adnexed ; stem 1^ in. high, ^ in. thick, attenuated 
upwards, of the same colour as the pileus, solid ; spores suh- 
globose with an apiculus, very indistinctly warted, 9-10 /*; 
cystidia absent. 

Agaricus (^Entoloma) Bloxami, B. & Br., Ann. Nat. Hist, 
la. 677 ; Cke., Hdbk., p. 121 ; Cke., Illustr., pi. 327. 

In pastures. 

Pileus 1 in. or more across, campanulate, very obtuse, 
moist, of a dark, dingy blue or purple, or sometimes slate- 
coloured tinged with lilac, slightly silky, inclined to be 
lobed below ; flesh very thick in the centre, white, except 
near the edge, where it partakes of the hue of the pileus. 
Stem 1^ in. high, ^ in. thick, attenuated upwards, of the 
game colour as the pileus, solid. Gills moderately broad, 
pale pink, attenuated behind or slightly adnexed, spores 
irregular, subglobose, with a very large globose nucleus. 
(B. & Br.) 
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Entoloma ardosiacum. Bull. 

Fileus 1-2 in. across, flesh rather thin, campanulate then 
convex and usually more or less umbilicate, even, moist, 
steel-blue with a tinge of brown, at length gi ej'ish ; <^i\]B 
slightly adnexed, cut out behind, ventricose, crowded, white 
or grej'ish flesh-colonr ; stem about 3 in. long, 2 lines thick 
at the apex, thickened towards the base, glabrous, steel- 
blue, base white, hollow ; spores ros}', subglobose, nodulose, 
9—10 fi diameter. 

Agaricus {Entoloma) ardoaiacm. Fries, Monogr., ii. p. 295 ; 
Cke., Hdbk., p. 121 ; Cke., Illustr., pi. 328. 

Agaricus ardoaiacuSj Bull., Champ., t. 348. 

In damp meadows, also under pines. 

Size very variable; somewhat blackish when young. 
Eesembling in colour some species of Leptonid, Known 
from the remaining blue or grey species by the even, moist 
pileus and long stem. A doubtful native. Cooke*s figures 
ure drawn from French specimens. 

Entoloma madiduxn. Fr. 

Pileus 1-2 in. across, rather fleshy, campanulate then 
convex, even, glabrous, moist and often viscid in rainy 
weather, shining when dry, not hygropbanous, when young 
blackish-violet, soot-colour when old, margin thin, inflexed, 
slightly stnate; gills slightly adnexed, almost free, ven- 
tricose, watery and soft, greyish-white ; stem fleshy-fibrous, 
hollow, distinctly thickened in a clavate manner below, 
2—3 in. long, base 4-5 lines, apex 2-3 lines thick, surface 
fibrillose, apex naked, violet except the white base. 

Agaricus {Entoloma) madidus. Fries, Epicr., p. 143. 

Among moss, heaps of leaves, (&c. 

The very strong pungent smell, resembling B>ussula foeteus, 
EdoDg with the dark colour of the pileus and stem, readil}'' 
stamps this species. 

Entoloma liquescens. Cooke. 
IHleus l-2i in. across, flesh uniformly thin, convex then 
expanded and almost plane, broadly umbonate, margin very 
thin, wavy, smooth, even, ochraceous-yellow, disc rufous; 
nils free, crowded, Ij line broad, thin, white then pale 
dingy lilac ; stem 2-3 in. long, 2-3 lines thick, equal, white, 
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erect, flexible, hollow; spores subglobose, warked, dirty- 
pink, 7-8 fji diameter ; no cystidia. 

Agaricua (Eniolomd) liquescens, Cke., Hdbk., p. 121 ; Cke., 
Illustr., pi. 581. 

On the ground under trees. 

A very peculiar species, readily distinguished by the 
dingy lilac gills, and subglobose, warted, rosy spores. The 
gills deliquesce at maturity like those of Coprintis. 

Entoloma ameides. B. & Br. 

Pileus 1-2 in. across, flesh thin, broadly campanulate, 
often irregular, disc smooth, with whitish flocculent flbrils, 
soon becoming glabrous and having a silky lustre, undu- 
lating, the margin often splitting, pallid reddish-grey ; gills 
deeply rounded behind and slightly adnexed, distant, rugu- 
lose, 2 lines broad, pale salmon-colour ; stem about 1^ in. 
long, 2-3 lines thick, solid, whitish, flbrillosely striate alx)ve, 
downy at the base, apex flocculose, often compressed ; spores 
subglobose, coarsely warted, 10 /a diameter ; no cystidia. 

Agarieus {Entoloma) ameides, B. & Br., Ann. Nat. Hist., n. 
999 (1865); Cke., Hdbk., p. 121 ; Cke., Illustr., pi. 341. 

In pastures. 

Pileus 1-2^ in. across, varying from hemispherical in 
smaller specimens to campanulate, thin, pale reddish- grey; 
spores rose-coloured, irregular. Large specimens at first 
sight closely resemble Hygrophorua ovinus. Smell peculiar, 
resembling a mixture of orange-flower water and starch. 
The whole plant acquires a reddish tint in drying. (Berk.) 
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Entoloma Saundersii. Fr. 
Pileus 2|-3^ in. across, flesh white, thick at the disc 
and gradually becoming thin towards the margin, cam" 
panulate then expanded, the more or less lobed margin ofte^ 
upturned, adpressedly tomentose, white, brownish whenoU; 
gills sinuate and slightly adnexed, 3-4 lines broad, distai^^ 
salmon-colour ; stem 4-5 in. long, ^ in. or more thick, eqjJ*^ 
or slightly thickened at the base, firm, smooth, wfit6» 
solid. 
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Agaricus (^Entoloma) Saunderm, Fries, Hym. Eur., p. 192 ; 
Cke., Hdbk., p. 122 ; Cke., Illustr., pi. 306. 

Agaricus majalisy Saund. and Smith, t. 46. 

Growing on the ground in patches. 

Ag, majalis differs from this, especially in the slender 
stature, fistulose stem, membranaceous pileus, which is cam- 
panulate on opening, and cinnamon, and in the gills being 
free, crowded, and crenate. (Cooke.) 

Entoloma fertilis. Berk. 

Pileus 4-6 in. across, flesh white, thick at the disc be- 
coming very thin towards the margin, convex then plane, 
obtuse, dry, pulverulently scaly, pallid reddish or very pale 
reddish-ochre, palest at the margin ; gills slightly adnexed, 
rounded behind, rather close, 3--4 lines broad, pale flesh- 
oolour; stem 4-5 in. long, 1 in. and more thick, almost equal, 
except the somewhat bulbous base, flbrillose and somewhat 
squamulose, whitish, solid. 

Agaricus (Entoloma) fertilis^ Berk., Outl., p. 142; Cke., 
niustr., pL 316. 

On the ground in woods. 

Smell resembling new meaL The largest of our species 
of JEhUohma; distinguished from E, lividus by the pileus 
being broken up into pulverulent squamules. 

Siu>ffregarious. Pileus 4^ in. broad, expanded, obtuse, some- 
what lobed, pulverulento-squamulose, fleshy, dry, pinkish- 
buff, with sometimes a tinge of yellow ; gills rose-coloured, 
adnexed, nearly free; sporules rose-coloured ; stem 2]^-3^ in. 
High, f— 1 in. thick, stuffed, firm, flbrillose, subsquamulose, 
miboompressed, somewhat bulbous at the base, paler than 
ihe pileus. Odour like that of fresh meal. (Berk.) 

Entoloma jubatum. Fr. 
Pileus 1*3 in. across, campanulate then expanded, um- 
iKmate, cuticle flbrillose or floccosely-squamulose, mouse- 
<^loiir, not hygrophanous ; flesh thin, similar in colour to 
Uie pileus, easily splitting ; ^ills slightly adnexed, somewhat 
^mar^inate, readily separating from the stem, crowded, 
^^Bntncose, at first dark smoke-colour (not greyish-brown) 
^en pretty smoky-purple ; stem fleshy, fibrous, rigid, fragile, 
hollow, 2-3 in. long, 2-4 lines thick, equal, brownish, covered 
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with smoke-coloTired fibrils; spores subelliptical, minutely 
warted, 10-11 x 6/1. 

Agaricus (Entolomd) juhatus, Fries, Epicr., p. 568; Cke., 
Hdbk., p. 123. 

Among grass and moss. 

Gills becoming purplish. Stem rigid, entirely fibrous, not 
shining. 

Entoloma resutum. Fr. 

Pilens about 1 in. across, flesh thin, convex, rather obtuse, 
brownish, never umbilicate, but the disc darker, everywhere 
densely floccosely-scaly, scales sometimes adpressed and 
darker in colour, sometimes almost even and longitudinallj 
fibrillose ; gills slightly adnexed, very ventricose, about 
2 lines broad, rather crowded, thickish, grey, dark-coloured 
from the first; stem lJ-3 in. long, 1^ line thick, entirely 
fibrous, equal, externally polished and glabrous, slightly 
striate, greyish, stuffed then hollow. 

Agaricus (Entoloma) remtus. Fries, Epicr., p. 145; Cke., 
Illustr., pi. 318a ? 

In woods. 

Inodorous. In Cooke's figures the gills are clear pale 
flesh-colour, whereas Fries distinctly states, "gills grey 
from the first ; " hence Cooke's figures may possibly repr^ 
sent some other species. 

Entoloma griseocyaneum. Fr. 

Pileus up to 1 in. across, flesh thin, campanulate then 
convex, obtuse, never depressed, entirely floccosely squamn- 
lose, grey or with a lilac tinge, not hygrophanous, gil'» 
• adnexed, seceding and becoming free, ventricose, white, theB 
flesh-colour; stem 1^ in. long, 2-3 lines thick, externally 
floccosely fibrillose, pallid becoming bluish, at length entirely 
white, hollow, not cartilaginous but entirely fibrous. . 

Agaricua (Entoloma) griseocyaneus. Fries, Epicr., p. H5; 
Cke., Hdbk., p. 123; Cke., Illustr., pi. 318b. 

In sunny pastures, &c. 

Often associated with species of Leptonta, with wkiclu^ 
aj^rees in colour, but distinguished by being entirely soft 
and not cartilaginous. (Fries.) 



KNTOLOMA. 277 

Sntoloma sericellum. Fr. 

Pileus J-lJ in. across, €esh thin, white, convex then plane, 
obtuse and at length deprefised, often irregular, dry, even, 
silky, at length almost glabrous, but often sc^uamulose, white 
or yellowish- white ; margin of the pileus at first incurved 
and floccose ; gills at first adnate with a decurrent tooth, 
then separating and becoming slightly emarginate, very 
broad, rather distant, white then flesh-colour; stem 1-2 in. 
long, 1 line thick, equal, fibrillose, white then pallid, at 
length somewhat polished and glabrous, imperfectly hollow, 
waxy rather than fibrous ; spores subglobose, coarsely warted, 
10 fi diam. 

Agaricus (Entohma) aericellus. Fries, Epicr., p. 196 ; Cke., 
ninstr., pi. 307. 

Among grass. 

A very distinct species, known from E. speculum, the only 
other white Entoloma, by its smaller size and silky pileus. 

Entoloma Cookei. Ch. Eich. 

Pileus f-1 J in. across, flesh rather thick at the disc, very 
thin elsewhere, convex then expanded, margin incurved, pale 
reddish-orange or brick-red, everywhere covered with paler 
raised ribs, which combine to form an irregularly polygonal 
network; gills adnexed, somewhat distant, 1^ line broad, 
thickish, pale flesh-colour; stem up to 1 in. long, 2 lines 
thick, sometimes more, often slightly incurved, pale red, 
lolid ; flesh, like that of the pileus, more or less tinged rose- 
eoloor; spores globosa, minutely echinulate, 8 fi; cystidia 
absent. 

Enioloma Cookei, Ch. Eich., Descript. & Dess., p. 559, t. 3, 
1 10-11. 

Agaricus (pluteus^ phlehophorus, Ditm., var. reticulatus, Cke., 
Hdbk., p. 118; Cke., lUustr., pi. 422b. 

On stumps. 

Pileus salmon-colour, reticulated with elevated anasto- 
**08ing ribs, forming deep hexagonal pits; margin incurved; 
■tem short, curved. (Cooke.) 

Entoloma Thomson!. B. & Br. 
Pileus from 1-2 in. across, flesh mottled, rather thick at 
Ae umbo, thin elsewhere, somewhat convex then expanded. 
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more or less nmbonate, grey, reticulated with raised ribs; 
gills rounded behind and very slightly adnexed, 2 lines 
broad, rather distant, flesh-colour ; stem 1^2 in. long, 2 lines 
thick, flbrillose and tomentose, solid, paler than the pilens; 
spores elliptical, smooth, 6 X 3 • 5 /x ; no cystidia. 

Agaricus (Entoloma) Thomsoni, Berk. & Broome, Annals 
Nat. Hist., no. 1523; Cke., Hdbk., p. 123; Cke., Illustr., 
pi. 374. 

Among grass in a plantation. 

Distinguished by the raised ribs on the pileus. 

Entoloma tortipes. Mass. 

Pileus about 3 in. across, at first convex and b^x)adl7 
umbonate, then expanded and depressed round the umbo, 
margin arched, fiexuous, even, glabrous, when moist dark 
brown, shining, cinnamon when dry and then silky-shining; 
flesh about 1 line thick, dark when moist, paler when d^, 
often splitting at the margin; gills broadly adnate with a 
minute sinus, seceding and appearing to be free after tlie 
expansion of the pileus, thin and soft, crowded, edge entire, 
^ in. or more in breadth behind, tapering towards the margin, 
pale dingy pink, stem 2-2J in. long, ^ in. thick or more, 
flexuous or angularly bent, whitish tinged with cinnamon, 
corticated, silky-fibrillose, solid; spores elliptical, smooth, 
5 X 3 /x ; no cystidia. 

Among grass. Solitary. Shining as if oiled when moiai 
Taste and smell none. Allied to EntoloTna clypeaia, but 
quite distinct in the small, smooth, elliptical spores. The 
margin of the gills entire. 
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Entoloma clypeatum. Linn. 
Fileus 2-3 in. across, campanulate then expanded, umbo- 
nate, glabrous, fragile, lurid when moist, grey with darker 
spots or lines when dry; flesh thin, white when dry; ff^ 
rounded behind, slightly adnexed, becoming free, 3-4 fines 
broad, ventricose, rather distant, dingy, then powdered wifl^ 
red from the spores, margin serrulate, especially behind; 
stem stuffed at length hollow, entirely fibrous, 3-4 in. lonft 
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3-4 lines thick, sometimes more, equal, round, fragile, longi- 
tudinally fibrillose, grey, powdery at the apex ; spores sub- 
globose, nodulose^ 9-10 /a diam. 

Agaricua clypeattis, Linn., Suco. no. 1216; Cke«> Hdbk., 
p. 124; Cke., lUustr., pi. 319 (called by mistake Ent 
clypeua). 

On the ground among grass, (&c., appearing in the spring. 

Large, gregarious, lurid and unattractive when growing, 
grey and rather shiny when dry, virgate and spotted. 
(Fries.) 

Entoloma nigrocinnamomeum. Kalchbr. 

Pileus 2-3 in. across, flesh thin, tough, convex then flat- 
tened and depressed round the somewhat prominent umbo, 
margin rather incurved, sometimes splitting, even, smooth, 
rather silky and shining, umber-brown, becoming blackish ; 
gills adnexed, rounded behind, soon seceding from the stem, 
3^ lines broad, rather distant, reddish cinnamon ; stem about 
2i in. long, 4 lines thick, fibrillose, usually twisted, greyish 
then tinged reddish, distinctly hollow; spores sulaglobose, 
coarsely warted, 8-9 fi diameter. 

Agaricus (Entoloma) nigrocinnamomeus, Kalchbr., Icon. 
Hung., t. xi. f. 1 ; Cke., Illustr., pi. 1153. 

In pastures, <&c. 

AUied to Entoloma clypeatumy but distinguished by the 
darker colour of the pileus, the distinctly hollow stem, and 
the entire margin of me gills. Smell of new meal. 

Entoloma rhodopoliuxn. Fr. 
Pileus 2-5 in. across, flesh thin, when young campanulate 
then expanded, somewhat umbonate or gibbous, at length 
almost plane or sometimes depressed, fibrillose when young, 
glabrous when adult, hygrophanous, when moist, brown 
(when young), or livid (when old), becoming pale, dingy 
pale livid-ochre when dry, silky-shining, margin at first 
incurved and undulate in large specimens; flesh white; 
gills adnate, seceding, somewhat sinuate, rather distant, 
2-4 lines broad, white then rosy ; stem hollow, 2-4 in. long, 
3—5 lines thick, equal in small specimens, attenuated upwards 
in large specimens, apex with white meal, rest glabrous, 
minutely striate, white. 
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Agaricua (Entohmd) rhodopoliua^ Fries, Epicr., p. 147; 
Cke., lUustr., pi. 342. 

Ill woods. 

Fragile, usually large, and often showy, almost inodorons. 

Pileus lj-2i in. broad, piano-expanded or sub-depressed, 
occasionally minutely umbonate, ocnraceous with a brownish 
tint, the margin sometimes darker and waved, in large 
specimens subcamose, smooth and shining with a satiny 
lustre, most minutely silky under a lens, but the silkiness is 
quite ad pressed. Gills very broad, thick, adnate, more or less 
rounded behind, and separating from the stem, covered with 
elongated conical processes, surmounted by three divaricate 
spiculae. Sporules elliptic, rose-coloured. Stem 2-4 in. 
high, 2 lines or more thick, hollow, stringy within or occa- 
sionally with transverse imperfect partitions, subflexuous, 
pulverulent at the apex, downy at the base,, minutely 
fibrilloso-striate. Odour strong, sometimes resembling that 
of nitric acid, sometimes that of Polypm-us squamosua, (Berk.) 

Entoloma majalis. Fr. 

Pileus 1^-3 in. across, flesh rather thin, splitting, cam- 
panulato then convex, somewhat umbonate, becoming ex- 
l)anded, rather fragile, glabrous, even, more or less cinnamon- 
colour, yellowish-ochre when dry, margin wavy, easily 
cracking ; gills free, ventricose, crowded, margin orenate, 
pallid, becoming rosy flesh-colour from the spores ; stem 3-4 
in. long, 2-3 lines thick, slightly thickened below, twisted, 
striate, rather fibrillose, whitish, base slightly incrassated, 
white and downy. / 

Agaricua (Entoloma) majalis, Fries, Epicr., p. 147; Cke., 
Hdbk., p. 124. 

In fir-woods among moss, &c, 

Caespitose, large, slender, stems often connate at the base, 
hollow. Allied to Nolanea, (Fries.) 

Pileus cinnamon-ochraceous when dry. Sowerby's plft^ 
174 is considered a variety of this species, which is a doubtful 
native. (Cke.) 

Entoloma Wynnei. B. & Br. 

Pileus 1-1 f in. across, flesh white, very thin except at the 
disc, somewhat convex soon becoming plane, more or less 
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umbonate, often wavy, hygrophanous, smoky-grey, velvety 
then squamnlose; gills almost free, 2 lines broad, trans- 
versely ribbed, pale salmon-oolonr, margin crenulate ; stem 
1^2 in. long, 2 lines thick, smoky-blue, often compressed, 
base cottony, white ; spores elliptic-oblong, apiculate, coarsely 
warted, 10-11 x 7-8 ft; no cystidia. 

Agaricua (^Entoloma) Wynneif Berk. & Broome, Ann. Nat. 
Hist., no. 1342 ; Cke., Hdbk., p. 124; Cke., Illustr., pi. 329. 

In fir-woods. 

Described as having the odour of bugs. This character, 
»long with the hollow stem, distinguishes the present species 
from E. Thamsoni, 

Entoloma costatuxn. Fr. 

Pileus 2-3 in. across, flesh rather thin, greyish, convex, 
bull ate, then almost plane, somewhat umbilicate, wavy, 
glabrous, hygrophanous, livid-brownish, shining when dry ; 
gills almost free, 2-3 lines broad, with raised veins extending 
from the base to the entire margin, somewhat undulating, 
pallid ; stem about 2 in. long and 3-4 lines thick, deformed, 
somewhat striate, grey, apex with white squamules, hollow. 

Agaricua {Entoloma) costatiis. Fries, Syst. Myc, p. 206; 
Cke., Illustr., pi. 320a. 

In damp meadows, &c. 

Often densely caespitose, buc not so every year. Fragile, 
miell none. Somewhat resembling E, aericeum, but distin- 
^nifihed by its larger size, entire absence of smell, and the 
reined gills. 

Usually forming large tufts, crowded, very fragile, stem 
generally deformed, hollow, 2 in. long, 3-4 lines thick, often 
impressed, slightly striate, grey, apex powdered with white 
neal. Pileus fleshy, membranaceous, convexo-bullate, undu- 
ato-deformed, at length almost plane, more or less umbili- 
»te, 2-3 in. across, glabrous, livid-fuscous, paler when dry, 
>ften blackish when old ; margin at first incurved ; flesh 
:hin, splitting, coloured like the pileus. Gills almost free, 
irery broad, with transverse elevated ribs or veins, undulated, 
aot serrated, pallid then flesh-colour. Allied to Entoloma 
^ericeaj but inodorous. (Fries.) 

Entoloma sericeum. Fr. 
Smell strong of mea'. Pileus about 1 in. across, flesh 
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thin, convex, then more or less expanded, often minutely 
nmbilicate, margin incurved, often rather wavy, hygro- 
phanous, brownish when moist; paler, silky, and shining 
when dry; gills rather distant, broad, emarginate and 
adnexed, salmon-colour ; stem 1-1^ in. long, equal, hollow, 
fibrous, shining, colour of plleus or paler; spores irregu- 
larly globose with a long apiculus, 7-8 /x diam. 

Agaricus {Entoloma) aericeua. Fries, Spic, p. 3; Cke., 
Ulustr., t. 320 (attachment of gills wrong). 

Among grass in pastures, &c. Somewhat resembling 
Nolanea jpascua, but distinguished by the strong mealy 
odour and broad distant gills cut out behind. 

Gregarious, small, but rather firm, odour strong of new 
meal, by which the present is distinguished from Ag. jpascuui 
and other allied species. Stem thin, splitting into fibres, 1-2 
in. long, 1-2 lines thick, equal or thickened upwards, grey, 
fibrillose. Pileus fleshy, membranaceous, convex then plane, 
obtuse, rather repand, 1 in. and n^pre broad, even, glabrous, 
umber, paler when dry, and silky, margin at first involute, 
striate. Gills broadly emarginate, slightly adnexed, hori- 
zontal, equally attenuated from the stem to the margin, not 
ventricose, grey, then rufescent, sides even. (Fries.) 

Entoloma nidorosum. Fr. 

Pileus 2-3 in. across, flesh quite thin, convex then ex- 
panded, at length often depressed and deformed, cracked, 
very fragile, everj'where glabrous, but silky-shining when 
dry, greyish fawn-colour when fresh, livid when dry; gills 
emarginate, almost free, 3-4 lines broad, at length distant, 
fragile, pallid then pale flesh-colour, sometimes wavy and 
undulated ; stem 2-3 lines long, 2-3 lines thick, stuffed, 
almost solid, equal throughout, glabrous, even, whitish-pallid» 
apex with white meal. 

Agaridus (Entoloma) nidorosuSf Fries, Epicr., p. 148 ; Cke** 
Hdbk., p. 125; Cke., Illustr., pi. 321. 

In woods. 

Fragile, smell alkaline, but at times almost inodorous. 

With an alkaline smell. Somewhat resembling E, rho^ 
polium^ but much more slender, fragile. (Fries.) 

Entoloma speculum. Fr. 
Pileus 1-2 in. across, convex then expanded and ^' 



PLUTEUS. 285 

depressed, quite glabrous, then incurved, flexuous, hygro- 
pbanous, pallid when moist, shining white when dry ; gills 
emarginate, about 3 lines broad, distant, ventricose, pale 
flesh-colour ; stem 2-3 in. long, 2 lines thick, equal, striate, 
very fragile, shining white, hollow; spores subglobose, 
nodulose, about 12 fi diam. 

Agaricus (Heheloma) speculum. Fries, Spic, p. 4; Cke.,. 
niufltr., pi. 308. 

Among grass and twigs. 

Very fragile, somewhat caespitose, inodorous, readily 
known by the shining whit^ piJeus and stem when dry. 

Pileus almost membranaceous, pellucid when moist, at 
first convex, soon expanded and depressed, but the disc is 
mostly obtuse or slightly umbonate, even, very glabrous, 
hygrophanous, watery or pale straw-colour when moist, 
silvery and polished, but not having a silky appearance 
when dry, margin thin, incurved, flexuous, pellucidly striate ; 
gills slightly adnexed, broadly emarginate near the stem, 
3-4 lines broad, white then flesh-colour, margin entire, with 
a brown tinge ; stem hollow, 2-3 in. long, 2 lines thick, 
glabrous, round when young, then compressed, shining. 
(Fries.) 

PLUTEUS. Fries, (figs. 4, 5, p. 236.) 

Pileus irregular ; gills free from the stem, rounded behind, 
salmon-colour at maturity; stem central, ring and v^lva 
entirely absent ; spores smooth or warted, pale salmon or 
flesh-colour. 

FlfUeu8y Fries, Epicr., p. 140; Cke., Hdbk., p. 114. 

The species grow on wood. When young, the gills are 
white, then pale salmon-colour or flesh-colour, in some species 
with a shade of yellow. 

ANALYSIS OF THE SPECIES. 

* Cuticle of pileus furnished with fibrils or down that 
eventually disappears. 

** Pileus slightly powdery or atomate. 

*♦♦ Pileus glabrous, naked. 
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* Cuticle of pileus fihrillose or fioccose. 

Pluteus cervinus. Schaeff. 

Pileus 2-4 in. across, flesh white, thick at the disc, be- 
coming very thin towards the margin, campanulate then 
expanded, even, at £rst glabrous, then becoming broken up 
into fibrillose squamules that soon disappear, smoky with a 
yellow, brown, or fawn-coloured tinge; gills free, crowded, 
2-3 lines broad, white then salmon-colour; stem 2-4 in. 
long, ^ in. and more thick, equal, pale with blackish fibrils, 
6olid ; spores broadly elliptical, smooth, 7-8 x 5—6 ; cystidia 
i^entricose, often spinose at the apex. 

Agaricm cervinus^ Schaeifer, t. 10; Cke., Hdbk., p. 114; 
Oke., Illustr., pi. 501. 

On trunks and stumps. 

Solitary. Pileus 2-3 in. broad, carnose, here and there 
wrinkled, campanulate, at length more or less plane, umber, 
4it length dark-brown ; gills free, ventricose, moderately 
•olose, at firat white, then rose red. I'he texture consists of 
long cells, and between the asci which cover their surface 
under a high power at tolerably regular distances are trans- 
parent bodies, longer than the asci, ending in two or three 
•curved spiculae ; spores round, rose-coloured ; stem 3-4 in. 
high, firm, thicker at the base, whitish or here and there 
•of the colour of the pileus, but paler, covered with fine black 
•streaks. (Ditm.) 

Var, patricius^ Schulz., in Kalchbr., Icon. Hung., 1. 10, 
tf. 2; Cke., Hdbk., p. 115 ; Cke., Illustr., pi. 565. 

Pileus 2-3 in. across, whitish, then smoky-grey or fawn- 
•colour, with umber or cinnamon scales, at length smooth, 
silky, and shining, and cracked in a radiate manner ; gU^ 
as in the typical form ; stem stout, white, shining ; spor^* 
elliptical, smooth, 8 X 5-6 fi. 

On dead logs, stumps, &c. 

Var, eximius, Saund. & Smith, Illustr., pi. 38; Cl^®' 
Hdbk., p. 115; Cke., Illustr., pi. 302. ^ 

Pileus 4-6 in. across, flesh thick, convex then expandL^^^V 
-even, covered with a separable cuticle, umber becom^^^ 
areddish; gills crowded, free, but very close to the st^^^ ^ 
^ in. and more broad, pale salmon-colour ; stem 4 in. Xoc::^^^ 
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1^ in. thick, nearly equal, sulcate upwards, fibrillose, at 
length blackish. 
On sawdust. 

Far. Bullii, Berk., MS.; Cke., Hdbk., p. 115; Cke., lUustr.^ 
pi. 367. 

Pileus 4-6 in. across, flesh thick, convex then expanderl^ 
smooth, even, pallid, the disc darker; gills free, rounded 
behind, rather distant from the stern, crowded, ^ in. broad, 
pale salmon-colour ; stem 3-4 in. long, 1 in. and more thick, 
slightly swollen at the base, fibrillose, pale brown, darkest 
at the base, solid. 

On rotten wood. 

Tar. petasatus, Fries, Hym. Eur., p. 186 ; Cke., Hdbk.^ 
p. 116 ; Cke., lUmstr., pi. 303. 

Pileus 3-4 in. across, flesh rather thick, campanulate then 
expanded, umbonate, greyish white, very smooth, with a 
viscid cuticle, at length striate to the middle ; gills free, 
\ in. and more broad, crowded, becoming dry, white theni 
reddish ; stem 4-5 in. long, \-\ in. thick, rigid, very slightly 
and equally attenuated from the base, whitish, flbrillosely 
striate, solid. 

On heaps of straw and dung, sawdust, <&c. 

Colour verging on bay when old; stem and margin of 
gills at length with a tawny tinge. (Fries.) 

Pluteus uxnbrosus. Pers. 

Pileus 1^-2^ in. across, flesh thin, campanulate, becoming^ 
almost plane, at flrst villose then with raised ridges that 
combine and form lacunae, umber-brown, margin fimbriated ; 
gills free, 2 lines broad, flesh-colour, margin darker, fimbriate; 
stem 2-3 in. long, 2-3 lines thick, about equal, pale, villosely 
sqnamulose, solid, usually curved and ascending; spores- 
broadly elliptical, smooth, 6-7 x 5 ft; cystidia ventricose, 
05-76 X 18-20 /I. 

AgaricM umbrosus^ Pers., Ic. Descr., t. 2, f. 5 ; Cke., Hdbk.,. 
p. 116; Cke., lUustr., pi. 304a. 

On trunk of fir and other trees. 

Allied to Pluteus cervinus, bnt distinguished by the downy 
pileus with a fimbriate or ciliate margin, and the darkei 
^mbriate margin of the gills. 
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PluteuB hispidiilus. Fr. 

Filens about ^ in. across, flesh thin, convex then almost 
plane, pilose or silky, grey, margin becoming slightly striate 
with age ; gills free, rather distant from the stem, 1-1^ line 
broad, salmon-colour ; stem 1-2 in. long, 1 line thick, slightly 
incrassated at the base, even, glabrous, silvery white, hollow 
usually incurved and ascending. 

Agaricm (JPluteus) hispiduluSy Fries, Syst. Myc, i. p. 201 ; 
Cke., Hdbk., p. 116 ; Cke., Illustr., pi. 304b. 

On beech trunks, <&c. 

Distinguished by the small size of its grey, silky pilens. 
Fries mentions having found this species on the sou of a 
plant-pot in a hothouse. 

Pluteus ephebius. Fr. 

Pileus 1^2^ in. across, flesh thin, convex then almost 
plane, margin often slightly wavy and naked, the remainder 
covered with a bluish or grey down; gills free, rather 
distant, 2 lines broad, yellowish salmon-colour ; stem 2-3 in. 
long, 2-3 lines thick, about equal, usually curved and as- 
cending, whitish or tinged grey, glabrous, slightly striate, 
stuffed ; flesh like that of the pileus, white ; spores elliptical, 
smooth, 7x4/1. 

Agaricm (Pluteus) ephehtus. Fries, Syst. Myc, i. p. 238; 
Cke., Hdbk., p. 116; Cke., Illustr., pi. 617. 

On trunks, &c. 

Fries says the pileus is often brownish-violet. Closely 
allied to P. cervinus, but distinguished by the minutely downy 
or velvety pileus. 

Allied to Pluteus cervinusj but smaller, pileus at first 
villose, at length floccose, bluish ; stem also bluish, stuffed, 
glabrous, or striate from adpressed fibrils ; margin of pilens 
somewhat wavy, but not finibriate as in P. umhrosus ; margii^ 
of gills coloured like the remainder. (Fries.) 

Pluteus salicinus. Pers. 




pmj 

salmon-colour ; stem about 1 in. long, 1^2 lines thick, of^^^ 
curved and ascending, bluish or greenish, ^hen grey or whi*®' 
solid. 
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Agaricus salicinua, Pers., Syn., p. 344 ; Cke., Hdbk.,p. 371 ; 
Cke., lUustr., pi. 1169a. 

On willow trunks. 

Distingnislied from P. ephebim by the pilens not being 
downy, rather nmbonate, and floccosely rugose at the disc. 
Fries gives two varieties : — 

Var, beryllns, Pers., Syn., p. 334 ; pileus with greenish 
streaks. On alder. 

Var. floccosaj Karst. ; pileus floccosely squamulose. 

Most nearly allied to Plutem ephehius, but two or three 
times smaller. Stem stuffed, 1-2 in. long, 1 line or a little 
more thick, equal, fibrillose, fragile, white with a bluish 
tinge, or sometimes greenish; pileus rather fleshy, convex 
then plane, somewhat nmbonate, 1 in. and more broad, 
glabrous, but the disc floccosely rugulose, and darker, grey ; 
gills exactly as in P. ephehins, but smaller. Approaching 
the genus Leptonia in the dark, rugulose disc. (Fries.) 

PlnteuB pellitus. Fr. (figs. 4, 5, p. 236.) 

Pileus 1-^2 in. across, flesh thin, soft, white, convex then 
plane, somewhat nmbonate, regular, silky-fibrous, dry, white ; 
gills free, rounded behind, crowded, 1^ line broad, ventricose, 
white then flesh-colour, margin slightly toothed ; stem about 
2 in. long, 2^3 lines thick, slightly thickened at the base, 
eTen, glabrous, shining, white, stuffed; spores elliptical, 
smooth, 10 X 6 fi' 

PltUeus pellitus^ Fries, Epicr., p. 141 ; Cke., Illustr., 
pL 597. 

Among grass at the roots of trees, &c. 

Our only Pluteus with a pure white, even pileus and stem. 
Saperficially resembling Entoloma jprunuloides, which differs 
in the broadly emarginate — not free — ^gills, and in the strong 
smell of new meal. 



** Pileu8 rather mealy or atomate. 

Flntens nanus. Pers. 
Pileus 1-lJ in. across, flesh thin, convex then plane, ob- 
tuse, umber or smoky brown, rugulose, minutely flocculose or 
proinose ; gills free, but rather close to the stem, 1^2 lines 
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broad, pale salmon-colonr ; stem l~lf in. long, 2 lines thick, 
rigid, slightly striate, white, solid ; spores subglobose, echinn- 
late, 5-6 fi diameter. 

Agaricus nanus, Persoon, Syn., p. 357 ; Cke., Hdbk., p. 116; 
Cke., Illustr., pi. 305a. 

On stumps, fallen sticks, &c. 

Stem solid, 1 in. long, 1-2 lines thick, equal or slightlj 
attenuated from the base, and a little dilated at the very 
apex, slightly striate, whitish. Flesh of pileus thin but 
rather tough, not at all campanulate, but convex then ex- 
panded and flattened, obtuse, constant in shape, 1 in. broad, 
dry, umber, or the disc darker, usually with prominent 
radiating umber-coloured ridges or veins, pileus powdered 
with brown meal. Stem and gills sometimes yellowish. 
(Fries.) 

Var. Intescens, Fr., Hym. Eur., p. 187; Cke., Illustr., 
pi. 305b ; size of typical form, but stem and gills, or former 
only, yellowish. 

Var. major, Cke., Illustr., pi. 305c; larger than the 
typical form, pileus even, greyish. 

All the forms are distinguished from P. cervinus and it» 
varieties by the subglobose warted spores. 

Flutens spilopus. B. & Br. 

Pileus 1-1^ in. across, convex then expanded, subumbonatc, 
often with a depression round the umbo, radiately rugnlose^ 
brown or dark fawn-colour ; flesh thick at the disc, remainder 
thin, white; gills free, 2 lines broad, pale salmon-colour; 
stem 1^-2 in. long, 2-3 lines thick, equal, whitish or faintly 
tinged with fawn-colour and furnished with scattered black 
points, solid, incurved; spores subglobose, smooth, 7-8 fi 
diameter. 

Agaricua (jpluteua) spilopus, B. & Br., Ann. Nat. Hist., n(x 
1856 ; Cke., Illustr., pi. 325 ; Cke., Hdbk., p. 117. 

On stumps. 

Closely allied to both Pluteus nanus and P. cervinus ; dis- 
tinguished by the globose smooth spores, and the black spots 
on the stem. 

Fluteus semibulosus. Lasch. 
Pileus about ^ in. across, flesh thin, hemispherical, obtusCi 
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slightly mealy, coarsely striate, white; gills free, narrow, 
salmon-colour; stem about f in. long, somewhat bulbous, 
white, rather downy, imperfectly hollow. 

Agaricus (Pluteus) semibuJhoaus, Lasch, in Fries' Epicr., 
p. 141; Cke., Hdbk., p. 117; Cke., lUustr., pi. 518i. 

On wood, branches, &c. 

Readily known by the fluted pileus and bulbous stem. 

Very small, stem minutely fistulose, scarcely exceeding 
1 in. long, 1 line or a little more thick, downy, white, base 
bulbous. Pileus slightly fleshy, globose then expanded, 
usually hemispherical, obtuse, ^ in. or a little more broad, 
atomately soft (in ours scarcely sulcate), white. Gills free, 
crowded, white then flesh-colour, margin similarly coloured. 
CFries.) 



««« 



Piletis glahrouSj naked. 



Pluteus violarius. Mass. 

Pileus up to 1 in. across, flesh thickish, grey ; hemispherical 
then nearly plane, even, minutely velvety, watery, dark 
purple, disc darkest, margin undulate ; gills free, crowded, 
about 1 line broad, whitish then bright flesh-colour, margin 
serrulate ; stem about 1 in. long, about 1^ line thick at the 
base, and graduaUy attenuated upwards, pale umber and 
sprinkled with delicate black fibrils below, whitish upwards, 
silky, hollow; spores subglobose and apiculate, smooth, 
5—6 fi diameter. 

Agaricus (Pluteus) violarius, Massee, Grev., xiii. p. 89; 
Cke., Hdbk., p. 117; Cke., Illustr., pi. 518b. 

On stumps, &c. 

Gregarious. Distinguished at once by the minutely vel- 
T'ety purple pileus. Smell none, taste pleasant. The paper 
in which the specimens were dried was stained bright violet. 

Pluteus roseoalbus. Fr. 

Pileus 2-3 in. across, flesh thickish at the disc, becoming 
thin towards the margin, tinged red ; convex then expanded, 
even, rosy, margin naked ; gills free, rather distant, 2 lines 
broad, flesh-colour ; stem l|-3 in. long, up to J in. thick, 
equal or attenuated, minutely powdered with white meal, 

VOL. n. u 
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Bolid, flesh tinged with red ; spores globose, slightly angu- 
larly warted, 5-6 fi diameter. 

Agaricus (Pluteus) roseoaUms, Fries, in Flor. Dan., t, 1679 ; 
Cke., Hdbk., p. 117 ; Cke., lllustr., pi. 695. 

On dead or decaying trunks. 

Easily recognised by the rosy flesh-colonr of the pileus, 
but in other respects very closely related to P. cervinus. 
Stem solid, 2-3 in. long, ^ in. thick, slightly thinner upwards 
or almost equal, usually curved and ascending, white, and 
covered with white meal. Flesh of pileus thin, convex then 
expanded, 3 in. broad, obtuse, glabrous, everywhere quite 
even. Gills white then flesh-colour. (Fries.) 

Pluteus leoninus. Scbaefi: 

Pileus 1^-2 J in. across, flesh thin ; campanulate then ex- 
panded, glabrous, naked, yellow with a tawny tinge, margin 
striate ; gills free, 2 lines broad, rather distant, yellowish- 
pink; stem 2-3 in. long, 2 lines or more thick, about equal, 
whitish, striate, solid. 

Agaricus leoninm, Schaeffer, t. 48; Cke., Hdbk., p. 118; 
Cke., lllustr., pi. 421, fig. a. 

On trunks. 

Gregarious or in small clusters. Distinguished by the 
yellow or tawny pileus with a striate margin. 

Tall, erect, fragile, often confounded with a yellowish 
form of Pluteus nanus, (Fries.) 

Var. coccineus^ Cke., lllustr., pi. 421b., pilous crimson- 
orange or vermilion, base of stem with a few red spots. 

The pileus is often subumbonate, both in the typical form 
and the variety. 

Solitary or subgregarious, varying much in size and 
colour. Pileus 1-3 in. broad, tawny-yellow, shaded with 
bright orange, or purplish-brown tinged with yellow, um- 
bonate ; flesh thick in the centre, margin thin, firm in the 
orange-coloured specimens, covered with a smooth or wrinkled 
glutinous epidermis; sometimes pitted round the umho, 
margin more or less striate. Gills rather broad, rounded 
behind and in front, flesh coloured, moderately distant, 
perfectly free, the edge at first yellowish, afterwards when 
drying up orange in the orange variety ; I could detect no 
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pellucid processes. Sponiles rose-coloured, elliptic. Stem 
2-3 in. high, 2-6 lines thick, downy at the base, sometimes 
rooting, attenuated upwards, twisted and striate, yellow or 
ochraceous shaded with orange, solid, or at length perfectly 
hollow, composed of crisp filaments. (Berk.) 

Pluteus chrysophaeus. Schaeff. 

Pileus 1-2J in. across, flesh very thin except at the 
disc, campanulate then expanded, glabrous, naked, slightly 
wrinkled, margin striate, cinnamon-colour; gills free, 2-3 
lines broad, whitish then pale salmon-colour; stem 2-3 in. 
long, 2-3 lines thick, whitish, glabrous, equal, more or less 
hollow. 

Agaricus chrysophaeus, Schaeffer, t. 253; Cke., Hdbk., 
p. 118; Cke., Illustr., pi. 309. 

On beech trunks, &c. 

Resembling P. leoninus in size, but differing in the 
cinnamon-colour of the pileus, which is often obtusely 
umbonate. 

Pluteus phiebophorus. Ditm. 

Pileus 1-2 in. across, flesh thin ; convex then expanded, 
with prominent raised veins, umber, naked, margin not 
fitriate; gills free, 2 lines broad, white, then pale salmon- 
colour ; stem 1-lf in. long, 2 lines thick, incurved, glabrous, 
whitish, shining, hollow. 

Agaricus jphlehophoins, Ditm., in Sturm, t. 15; Cke., Hdbk., 
p. 118; Cke., Illustr., pi. 422a. 

On trunks, stumps, &c. 

Allied to P. nanu^, from which it is distinguished by the 
distinctly hollow stem and naked pileus, i.e. not pruinose. 

Pileus 1-2^ in. broad, slightly convex or plane in maturity, 
thin for the size of the plant, but rather Arm, pleasant 
yellowiflh-brown ; epidermis rugose, the rugae branched like 
▼eins. Gills broad, ventricose, free, white, changing to rose- 
colour from the sporules. Stem 2-4 in. high, 3—4 lines thick, 
whitish, somewhat twisted, mostly hollow, frequently in- 
cnrred at the base, which is slightly thickened. (Grev.) 



u 2 



292 FDNGUS-FLOEA. 



VOLVARIA. Fries, (figs. 9, 10, p. 236.) 

When young, the entire fungus is enclosed in a universal 
volva, which at maturity forms a loose, sheathing volva 
at the base of the stem; pileus regular; stem central; 
secondary veil absent, hence there is no trace of a ring on 
the stem ; gills free, pale flesh-colour or pale salmon-colour; 
spores smooth, salmon-colour. 

Volvaria, Fries, Syst. Myc, i. p. 277 ; Cke., Hdbk., p. 113 
(as a subgenus of Agaricua). 

Distinguished by the presence of a volva, absence of 
ring, and free gills. Volvaria corresponds in structure to 
Amanitopsis in the Leucosporae, and to Chitonia in the 
Porphyrosporae. 

ANALYSIS OF THE SPECIES. 

* Pileus dry, silky or fibrillose. 

** Pileus more or less viscid, smooth. 

* Pilem dry, silky or fibrillose. 

Volvaria bombycina. Fr. 

Pileus 4-8 in. across, flesh rather thin, soft, white, at first 
globose, even campanulate, at length convex and somewhat 
umbonate, everywhere silky, often squamulose when old, 
the disc rarely almost glabrous, everywhere whitish; gillfl 
free, very crowded when young and almost coherent, ventri- 
cose, broad, becoming pale flesh-colour ; stem solid, equally 
attenuated, 3-6 in. long, ^ in. or more thick at the base, 
even, glabrous, white, volva soon ruptured, large 2-3 in. 
across, membranaceous, lax, laciniate, somewhat viscid, per- 
sistent ; spores elliptical, smooth, 6^7 X 4 ft ; cystidia absent 
or very rare. 

Agaricus (Volvaria) homhycinus, Fries, Epior,, p. 138; Cke., 
Hdbk., p. 112; Cke., Illustr., pi. 293. 

On trunks. 
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Usually solitary, but sometimes truly caespitose, when 
young, enclosed in an ovate volva, entirely white. (Fries.) 

Sometimes very large, a specimen found on an elm trunk 
in Kew Gardens having the following dimensions : pileus 
14 in. across when expanded ; stem 8 in. long by 2 in. thick; 
gills 1^ in. broad ; weight 2 J lbs ; spores normal size. 

Pileus 2 in. or more broad, at first entirely enclosed in a 
slimy dark volva, at length protuded, campanulate, dirty- 
white, silky with yellowish-white narrow silky scales, and 
marked frequently with a few dark blotches, the remains of 
the volva ; flesh whitish, firm, elastic, margin involute. Gills 
numerous, close, ventricose, quite free, not reaching to the 
margin, at first white then rose-coloured with a tinge of 
yellow, at length deliquescent, tinged with umber. Spores 
elliptic. Stem 2 J in. high, | in. thick in the centre, 
firm, solid, thickest downwards, the tough volva remaining 
like a cup at the base. The above description is taken from 
a young specimen. When at full maturity the white of 
the pileus is purer, and the pileus itself is more expanded. 
(Berk.) 

Volvaria volvacea. Bull. (fig. 9, p. 236.) 

Pileus 2-3 in. across, flesh white, thick at the disc, very 
thin elsewhere, soft, campanulate then expanded, obtuse, 
greyish-yellow, virgate or streaked with adpressed blackish 
fibrils; gills free, about 2 lines broad, pale flesh-colour; 
stem 2-4 in. long, about 4 lines thick, almost equal, white, 
solid, volva large, loose, whitish; spores smooth, elliptical, 
6-8 X 3 • 5-4 fjL ; no cystidia. 

Agaricm {Volvaria) volvaceus, Cke., Hdbk., p. 113; Cke., 
niustr., pi. 294. 

Agaricus volvaceus. Bull., Champ., t. 262. 

On the ground by roadsides, &c., also in stoves. 

Allied to F. homhycina, but constantly different in the less 
ample and less persistent, brownish volva ; pileus 3 in. across, 
rarely more, grey, elegantly virgate with blackish fibrils; 
flt^h-colour of the gills not so pure. (Fries.) 

Volvaria Loveiana. Berk. 
PileuB 2-3J in. across, flesh rather thick but becoming 
very thin towards the margin, globose then convex, obtuse, 
white, silky ; gills free, about 2 lines broad, pinkish salmon- 
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colour; stem 1^2 in. long, 3-4 lines thick, attenuated 
upwards, bulbous, fibrillose, white, solid ; volva with a free 
margin, irregularly lobed, whitish ; spores elliptical, smooth, 
4-5 X 2 • 6-3 ft ; cystidia absent. 

Agaricua (Volvaria) Loveiantis, Berk., Outl., t. 7, fig. 2; 
Cke., Hdbk., p. 113 ; Cke., Illustr., pi. 295. 

Eemarkable in its habitat, being parasitic on Clitocyhe 
nebularia. 

Parasitic on half-decayed, and, in general, distorted 
specimens of A, nehularis. 

Gregarious, subcaespitose. At first it appears like a small 
smooth white round Bovista from the size of a pea to an inch 
in diameter; it then becomes oblong, and the top of pileus, 
which is at that stage flattish, bursts through, forming a 
round aperture in the volva, which as the plant is fully 
developed, is broken into three or four rep;ular laciniae, with 
a somewhat wrinkled surface, and the pileus, from subtrun- 
cato-globose, becomes convex or slightly expanded, 2^ in. 
broad, moderately fleshy and beautifully silky ; white with 
a very slight shade of pink or cinereous ; margin involute. 
Gills broad in front, quite free, leaving a space round the 
stem, not i caching to the margin, subdelisquescent, gradually 
assuming a pale pink tinge, under a good lens clothed wilh 
fine minute transparent points like the Coprini. 

Spores minute, elliptic, rose-coloured. Stem 2 in. high, 
2-3 lines thick, white closely fibrillose with a little matted 
tomentum, very juicy, solid, bulbous. Volva pure white, 
with a little downy prominence within round the base of 
the stem. Taste like that of A, cam^pestris, (Berk.) 

Volvaria Taylori. Berk. 

Pileus 1^-2^ in. across, flesh at the disc, becoming thin 
towards the margin ; conical and obtuse, then expanded, 
livid, margin whitish, minutely striately cracked from the 
apex; gills free, from 1^ up to 4 lines broad, narrowest 
behind, pale salmon -colour; stem about 2 in. long, nearly 
equal, smooth, whitish, solid, volva with the free margin 
lobed, externally brown, small ; spores broadly elliptical, 
smooth, 5x3* 5-4 /x ; cystidia absent. 

Agaricus (Volvaria) Taylm-i, Berk., Outl., p. 140; Cke., 
Hdbk., p. 113; Cke., Illustr., pi. 296. 
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On the ground. 

Somewhat resembling F. volvacea, but distinguished by 
the paler pileus, the gills much narrowed behind, and 
<?8pecially by the small brown volva. 

Pileus If in. high and broad, beautifully pencilled and 
cracked ; margin lobed and sinuated ; stem 2^ in. high, ^ in. 
thick, slightly bulbous at the base. Gills uneven. This 
beautiful species is described from an excellent drawing by 
Mr. M. A. Taylor, and is clearly quite different from every 
other species ; the dark volva, campanulate pileus and uneven 
attenuated gills are marked characters. The habit is rather 
that of some Entoloma than of its more immediate allies. 
(B. & Br.) 

** PUeu8 more or less viscid, smooth. 

Volvaria speciosa. Fr. 

Pileus 3-5 in. across, flesh white, thickish, soft, campanu- 
late then expanded, obtuse or slightly umbonate, then ex- 
panded ; smooth, even, viscid, disc grey, or entirely whitish ; 
gills free, 3 lines broad, narrowest behind, crowded, pale 
salmon-colour ; stem 5-8 in. long, up to 1 in. thick at the 
swollen base, from which it is attenuated upwards, and about 
i in. thick at the apex, white, solid, downy ; volva whitish, 
margin free, irregular, downy ; spores elliptical or subglobose, 
smooth, 14-16 X 8 /i; no cystidia. 

Agaricus (Volvaria) speciosus. Fries, Syst. Myc, i. p. 278; 
Cke., Hdbk., p. 113 ; Cke., lUustr., pi. 297. 

On dung-hills and on the ground. 

Distinguished by the whitish viscid pileus, and the downy 
volva and stem. Disc of pileus sometimes brownish. 

Volvaria gloiocephala. D. C. 
Pileus 3-5 in. across, convex then almost plane, umbonate, 
glabrous, glutinous, margin slightly striate, smoky-grey; 
gills free but rather close to the stem, 4-6 lines broad, slightiy 
ventrico6e,not evidently narrowed behind, pale salmon-colour; 
stem 4-6 in. .long, ^ in. or more thick at the apex, base 
thickened, smooth, whitish, becoming brownish, especially 
below, solid ; volva whitish, adnate to the base of the stem. 
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except a short torn margin; spores elliptioal, smooth^ 
10-12 X 6-7 fi ; cystidia large, elliptical, rare. 

Agaricus gloiocephalw, Decand., Fl. Fr., vi. p. 52. 

Agaricua \Volvaria) ghiocephala^ Cke., Hdbk., p. 113 ; Cke., 
lUnstr., pi. 298. 

On the ground. 

Distinguished by the smoky, glutinous pileus. The 
measurement of the spores, as given by Saccardo (19 x 9), is 
certainly too large, and is probably an uncorrected error. 

Volvaria parvula. Fr. 

Pileus J-1 in. across, slightly fleshy, conical then campann- 
late, at length plane and umbonate, dry, silky, white, umbo 
generally darker ; gills free, crowded, clear pale flesh-colour; 
stem stuffed with a distinct pith, becoming hollow, 1-1 J in. 
long, 1-2 lines thick, equal, silky, white, base villous ; volva 
minute but lax, usually regularly 3-4-partite ; spores broadly 
elliptical, smooth, 5 x 3 • 5 ft ; no cystidea. 

Agaricus jparvulua. Fries, Epicr., p. 139 ; Cke., Hdbk., p. IH ; 
Cke., Illustr., pi. 300b. 

In gardens and greenhouses. 

Gregarious ; smaller than V. media, 

Var, biloba. Entirely white when young, gills becoming 
whitish flesh-colour ; stem stuffed, never fistulose, 1 in. long, 
1 line thick, equal, pubescent, sheathed with a bilobed volva 
that is externally adpressedly silky. Pileus conical when 
young, 3-4 lines high, dry, and sometimes floccosely- 
squamulose. 

Volvaria media. Schum. 

Pileus 1-2 in. across, flesh thin except at the disc, white; 
campanulato-convex, then almost plane, umbonate, or obtnse, 
viscid, white, the disc usually tinged brownish, silky when 
dry ; giUs free, about 2 lines broad, slightly ventricose, pale 
salmon-colour; stem 2-3 in. long, about 2-3 lines thick, 
equal, glabrous, white, solid ; volva sheathing, margin lohed, 
tinged brownish ; spores broadly elliptical, smooth, 6 X 3*5/*; 
cystidia absent. 

Agaricus medius, Schum., Saell., p. 248. 

Agaricus (^Volvaria) medius^ Cke., Hdbk., p. 114; Cke^ 
Illustr., pi. 299. 
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In pastures, also in pine and beech woods. 

Intermediate in size between F. speciosa and F. parvula. 
Differs from the former in the glabrous stem and volva ; and 
from the latter in the solid stem. 

Allied to F. speciosa, but much smaller and entirely white. 
Stem scarcely 2 in. long, glabrous. Pilous thin, 1-1 1^ iu. 
across. Quite distinct from F. parvula, with which it is 
frequently confounded, in the solid, glabrous stem, and the 
viscid, convexo-plane pileus. Gills pretty rosy flesh-colour. 
(Fries.) 

Varying greatly in size and form, from ^ in. to 2 in. or 
more broad, sub<»mose or submembranaceous, plane, sub^ 
hemispherical or subcampanulate,subumbonate, silky, slightly 
viscid, white with a brownish or yellowish tinge in the 
centre. Gills rather thick, broad, quite free, projecting in 
the young state beyond the edge of the pileus, often rugged, 
when old rose-coloured, sub-elliptic. Stem nearly equal or 
slightly thickened below, 1-2 in. high, 2 lines or more 
thick, nearly smooth, silky under a lens, solid, juicy, fur- 
nished at the base with a volva divided into 3 or more lobes, 
vaginate and close or slightly spreading, nearly smooth and 
white, or furnished with small flat brownish scales, sometimes 
entirely dark brown. (Berk.) 

Volvaria temperata. Berk. (fig. 10, p. 236.) 

Pileus about ^ in. across, flesh very thin, convex then ex- 
panded, umbonate, disc very pale tawny, margin whitish and 
striate, pulverulent ; gills free, nearly 1 line broad, ventri- 
cose, pale salmon-colour ; stem up to 1 in. long, J line thick,. 
whitish, minutely fistulose ; volva large in proportion, free,, 
margin lobed, tinged with brown ; spores elliptical, smooth,. 
4 X 2 • 5 fi ; cystidia absent. 

Agaricus ( Volvaria) temperatus, Berk. & Broome, Ann. Nat. 
.Hist., no. 1757 ; Cke., Hdbk., p. 114; Cke., lllustr., pi. 300a. 

On soil in greenhouses, &c. 

Keadily distinguished by its veiy small size. 
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LEUCOSFOBAE. 

Spores typically white, althougli in some species there is a 
more or less decided, but very faint tinge of yellow or pink. 
The commonest spore form is elliptical, and with a smooth 
epispore, although in the genera Lactariua, Bussula, and 
Laccaria, the spores are subglobose and minutely waited or 
echinulate. The present section contains more species than 
all the other sections of the Agaricinae added together, and 
as would be expected, presents the most complete sequence 
in the differentiation of the sporophore. Lenzites, with its 
corky pileus and gills, connects with Polyporeae through 
Daedalea, The genera characterized by a tough, leathery 
pileus that dries up and becomes rigid and persistent, as 
Panus, Lentinus, &c., are but scantily represented in Britain, 
or even in Europe, but on the other hand, are more numerous 
in the tropics than the fleshy, putrescent genera, which 
attain their maximum, both in development and numbers, 
in the north temperate zone. 

ANALYSIS OF THE GENEBA. 

I. SCHIZOPHYLLAE. 

Margin of gills longitudinally split or canaliculate. 

Schizophy Hum.— Margin of gills split, the two portions 
revolute. 

Trogia. — Gills resembling wrinkles or folds, edge groved. 
(The single British species does not show the groove 
along the margin of the gills.) 

II. HAPLOPHYLLAE. 

Margin of gills not longitudinally split nor grooved. 

A. Tenaces. Coriaceous, corky, or woody, persistent, 
rigid when dry ; gills more or less decurrent. 
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Qzites. — ^Horizontal, sessile, woody or corky; gills 
radiating. 

rotas. — ^Pileus coriaceous ; gills forking, margin thick. 

nus. — Pilens coriaceous; gills dry, decurrent, margin 
quite entire. 

atinus. — Pileus coriaceous ; gills decurrent, margin ser- 
rate or irregularly toothed. 

3. MoLLEs. More or less fleshy, soon decaying and not 
iving. (The species of Collyhia and Marasmiua are mostly 
gh and more or less persistent and reviving, but do not 
ome rigid when dry.) 

* Gills decurrent. 

ntharellus. — Gills with the margin thick, narrow, 
forking, rather waxy. 

''Ctalis. — Gills rather thick, edge jblunt. Parasitic on 
other fungi, rarely growing among dead leaves. 

'grophorous. — ^Margin of gills thin and acute, rather 
waxy ; stem central. Growing on the ground. (Some 
species in this genus have the gills adnate, or almost 
free.) 

)nrotus. — Growing on wood. Stem when present, ex- 
centric or lateral. 

aphalia. — Gills thin, pliant ; stem central, cartilaginous. 
Pileus more or less depressed. 

Itocybe. — Gill? thin, pliant; stem central, fibrous; spores 
smooth, elliptical. 

ccaria. — Gills thin, pliant, mealy ; stem central, fibrous ; 
spores globose, warted. 

Ctarins. — ^Exuding a white or coloured milk-like fluid 
when broken; spores globose, warted. (In some 
species the gills are adnate.) 
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** Gills adnate or adnexed, 

Bussula. — Gills very brittle, trama composed of more or 
less spherical cells ; spores globose, warted, 

Mycena. — Pileus thin, campaniilate, usually striate, margin 
at first straight. 

CoUybia. — Pileus rather fleshy, more or less plane ; margin 
incurved when young. 

Marasmius. — Tough, drying up and reviving when 
moistened ; gills often connected by veins. 

Tricholoma. — Pileus usually fleshy ; gills more or less evi- 
dently sinuate and adnexed ; stem stout. 

Armillaria. — The only genus with a ring on the stem and 
attached gills. (Ring sometimes rather vague; gills 
decurrent in some species.) 



««» 



Gills free from the stem. 



Hiatula. — Pileus exceedingly thin, striate. Eing and volva 
absent. 

Lepiota. — Ring present ; volva absent. 

Amanitopsis. — Volva present ; ring absent. 

Amanita. — Base of stem with a distinct, free volva; ring 
present on stem. (The volva is sometimes almost, or 
entirely without a free margin, hence adnate to the 
stem.) 

FIGURES ILLUSTRATING THE LEUCOSPOBAE. 

Fig. 1, Hygrophorus Wynniae, and Bection of some ; nat. size ; — ^Pig- ^ 
Lactarius hlennius ; about one-third 'nat. size, and section nat. siae;" 
Fig. 3, Spores of same, x 400; — Fig. 4, Cantharellus aurantiacus; about 
two-thirds nat. size; — Fig. 5, Nyctalis astercypkora^ and section; two- 
thirds nat. size ; — Fig 6, Lentinus tigrinvs ; about two-thirds nat. size j-- 
Fig. 7, Fanus stypticus ; nat. size ; — Fig. 8, Lenzites flaccida ; two-thiw* 
nat. size; — Fig. 9, section of same; nat. size; — Fig. 10, Owjpftfl^** 
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SCHIZOPHYLLUM. Fries, (figs. 17, 18, p. 301.) 

Pilens with a thin strigose or downy cuticle, dry, flesli 
absent, lateral, sessile ; gills coriaceous, bifid, radiating in a 
flabellate manner, margin longitudinally split, the split 
portions curved outwards ; spores hyaline or slightly tinged 
with colour. 

Schizopliyllum, Fries, Obs., i. p. 103 ; Cke., Hdbk., p. 359. 

The species are very dry, sessile, laterally attached, and 
very variable in form. Kjiown at once by the split margin 
of the gills. Growing on wood. Eare in temperate regions, 
but abundant in the tropics. 

Schizophyllum commune. Fr. (figs. 1 7, 1 8, p. 301.) 

Pileus l-ll in. across, more or less fan-shaped, somewhat 
narrowed behind to a point of attachment, horizontal, very 
thin and dry, at first covered with white down, then strigose, 
entire or more or less deeply lobed at the margin; gilk 
narrow, radiating, grey then pale purplish-brown, margin 
split ; spores subglobose, with a slight purple tinge, 5 X 6 /x. 

Schizophyllum comm'iine, Fries, Syst. Myc, i. p. 303 ; Cke., 
Hdbk., p. 360; Cke., Illustr., pi. 1114b. 

On rotten trunks, &c. 

Kecognised by the very thin, arid substance, and the split 
margin of the gills. The only known European species, and 
local everywhere, but is one of the commonest of fimgi in 
tropical and subtropical regions. Very variable as to mode 
and extent of marginal indentation. 

Pileus very thin, composed of little else than a mass of 
woolly filaments, sessile, or passing into a very short lateral 
stipes, nearly plane, more or less circular, subentire or lobed, 
often growing in an imbricated manner, and rarely exceed- 
ing an inch and a half in breadth. The surface is finely 

telmatiaea; small epecimen, nat. size; — Fig. 11, section of same; !»*• 
size ; — Fig. 12, Phurotus gadinoides ; nat. size ; — ^Fig. 13, section o( 
same, X 2; — Fig. 14, Clitocybe ericetorum; half nat. size; — ^Fig. 15, 
section of same; half nat. size; — Fig. 16, Xerottis degener ; nat. size ;-^ 
Fig. 17, SchizophyUum commune ; nat. size ; — Fig. 18. section of gills of 
same, showing the split margin; — Fig. 19, Trogia crispa; small speciinen» 
nat. size. 
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cottony, and pure white or greyish, marked by a few indis- 
tinct zones. Beneath, the lamellae are radiating, subparallel, 
hairy, coriaceous, and of a reddish-brown or brown-grey 
colour. Lamellae double ; that is, composed of two rather 
remote plates, united at the back, and with their sides 
involute, so that in a dry state they appear tubular when 
transversely divided. They are arranged in distinct fasci- 
culi ; each double lamella soon after its origin divides into 
branches, each of which becomes again subdivided in a fan- 
like mode; but all these divisions are within the original 
lamella. Hymenium in the exterior surface of the lamellae, 
(Grev.) 

TKOGIA. Fries, (fig. 19, p. 301.) 

Pileus sessile, attached laterally, soft, flaccid, dry, per- 
sistent, texture fibrillose ; gills fold-like, margin longitudi- 
nally channelled ; spores colourless. 

Trogia, Fries, Epicr., p. 402 ; Cke., Hdbk., p. 359. 

Most closely allied to the genus Xerotus, the latter diflfer- 
ing in having the thick, obtuse margin of the gills quite 
entire ; but, as a matter of fact, the only British species of 
Trogia has the gills obtuse, and in this feature departs from 
the generic type, although agreeing in every other essential. 

Trogia crispa. Fr. ^fig. 19, p. 301.) 

Pileus i-1 in. across, tougn, when young cup-shaped, then 
reflexed, lobed and irregular, slightly downy, yellowish- 
brown behind, margin becoming whitish; gills vein-like, 
thick, narrow, edge obtuse, crisped, but not canaliculate, 
gr^ish-white ; spores subglobose, b-Q fi, 

Trogia crispa. Fries, Epicr., p. 369 ; Cke., Hdbk., p. 359 ; 
Cke^ Illustr., pi. 114a. 

On branches, &c. 

Besembling a Peziza when young, then irregularly ex- 
panded and becoming almost flat, often gregarious. Some- 
what the texture and appearance of a small Merulius, but 
distinguished by the colourless spores. Joined by old authors 
witii OanUharellfu, some of the smaller species of which bear 
some resemblance to Trogia, but the latter difiers in not 
disappearing at maturity, but persistent, and reviving with 



304 FUNGUS-FLORA. 

moisture, and in growing on wood; the small species of 
Caniharellua decay at maturity, and grow on mosses or leaves. 



LENZITES. Fries, (figs. 8, 9, p. 301.) 

Pileus corky, coriaceous, horizontal, dimidiate, sessile and 
attached behind ; gills coriaceous, firm, unequal, simple or 
branched, radiating from the point of attachment, sometimes 
anastomosing and forming irregular pores, margin acute or 
obtuse ; spores white. 

Lenzites, Fries, Epicr., p. 403 ; Cke., Hdbk., p. 360. 

Most nearly allied to the genus Daedalea, but the hyme- 
nium is more of the Agaricoid than the Polyporoid type. In 
the Polyporeae the hymenium is porous from the first, then 
frequently, as in Daedalea quercina mauy of the dissepiments 
become torn, and thus the hymenium presents a labyrinthi- 
form appearance, hence it is towards the margin of the adult 
pileus that pores are observed, as in Daedalea^ Cydomyces, 
&c. In the Agaricinae the hymenium at first consists of 
radiating gills or lamellae, which afterwards in some species 
become joined by transverse ribs that form irregular pores 
most abundant at the base, as in species of Fleurotua^ PaanUM, 
and many other tough genera. In texture and substance, 
Lenzites agrees with the Polyporeae, in the same way that 
FavoluSy belonging to the Polyporeae, agrees with the Agari- 
cinae. (Fries.) 

Coriaceous, perennial or persistent; allied to Daedalea ^^ 
Trametes. Gills coriaceous, firm, sometimes simple and 
unequal, at others branches and anatomosing behind to fonn 
pores ; trama floccose, like the pileus ; margin of gills acute 
in some species, obtuse in others. All the species grow on 
wood, and in the European forms, dimidiate and sessile* 
(Fries.) 

Lenzites betulina. Fr. 
Pileus 3-4 in. long, 1-2 in. broad, more or less reniform or 
fiabellate, horizontal, attached behind by an expanded base, 
fiesh 2-3 lines thick behind, thin towards the margin, oorkyi 
coriaceous, firm, pallid, slightly zoned, tinged brownisl^ 
becoming pale, margin same colour; gills thin, lJ-2 li^es 
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broad, forked and anastomosing, straight, dingy white; 
spores elliptical, smooth, 4 x 2 /a. 

Lenzites hetulina. Fries, Epicr., p. 405 ; Cke., Hdbk., p. 
360; Cke., Illustr., pi. 1145a. 

On trunks and stumps, especially birch, 

Gills at first thickish, somewhat porous, dingy, then 
thinner and with the margin acute. 

Dimidiate, sessile, corky-coriaceous, firm and rigid, flat- 
tened, tomentose, usually indistinctly zoned, the true zones 
sometimes darker, 1-2 in. broad, becoming pale, greyish- 
white ; flesh floccose, white ; gills radiating from the base, 
straight, simple or branched, often anastomosing, about 3 
lines broad, dingy white, margin acute. (Fries.) ^ 

Lenzites flaccida. Fr. (figs. 8, 9, p. 301.) 

Pileus 1-2 J in. long, 1-1 J in. broad, more or less flabelli- 
form, horizontal, narrowed behind to the point of attach- 
ment, coriaceous, flesh about 1 line thick, flaccid, ud equal, 
strigose, zoned, tinged grey or brown, then pale, margin 
same colour; gills broad, crowded, straight, unequally 
branched, white then pallid; spores elliptical, smooth, 
7x5^. 

Lenzites flaccida, Fiies, Epicr., p. 406 ; Cke., Hdbk., p. 360 ; 
Cke., Ulustr., pi. 1145 b (the gills too narrow). 

On trunks and stumps of beech, &c. 

Differs from L. hetulina in the coriaceous thin pileus, 
ncarcely 1 line thick, easily bent, strigosely hairy, at first 
whitish then sordid, zones similar in colour; gills thick, 
firm, straight, very broad, simple, or branched, with shorter 
ones, intermixed, at first shining white then pallid. I have 
never seen the gills anastomosing in this species, but con- 
stantly obforcate, i.e., forked towards the base. (Fries.) 

Lenzites saepiaria. Fr. 

Pileus 1-4 in. long, 1-1^ in. broad, horizontal, hard, zoned, 
strigose or tomentose, wrinkled, bay or sometimes umber, 
flesh thick, brown, margin yellowish ; gills thick, branched 
and anastomosing, yellowish; spores subglobose, smooth, 
5 X 4 fu 

Lenzites aa^ariaj Fries, Epicr., p. 107 ; Cke., Hdbk., p. 
366; Cke., Illustr., pi. 1146a. 

On fir. 

VOL, n. X 
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Dimidiate, lateral, corky-coriaceous, hard, convex then 
flattened, orbicular, or frequently elongated, 1-3 in. broad, 
zoned, strigosely tomentose, at length squamulose ; tawny- 
yellow when young (and persistent at the margin), bay 
when adult, becoming blackish when old. Sometimes 
resupinate, forming orbicular plates. Flesh tawny. Gills 
spreading from the base, veiy rigid and firm, branched, 
more or less anastomosing and resembling D<iedalea, 1-2 
lines broad, yellowish when growing, umber, when old, 
margin entire or minutely toothed. (Fries.) 

• 

Lenzites abietina. Fr. 

Pileus lJ-6 in. lonjr, 1 in. or a little more broad, hori- 
zontal, thin effuso-reflexed, covered with dark umber down, 
becoming almost glabrous and hoary ; gills decurrent when 
eflused behind, simple, unequal, glaucous from a dense 
bloom ; spores elliptical, smooth, 7-8 X 4 /a. 

Lenzite8 abietina^ Fries, Epicr., p. 407 ; Cke., Hdbk., p. 
360; Cke., Illustr., pi. 1146b. 

On fir trunks, deals, &c. 

Always longitudinally extended, effuso-reflexed, and some- 
times resupinate ; coriaceous, thin and soft, zoneless, covered 
with umber-coloured down, then becoming almost glabrous, 
hoary. I have seen it extending for a foot in length, but 
narrow, about ^ in. broad. Gills decurrent on the effused 
base, distant, simple, unequal, not anastomosing, frequently 
interrupted or torn into teeth, glaucous from the dense 
bloom. (Fries.) 

XEEOTDS. Fries, (fig. 16, p. 301.) 

Pileus dry, membranaceous, tough; gills coriaceous, re- 
sembling broad folds, dichotomous, margin quite entire, 
obtuse, attached to the central or excentrio stem; spores 
white. 

Xerotus, Fries, Epicr., p. 48 ; Cke., Hdbk., p. 359. 

The membranaceous pileus, and coriaceous, dichotomous 
gills having the obtuse margin quite entire, readily dis- 
tinguish the present from all other genera. It is almost 
a coriaceous-membranaceous Cantharellus, but in the last- 
named genus the gills are much broader. (Fries.) 
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Xerotus degener. Fr. (fig. 16, p. 301.) 

Pileus about 1 in. across, coriaceo-membranaceotis, very 
tough, plano-infandibuliform, entire, greyish-bay and striate 
when moist, somewhat zoned ; gills few, deourrent, distant, 
simple or dichotomous, greyish-white; stem up to 1 in. 
long, often much shorter, thin, brown with white velvety- 
down. 

XerotiLS degener. Fries, Epicr., p. 100 ; Cke., Hdbk., p. 359 ; 
Cke., lUustr., pi. 1150b. (After Sowerby, pi. 210, called 
Agaricus turfostis.) 

In peat mosses, on naked ground, &c. 

Most nearly allied to Thelephora undulata (= Stereum undu- 
latum, Fung. Flor., vol. i. p. 130). The young hymenium 
has obtuse ribs, and when adult the edges of the gills are 
acute. 

On the ground in sterile, gravelly places. Stem very tough, 
solid, or floccosely stuffed at the apex, not 1 in. long, often 
not more than 2-3 lines, 1 line thick, equal, brown with a 
slight coating of white down. Pileus very thin, coriaceo- 
membranaceous, very tough, plane becoming infundibuli- 
form, greyish-bay and striate when moist, flocculose and 
somewhat zoned when dry, grey, but some of the small indi- 
viduals are zoneless. Gills decurrent, very few and very 
distant from each other, when only slightly evolved, re- 
sembling the ridges in Cladoderris, edge very obtuse, when 
most perfectly evolved, thin, rather broad; greyish- white, 
margin acute, flaccid, variable, sometimes quite equal, 
simple, sometimes dichotomous, with shorter ones inter- 
mixed. (Fries.) 

PANUS. Fries, (fig. 7, p. 301.) 

The whole fungus coriaceous and tough, drying up, 
texture fibrous ; pileus irregular, stipitate, sessile and hori- 
zontal, or resupinate ; gills more or less decurrent, unequal, 
at length dry and coriaceous, margin quite entire ; stem ex- 
centric, lateral, or entirely absent ; spores smooth. 
Patitw, Fries, Epicr., p. 396. 

Allied to Lentinua in the tough, somewhat coriaceous sub- 
stance, but at once distinguished by the coriaceous gills 
having the margin quite entire. 

X 2 
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Growing on wood, 'form variable, persistent for a long 
time. (Fries.) 

ANALYSIS OF THE SPECIES. 

* Stem excentric. 

** Stem distinctly lateral. 

*** Stem absent; pileus resupinate 

* Stem excentric. 

Panns conchatns. Fr. 

Pileus about 3 in. across, tough and flexible, unequal, ex- 
centric or dimidiate, margin often lobed, cinnamon-colour 
becoming pale, at length more or less scaly; flesh thin; 
gills narrow, forming decurrent lines on the stem, some- 
what branched; pinkish-white then pale-ochraceous, stem 
about § in. long, 3-4 lines thick, solid, unequal, pale, base 
downy. 

Panus conchatua. Fries, Epicr., p. 398 ; Cke., Hdbk., p. 357 ; 
Cke., lUustr., pi. 1149a. 

On trunks of beech, poplar, &c. 

Often imbricated and more or less grown together. Allied 
to Panu8 toruloavSy but distinguished by the much thinner 
pileus, more expanded and excentric, also dimidiate, flaccid, 
cinnamon becoming pale, but the form not constant. Stem 
about ^ in. long, 4 lines thick, often compressed, downy at 
the base. Pileus 2-4 in. broad, scaly when old. Gills de- 
current in long, parallel lines, not at all resembling those of 
Pleurotus ostreatuSy which anastomose behind, but frequently 
unequally branched, at first whitish or pale flesh-colour, 
then wood-colour, crisped when dry. (Fries.) 

Panus torulosus. Fr. 
Pileus 2-3 in. across, coriaceous and flexible, plane, in- 
fundibuliform, or. dimidiate, margin often much waved, even, 
somewhat flesh-colour then ochraceous, not scaly; flesh thin; 
gills decurrent; narrow, rather distant; not anastomosing 
behind ; ruddy then pale buff ; stem ^-1 in. long, 3—5 lines 
thick, solid, oblique, covered with a dense grey down. 
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Fanu8 torulomSy Fries, Epicr., p. 397 ; Cke., Hdbk., p. 358 ; 
Cke., lUustr., pi. 1149b. 

On stumps, trunks, &c. 

Common on dead birch trunks. Very variable in shape, 
at first tough then coriaceous. Stem solid, short (usually 
1 in. long), oblique, tough, firm, usually with grey — ^but 
sometimes with violet down or tomentum. Pileus entire 
but very excentrio, much more fleshy than in P. conchatus ; 
rather compact when young, plane then infundibuliform, 
2-3 in. broad, even, glabrous, rather fleshy, varies from 
livid-rufous to a violet tinge. Flesh pallid. Gills decurrent, 
rather distant, distinct behind, reddish then pale tan-colour. 
The indumentum on the stem resembles that of Paxillus 
cUro-tomentosus, (Fries.) 

** Stem lateral. 

Panus stypticus. Fr. (fig. 7, p. 301.) 

Taste hot and pungent, Thin, flexible, ^IJ in. across, 
xeniform, cinnamon then yellowish buflf, cuticle broken up^ 
into mealy granules; gills narrow, rather close, connected 
by thin transverse ridges, cinnamon; stem lateral, very 
short, flattened ; spores 3x1* 5-2 fx, 

Pantks atyj^ticus. Fries, Epicr., p. 399; Cke., lUust., 
t. 1114a. 

On decaying stumps, trunks, &c. 

Usaally densely imbricated, the short stems being con- 
fluent. 

Gregarious, caespitose, remarkable for the astringent 
taste. Stem solid, distinctly lateral, compressed, dilated 
upwards, not reaching 1 in. in length, ascending, pruinose, 
paler than the gills. Pileus dr^', thin, but not membrana- 
ceous, reniform, ^-1 in. broad, pruinose, cinnamon becoming 
Sle, cuticle broSen up into minute scurfy squamules. Gills 
terminate, not decurrent, thin, very narrow, crowded, 
beautifully connected by veins, cinnamon. (Fries.) 

Panns farinaceus. Schum. 
Pileos somewhat coriaceous, wavy, cinnamon-umbor, the 
catide breaking up into greyish white scurf which eventually 
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falls away; stem lateral, short, coloured like the pilenfi; 
gills determinate, free, distinct, paler. 

Panm farinaceus, Schum., p. 365; Fries, Hym. Eur., 
p. 490. 

On trunks. 

"With the habit of P. styjpticua. This species has not yet 
been found in Britain, but the following, which is considered 
as a variety of the above, has been collected in Epping 
Forest. 

Var. albido-tomentosus, Cke. and Mass., Cke., Hdbk., 
p. 358; Cke., lUustr., pi. 1144b. 

Pileus about ^' in. long, ^ in. broad, horizontal, sometimes 
imbricated, semicircular, subcoriaceous, flexuous or regular, 
pale umber, densely clothed with a short, whitish, velvety 
down, which seems to be persistent, but thinner and shorter 
towards the shortly incurved margin ; stem lateral, very 
short; or entirely absent, and attached by a downy base; 
gills radiating from the point of attachment; narrowed 
behind, lanceolate, honey-coloured, margin entire, rigid, 
scarcely crowded, shorter ones intermixed; spores subglo- 
bdse, smooth, 5 fx diameter. 

On trunks and branches. 

Pileus about an inch broad, often in imbricated tufts. It 
is doubtful whether this is not a distinct species from the 
type described by Fries. (C. & M.) 



*** Stem absent, 

Panns patellaris. Fr. 

Pileus :|-§ in. across, resupinate, coriaceous, plane then 
cup-shaped, orbicular, attached by a slightly projecting 
vertex, scurfy or downy, pallid, margin narrowly incurved; 
gills radiating from the point of attachment, narrow, dark 
ochraceous ; spores white, smooth, 4 x 3 ft. 

Panm patellaris. Fries, Epicr., p. 400 ; Cke., Hdbk., p. 538 ; 
Cke., Illustr., pi. 1144c. 

On branches of cherry, beech, &c. 

Simple ; allied to P. stypticiis. Gills as in other species, 
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quite entire, crowded ; but the substance is much firmer, as 
in Lentiwis. (Fries.) 

In some respects very similar to P. ringens, but differs 
in the distinctly mealy pileus, and the smooth, not striate 
margin. Pileus i in. or a little more. (Cooke.) 

Very remarkable. Analogous with Panus ringens, but most 
nearly allied to P. styjpticus, Pileus resupinate, coriaceous, 
orbicular, saucer-shaped, sessile, adnate and attached by the 
vertex, margin free and involute, ^ in. or a little more across, 
scurfy-downy and pallid externally. From the observations 
of Lindblad the pileus is viscid at first. Gills meeting at a 
central point, crowded, quite entire, dry, dark ochraceous. 
(Fries.) 

Panus Stevensonii. B. & Br. 

Pileus spathulate, olive-yellow, stem dilated above, convex, 
golden, slightly hispid ; gills narrow, entire ; flesh greenish- 
yellow. 

Panu8 Stevensonii, Berk & Broome, Ann. Nat. Hist., 
no. 1796 ; Cke., Hdbk., p. 359. 

On oak. 

I have not seen a specimen of the above, consequently 
cannot add to the scanty diagnosis. The species is pre- 
sumably small in size. 
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Pileus coriaceous, tough, hard and dry when old, not soon 
decaying, always more or less irregular ; gills becoming dry, 
tough, simple, unequal, thin, margin acute, toothed or 
irregular, more or less decurrent ; stem when present, hard 
and firm, central, excentric, or lateral; spores white, 
smooth. 

Leniinus, Fries, Epicr., p. 45 ; Cke., Hdbk., p. 354. 

Allied to Panus in the dry, coriaceous nature of the pileus 
and gills, but distinguished by the toothed or serrate margin 
of the gills* 

All the species grow on wood. 
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ANALYSIS OF THE SPECIES. 

I. Mesopodes. 

Pilous more or less entire, stem distinct. 

* Lepidei. Pileus scaly. Yeil more or loss evident. 
(Yeil absent in all the following sections.) 

** Pulverulenti, Pileus downy or pulverulent, 

*** Cochleati. Pileus glabrous. 

II. Pleuroti. 
Dimidiate, sessile or with a lateral stem, 

I, MESOPODES. 
* Lepidei, 

Lentinus tigrinus. Fr. (fig. 6, p. 301.) 

Pileus usually about 2 in. across, 'fleshy-coriaceous, thin, 
generally orbicular and central, convexo-plane at first, at 
length infundibuliform, white variegated with blackisb, 
adpressed, pilose squamules, the margin often split when 
dry; gills decurrent, not at all sinuate, narrow, crowded, 
unequal, white, margin toothed ; stem solid, very hard, 
about 2 in. long, usually attenuated downwards, minutely 
squamulose, whitish, base often ascending and brownish, 
apex at first furnished with an entire reflexed ring, but this 
soon disappears ; spores elliptical, smooth, 7 X 3 • 5 /a. 

Lentinus tigrinus. Fries, Epicr., p. 389 ; Cke., Illustr., pi. 
1138 and 1139a ; Sowerby, tab. 68. 

On dead wood, oak, &c. 

Subgregarions or caespitose. Slenderer than L, IqpideWy 
and more coriaceous and regular. (Fries.) 

Lentinus Dunalii. Fr. 
Pileus 1-2 in. across, coriaceous, thin, umbilicate, margin 
often waved and deformed, pallid, ornamented with ad- 
pressed, spot-like scales which eventually fall away, leaving 
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the pileus smooth ; gills decurrent, crowded, rather narrow, 
pallid; stem about •§• in. long, somewhat silky, solid, veil 
scarcely evident. 

Lentinus Dunalii, Fries, Bpicr., p. 390; Cke., Ulustr., 
pi. 1139b; Cke., Hdbk., p. 256. 

On trunks, &c. 

Allied to i. tigrinua ; ring on the stem very rudimentary. 
More or less clustered. 

Lentinus lepideus. Fr, 

Pileus 2-3 in. across, fleshy, tough, convex then depressed 
and unequal, pale dingy ochraceous, becoming broken up 
into darker, spot-like squamules; flesh 2-3 lines thick at 
the disc, white ; gills slightly sinuate, decurrent, 2-3 lines 
broad, margin irregular, torn, transversely striate, whitish, or 
tinged with yellow; stem usually about 1 in. long, but 
sometimes longer, about \ in. thick, tapering to- a rooting 
base, hard, pale, with downy squamules, veil very soon 
disappearing ; spores narrowly elliptical, smooth, 7 X 3 fi. 

LentinuB lepideus^ Fries, Epicr., p. 390; Cke., Ulustr., 
pi. 1140 and 1141 (monstrous form) ; Cke., Hdbk., p. 355. 

On trunks, stumps, &o. 

Showy, large, firm, much deformed, somewhat excentric, 
smell pleasant. Often white. (Fries.) 

Developing into very grotesque forms when growing in 
dark situations. 

** Pulverulenti. 

Lentinns leontopodius. Schulzer. 
Pileus 4-8 in. across, fleshy, compact, tough, irregular, 
very excentric, or almost lateral, broadly umbilicate, margin 
arched and bent down, more or less lobed, distinctly tomen- 
tose, pale reddish-^chraceous, rather darker towards the 
margin ; flesh 5-9 lines thick at centre of pileus, gradually 
becoming thinner towards the margin, very close and com- 
pact, white ; gills deeply decurrent on the under side of the 
stem, not crowded, 3-4 lines broad, pale reddish-ochraceous, 
margin darker and minutely toothed, veined at the sides, 
connected by veins ; stem 3-4 in. long, up to 1 in. thick, 
carved and ascending, soHd, hard, tough, somewhat equal. 
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scurfy or downy, brown, base often blackish ; spores cylin- 
drical, obliquely apiculate, smooth, white, 12-15 /i long. 

Lentinus leontopodius^ Schnlzer, in Kalchbr., Icon. Hym. 
Hung., p. 45, pi. 28 ; Cke., Hdbk., p. 355. 

On willow trunks, &c. 

A large and noble fungus, gregarious or caespitose in 
small clusters. Smell veiy pleasant. Taste sweet, gratefnL 
(Schulzer.) 

Lentinns pulverulentus. Fr. 

Pileus about 2 in. across, flesh thin, tough, convex, yellow; 
stem stout, elongated, equal, rigid, yellow, powdered with 
white meal ; gills denticulate, white. 

Lentinus pulverulentus. Fries, Epicr., p. 391 ; Cke., Hdbk, 
p. 355 ; B. & Br., Ann. Nat. Hist., no. 1567. 

Agaricus pulverulentus, Scop., Cam., p. 434. 

On trunks. Caespitose. 

An uncertain species, not seen by Fries. Eecorded for 
Britain by Berkeley and Broome, but judging from their 
notes, given below, it appears doubtful whether they had 
the right species in view. 

Tufted, at first infundibuliform, then lateral flabelliform, 
fuliginous, floccoso-pulverulent, with little umber particles ; 
stem elongated, at length smooth ; gills pallid, deeply 
decurrent, their edge crenulate, but not torn; pileus 2 in.; 
stem 3 in. high. (B. & Br.) 

Lentinus resinacens. Fr. 

Pileus 1-2 in. across, rather fleshy, tough, excentric, 
convex then depressed or infundibuliform, margin involnte 
and variously waved, downy, somewhat glandular and 
covered with a resinous gum, ochraceous-cinnamon ; gills 
adnato-decurrent, crowded, very narrow at first, fold-like, 
connected by veins, at length 1-1^ line broad, white, margin 
serrate ; stem solid, firm, scarcely 1 in. long, unequal, ex- 
panding into the pileus, even, somewhat downj^, pallid. 

Lentinus resinaceus, Fries, Epicr., p. 391 ; Cke., Hdbk^ 
p. 356. 

On trunks. 

Somewhat caespitose ; stems often more or less grown 
together; fleshy, pliant. 
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Lentinus adhaerens. A. & S. 

Pileus about 1 in. across, flesh thin, tough, irregular, 
lacunose, somewhat pulverulent, dingy, pale, glutinous ; gills 
forming decurrent lines on the stem, very thin, torn, white ; 
stem rooting, coloured like the pileus, glutinous, somewhat 
hollow, 

LeatinvkB adhaerens^ Fries, Epicr., p. 391 ; Cke., Hdbk., 
p. 356. 

AgaricuB adhaerens^ Alb. & Schw., p. 186. 

In pine woods. 

Small, unequal ; taste becoming astringent. Pileus con- 
vex and somewhat umbonate, then depressed and infundi- 
buliform. (Fries.) 

The pileus and stem appearing as if lacquered, from the 
gluten. 

*** Cochleati, 

Lentinus cochleatus. Fr. 

Pileus 1-2 in. across, tough, flaccid, irregular, more or less 
lobed and twisted, often depressed or even infundibuliform, 
reddish-cinnamon ; gills somewhat decurrent, crowded, soft, 
margin distinctly toothed, about 1^ line broad, pinkish- 
white; stem variable in length and thickness, several fre- 
quently more or less grown together, solid, sulcate, smooth, 
coloured like the pileus or paler. 

Leniinus cochleatus, Fries, llym. Eur., p. 484 ; Gke., Hdbk., 
p. 356 ; Cke., Illustr., pi. 1142a. 

On trunks, stumps, &c. 

Annual; tufted; with a faint, but very distinct spicy 
smelL 

Tough, flaccid, not perennial, sometimes solitary, at 
others caespitose, imbricated, and growing into each other ; 
smell weak, resembling aniseed, or none. From a small 
diminutive form, usually solitary, with pileus and stem 
scaroely reaching 1 in., extending up to 3 in. Stem solid, 
firm, sometimes central, often excentric, and sometimes 
entirely lateral, always sulcate, glabrous, flesh-colour above, 
reddish-brown below; pileus flexible, thin, 2-3 in. broad, 
usually excentric, imbricated, very unequal, more or less 
lobed or contorted, plane, umbilicate, or infundibuliform. 
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not pervious, glabrous, flesh-colour, becoming pale and some- 
what tan-colour. Gills decurrent, crowded, serrate, whitish 
with a tinge of flesh-oolour. (Fries.) 

Very much tufted. Several stems are confluent in such a 
way as to make it doubtful whether the several pilei are 
refidly distinct, or are only lobes of one large one, the circle 
of the gills being always incomplete on the side of the 
common centre, the whole forming a lobed funnel with 
deflected edges. The surface is rough, with prominent 
minute ribs or prickles (as expressed by Sowerby's figure), 
pale rufescent, often powdered with the white sporules, 
1-1^ in. broad. 

Sometimes the surface is more even, but still somewhat 
sculptured so as to be rough with raised lines. Stem com- 
pound, strongly ribbed and sulcate, the ribs being continua- 
tions of the serrated paler decurrent gills. At first the 
pileus and gills are tender, stem firm and leathery. Odour 
agreeable. (Berk.) 

II. PLEUKOTI. 

Lentinus Scoticus. B. & Br. 

Pileus 1-2 in. across, flesh thin, soft, very variable, plane, 
umbilicate, or infundibuliform, smooth, pallid or brownish, 
hygrophanous ; stem excentric or lateral, variable darker 
than the pileus, pulverulent, springing from a branched, 
brown mycelium ; gills decurrent when the stem is present, 
rather distant, strongly toothed, pallid; spores elliptical, 
smooth, 5-6 X 4 /a. 

Lentinus Scoticusy Berk. & Broome, Ann. Nat. Hist., no. 
1423; Cke., Hdbk., p. 356; Cke., Illustr., pi. 1143. 

On furze, birch, &c. 

Inodorous, or, at any rate, without any odour of aniseed; 
extremely variable ; pileus ^1^ in. broad, smooth, hygro- 
phanous, pallid, at length brownish; either qnite stemless 
and reniform, or variously stipitate, solitary or caespitose, 
sometimes deeply umbilicate, lobed at the margin and 
sinuate or plicate ; stem, when present, varying from 2 lines 
to as many inches; gills rather distant, strongly toothed, 
decurrent when the stem is developed. Very rarely two 
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pilei are joined. The nearest ally to this curious species is 
Lentinua omphalodes. (B. & Br.) 

Lentinus fimbriatus. Currey. 

Pileus ^-f in. across, flesh thin, rather coriaceous, some- 
what dimidiate, depressed behind, pale fawn-colour, or 
whitish, with scattered darker floccose scales; margin 
slightly incurved and hairy, gills descending but not truly 
decurrent, narrow, tinged with brown, margin toothed and 
torn ; stem up to ^ in. long, not 1 line thick, solid, whitish, 
incurved. 

Lentinus fimbnatus, Currey, Linn. Transact., xxiv. p. 152, 
t. 25, f. 2 ; Cke., Hdbk., p. 356 ; Cke., Illustr., pi. 1148a. 

On a stump standing in a pond. 

Distinguished among British species by its small size. 

Lentinus vulpinus. Fr. 

Piles 1-2J in. across, sessile or produced behind into a 
stem-like base, imbricated, tough, somewhat orbicular or 
shell-shaped, grown together behind, longitudinally 
wrinkled and rough with minute floccose points, pale tan- 
oolour; margin incurved, entire; gills 2 lines broad, margin 
torn, white. 

Lentinua vulpinus^ Fries, Monogr., ii. p. 238 ; Cke., Hdbk., 
p. 357 ; Cke., Illustr., pi. 1142b. 

On trunks and stumps. 

Inodorous, and like Armillaria mellea, the pilei become 
powdered with the white spores. (Fries.) 

Lentinus flabelliformis. Fr. 

Pileus 1-2 in. across, thin, flabby, tough, almost sessile, 
reniform, plane or somewhat depressed behind, glabrous, 
even, fawn-colour or pale cinnamon, margin more or less 
crenulate ; gills 2 lines broad, often torn, pallid. 

Lentinus flabelliformis. Fries, Epicr., p. 395 ; Cke., Hdbk., 
p. 357 ; Cke., Dlustr., pi. 1148b (after Bolton). 

On trunks and stumps. 

Clustered or imbricated. Fries mentions a small var. 
lierbarum, with a membranaceous pileus that becomes pale ; 
growing on stems of Epilohium, 
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CANTHAEELLUS. Adans. (fig. 4. p. 301.) 

Pileus fleshy or ineinl)ranaceou8, regular, excentric, or 
variously lobed ; gills more or less deotirrent, thick, margin 
blunt, rather waxy, narrow; stem central, lateral, or absent; 
veil absent ; spores white, smooth. 

Cantharellus, Adans., Fung. Ord. v. ; Cke., Hdbk., p. 339. 

The characters of this genus mainly depend on the gills, 
which are fold-like, more or less thick, decurrent, branched, 
usually repeatedly dichotomous, and straight, rarely anasto- 
mosing. Veil absent. Spores white. The species are fleshy 
or membranaceous, soon decaying, central stemmed, and 
terrestrial, or some of the smaller species grow on living 
mosses, rarely on wood. 

Many of the species bear a very close resemblance to 
species of Craterelltis, but are distinguished by the evident 
gills. In E-ygrophorvs the gills are often thick and waxy, but 
the edge is always sharp and thin. 

ANALYSIS OF THE 8PUCIES. 

I. Mesopus. 

Pileus entire. Stem central. 

* Pileus and solid stem fleshy. 

** Pileus somewhat membranaceous; stem tubular, 
polished. 

II. Pleuropus. 

Dimidiate ; stem exactly lateral. 

III. Eesupinatl 

Pileus sessile, cup-shaped at first, attached by the vertex, 
then more or less reflexed ; wavy. 

Growing on moss. 
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I. MESOPUS. 
* Pilem and solid stem fleshy. 

Cantharellus cibarius. Fr. 

Every part opaque yellow-buflf; pileus 1^-2 J in. across; 
flesh thick, firm, whitish; irregular and wavy, at length 
turbinate, glabrous or very minutely downy ; gills decurrent, 
narrow, thick, distant; stem 1-2 in. long, stout, becoming 
thicker upwards and gradually expanding into the flesh of 
the pileus, solid ; spores elliptical, smooth, 9 x 5-6 /uu 

CarUharellua cibariua^ Fries, Syst. Myc, i. p. 318; Cke., 
Hdbk., p. 339 ; Cke., Illustr., pi. 1103. 

Agaricm cantharellus^ Linn., Suec., no. 1207. 

In woods. 

Esculent. Smell none when fresh, but resembling apricots 
after having been kept for some time. Fries says that the 
fungus is sometimes entirely white. 

Subgregarious. Pileus 1--4 in. broad, fleshy, firm, variously 
lobed, depressed, the margin vaulted, smooth, shining, of a 
rich yolk-of-egg yellow, paler when dry; flesh white or 
yellowish ; folds much sinuated, but evidently forked, thick 
fleshy, decurrent. Spores elliptic. Stem 1-2 in. high, 
■J— i in. thick, attenuated downwards, smooth, tough, yellow, 
disused into the pileus. Smell very agreeable, like that of 
dried apricots, taste agreeable, but pungent. Much firmer 
than C, aurantiacus, (Berk.) 

Entire plant of a full buflfish-yellow, or yolk-of-egg colour, 
of a rather firm yet brittle substance. Pileus 1-4 in. in 
breadth, glabrous, irregular, subrepand, frequently variously 
lobed, the margin rounded, the centre mostly depressed, 
sometimes much hollowed. Flesh yellowish- white or pale 
yellowish. Lamellae in the form of tumid veins or folds, 
branching dichotomously, and sometimes anastomosing. 
Stipes firm, solid, 1-2 in. long, variable in diameter, at- 
tenuated downwards. Odour none when quite fresh, but 
80on after having been gathered, that of ripe apricots. 
(Grev.). 

Every part egg-yellow, pileus truly fleshy, convex at first, 
then plane and subdepressed, wavy, always glabrous ; stem 
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solid, thickened upwards and passing gradually into ilie 
turbinate pileus, a character that separates this species from 
all others. Gills very decurrent, more tumid than in other 
species, distant, branched, narrow, resembling folds. Smell 
none. Taste pleasant. (Fries.) 

var. rufipes. Gillet, Hym. France, ser. 13; Cke., HdbL, 
p. 339 ; Cke., Illustr., pi. 1131a. 

Flesh pale ochraceous ; stem rufous at the base. 

Gantharellus Friesii. Quel. 

Pileus |-lj in. across, flesh rather thin, white, convex 
then more or less depressed, downy, pale opaque buffish 
orange ; gills decurrent, thickish, narrow, branched, coloured 
like the pileus or paler; stem about f in. long, 3 lines thick, 
solid, downy, expanding upwards into the pileus, paler than 
the pileus, base whitish. 

Cantharellvs Friesii, Quelet, Fung. Jura et Vosg., t. 23» 
f. 2 ; Cke., Hdbk., p. 339 ; Cke., Ulustr., pi. 1131b. 

In woods. 

Intermediate between Cantharellus cibarius and (7. auran- 
tiacua, with the gills of the former, and the habit of the 
latter. (Cooke.) 

Gantharellus aurantiacus. Fr. (flg. 4, p 301.) 

Pileus 1-2 in. across, flesh rather thin, depressed and more 
or less irregular and wavy, soft, rather tomentose, dingy 
opaque orange, sometimes paler; gills decurrent, crowded, 
rather thin, striate at the sides, forked, brighter-coloured 
than the pileus; stem |— J in. long, about 3 lines thick, 
slightly thickened upwards and expanding into the pileus 
coloured like the pileus, base often darker, stuffed or 
imperfectly hollow ; spores elliptical, smooth, 10 X 5 fu 

Caniharellm aurantiacus, Fries, Syst. Myc, i. p. 318; 
Cke., Hdbk., p. 339 ; Cke., Illustr., pi. 1104. 

Heaths, fir woods, &c. 

Gills sometimes paler than the pileus, nearly white. 
(Cooke.) 

Gregarious. Pileus 1^2 in. broad, often irregular, slightly 
depressed, tomentose, though sometimes quite smooth, as in . 
Scotch specimens gathered by Klotzsch, of a beautiW 
orange ; margin paler and involute ; sometimes there ai* 
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slight traces of an umbo. Folds bright orange, narrow, 
straight, repeatedly diohotomous. Spores elliptic. Stem 
1 in. high, ^-^ in. thick, often excentrio and curved, at- 
tenuated below, subequal, or incrassated at the base, in 
general of the same colour as the pileus ; often black at the 
base when old ; much smoother than the pileus. 

B. On the roots of grass. Pileus 1^ in. broad ; depressed 
and sometimes umbonate, nearly white, or shaded with rich 
yellow-brown. Folds white or brownish cream-colour. Spores 
elliptic. Stem 1-1^ in. high, ^^ in. thick, of the same 
colour as the pileus. Smell strong. (Berk.) 

Gantharellus Brownii. B. & Br. 

Ochraceous-white or cream-colour. Pileus about ^ in. 
across, flesh thin, orbicular, obtuse or slightly umbonate, 
slightly silky; gills subdecurrent, very narrow, rather 
distant, simple or forked; stem 1^2 in. long, not 1 line 
thick, tough, stuffed; spores broadly elliptical, smooth, 
7 X 5 /A. 

CatUharellua Brownii, B. & Br., Berk., Outl., p. 216; Cke., 
Hdbk., p. 340 ; Cke., lUustr., pi. 1106a. 

Among grass. 

Differs from the typical Cantharellua type in the almost 
simple, very narrow, not decurrent gills, and the specimen 
sent to me suggested Arrhenia, (Fries.) 

Whole plant of a pale ochraceous cream-colour. Pileus 
orbicular, thin, convex, subumbonate, ^ in. across, some- 
times rather larger, obscurely silky. Stem slender, 1^2 in. 
high, scarce 1 line thick, nearly equal, subfurfuraceous, 
famished with a little white fibrillose mycelium at the base, 
which sometimes forms a small eikrthy ball, rather tough, 
stuffed. Folds linear, very narrow, sometimes slightly 
forked, obtusely decurrent; interstices smooth, occasionally 
quite obsolete except towards the margin. Hymenium 
nearly white. There is no described species allied to this, 
exbept Cant aurantiacus, which approaches to it by means of 
its white variety. It is a very neat and beautiful fungus, 
with very much the habit of Ag. hemisphaericm (= Naucoria 
nderoides), and with the stem stuffed as in tnat species. 
(B. & Br.) 

VOL. n. Y 
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Gantharellus carbonarius. Fr. 

Filens 1^-2^ in. aoroBS, flesh thin, flexible, xuaroally 
irregnlar, nmbilicate or deeply depressed, minntely sqnamu- 
lose, bay then blackish; gills decnrrent, straight, narrow, 
white; stem 1-3 in. long, 2-3 lines thick, more or less 
rooting, not nnfreqnently branched and bearing 2-3 pilei, 
white or greyish, stnfled ; spores elliptical, smooth, 14-15 X 
7-8 ft. 

Caniharellua carhonariusy Fries, Hym. Eur., p. 456; Cke., 
Hdbk., p. 340 ; Cke., lUustr., pi. 1105. 

Gantharellus radicomsy B. & Br., Ann. Nat. Hist^ 1134 
(1860). 

CantharellvLs anthracophilus, Leveille, Aim. Sci. Nat. 1841, 
p. 236, t. 14, f. 2. 

Meruliua carhonariua. Alb. & Schw., p. 375. 

On charcoal or on the ground where charcoal has been 
burnt. 

A variable species, but recognised by the depressed, 
blackish pileus and rooting stem, which is sometimes 
branched. 

Pileus |-1 in. across, deeply nmbilicate, dark brown or 
black, rough with radiating flocci; stem rooting, deeply 
pallid ; gills narrow, white. Two or three pilei often graw 
from the same obconical root, which is white and spongy. 
This agrees in some respects with C. carbonarius, Alh. & 
Schw., which is said to be a variety of C. umhonaiuSf and 
must be therefore very different from the present species^ 
(B. & Br.). 

Gantharellus umbonatus. Fr. 

Pileus up to 1 in. across, fleshy, expanded, umbonate then 
depressed, slightly flooculose, grey then blackish; giUs 
decurrent, narrow, straight, crowded, shining white; stem 
2-3 in. long, about 2 lines thick, almost, equal, elastic, 
stuffed, paler grey than the pileus, base downy; spores 
elliptical, smooth, 10 x 4-5 ft. ' 

Gantharellus umbonatus^ Fries, Syst. Myc, i. p. 317; Cke., 
Hdbk., p. 340; Cke., lUustr., pi. 11 06b. 

Among moss, &c. 

Eesembling an Agaric in habit. Allied to G. carbonariuSi 
but distinguished by the regular pileus and the regular. 
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equal stem, which is not. rooting. The habitat is also 
dififerent. Fries says that the present species often becomes 
reddish when bruised. 

Cantharellus albidus. Fr. 

PQeus ^IJ in. across, flesh rather thin, somewhat in- 

fandibuliform, irregular, rather wavy, indistinctly zoned, 

whitish or with a yellow tinge ; gills decurrent, thin, rather 

crowded, repeatedly dichotomous, white ; stem 1-1^ in. long, 

2 lines thick, equal or becoming compressed, glabrous, white, 
or rarely tinged with yellow, solid ; spores elliptical, smooth, 

8 X 4/t. 

Cantharellus albidus^ Fries, Epicr., p. 365 ; Cke., Illustr., 
pi. 1107a; Cke., Hdbk., p. 340. 

In meadows, among moss, &o. 

Tough, but not coriaceous, white, verging on yellow or 
rufous, pileus somewhat zoned. (Fries.) 

** Pilem aubmemhrana^eous ; stem hollow, polished. 

Cantharellus tubaeformis. Fr. 

Pileus 1-2 in. across, flesh thin, flexible, infundibuliform, 

waved and more or less lobed, flocculose, yellowish-brown 

becoming pale; gills slightly decurrent, thick, distant, 

repeatedly branched, smoky-yellow ; stem 2-3 in. long, 

3 lines thick, almost equal, often compressed, lacunose, 
glabrous, dull tawny-orange, hollow ; spores elliptical, smooth, 

9 X 6-7 /A. 

Cantharellus tubaeformisj Fries, Syst. Myc, i. p. 319; Cke., 
Hdbk., p. 340 ; Cke., lUustr., pi. 1108. 

In woods, on the ground and on rotten wood. 

Gregarious. Pileus 2 in. broad, thin, at first convex, 
at length much undulated, depressed and very much 
mnbilicate, occasionally pervious, scrobiculato-squamose, 
brownish-yellow. Folds straight-forked, slightly anasto- 
mofiing, cinereous yellow, frosted with a white bloom. 
Stem 2 in. high, ^ in. thick, hollow, compressed, thickest 
downwards, smooth, slightly downy at the base, saflron- 
ooloured, brownish-yellow above. (Berk.) 

Closely allied to (7. infundibuliformis, with which it was 
once united, but the typical form appears to be clearly 

T 2 
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distinct although intermediate forms exist. Far removed 
from C. cibariusy C. aurantiacus, C. umhonatus, and C. albidus, 
in the submembranaceous, infnndibuliform, flocculose pilens 
and tubular stem. From C, infundibuliformis the present 
differs in the deeply umbilicate, broader, usually waved and 
lobed pileus, fuscous when moist, becoming pale when dry, 
stem hollow, at length compressed and lacunose, tawnj- 
orange, gills more divided, yellow or smoky-grey, and, 
according to Secretan, never pruinose. Ansdogous with 
Craterellua luteacena in habit and colour. 

Sabsp, lutescens, Fries, Monogr., ii. p. 208. 

Stem equal or attenuated upwards; pileus convex, um- 
bilicate, regular, almost even ; gills dichotomous, coloured as 
in the typical form. 

Intermediate between the present species and C. infundi- 
huliformis. 

Gantharellus infundibuliformis. Fr. 

Pileus 1-2| in. across, submembranaceous, umbilicate then 
infundibuliform, usually perforated at the base and opening 
into the cavity of the stem, floccosely rugose on the surface, 
yellowish-grey or smoky when moist, pale when dry, at 
length undulated; gills decurrent, thick, distant, dicho- 
tomous, straight, yellow, or grey, especially when old, and 
then pruinose ; stem 2-3 in. long, about 2 lines thick, hollow, 
slightly thickened at the base, even, glabrous, always yellow; 
spores elliptical, smooth, 9-10 x 6 /a. 

Cantharellus infundibuliformis^ Fries, Epicr., p. 366 ; Cke., 
Illustr., pi. 1109; Cke., Hdbk., p. 341. 

On the ground and on rotten wood. 

Gregarious, somewhat caespitose. For distinctions be- 
tween the present species and C, tuhaeformisj see under the 
latter. 

Gantharellus cinereus. Fr. 

Pileus 1-2 in. across, flesh thin, flexible, infundibulifonn, 
pierced at the base and continuous with the hollow of the 
stem, ornamented with downy squamules, smoky-brown then 
blackish ; gills decurrent, narrow, thick, distant, grey; stem 
1^-2 in. long, gradually widening upwards, paler than the 
pileus, hollow ; spores broadly elliptical or sometimes sub- 
globose, about 7 X 5 a. 
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Cantharellua dnereus. Fries, Syst. Myc, i. p. 320; Cke., 
Hdbk., p. 341 ; Cke., lUustr., pi. 1110a. 

In woods. 

Closely resembling Craierellm cornucopioidesj but distin- 
guished by the distinct gills. 

Cantharellus Houghtoni. Phil. 

Pilens §—1^ in. across, flesh thin, convex, umbilicate, margin 
often wavy and tiptumed, smooth, pallid- white ; gills very 
slightly decurrent, narrow, with a pale pink tinge; stem 
li-2 in. long, equal, slightly expanding into the pileus, 
wliitish, at first delicately fibrillose, stuffed; spores ellip- 
tical, 7 X 4 /A. 

Cantharellus Houghtoniy Phillips, in Cke.'s Hdbk., p. 341 ; 
Cke., niustr., pi. 1107b. 

On the ground. 

Pileus I in. or more across, dirty- white, with a tinge of 
flesh-colour ; stem 2 in. high, 1 line thick, stuffed, rooting 
at the base, which is more or less cottony; gills scarcely 
forked, narrow, slightly decurrent. (Cke.) 

Altogether thin and slender, and calling to mind a white, 
slender Glitocyhe, 

Cantharellus leucophaeus. Mouel. 

Pileus about 1 in. across, flesh very thin, pliant, infundi- 
buliform, glabrous, dusky-brown, margin usuaUy incurved ; 
gills decurrent, distant, simple or forked, with intermediate 
shorter ones, narrow, white; stem about 1 in. long, lJ-2 
lines thick, slightly thickened at the base, otherwise equal, 
stuffed, smooth, paler than the pileus or similar in colour ; 
spores elliptical, smooth, 9 x 5 fi. 

Cantharellua leucopJuteus^ Mouel., Mem. Soc. Lille, 1831, t. 
i. f. 2-3 ; Cke., Hdbk., p. 341 ; Cke., Illustr., pi. 1111a. 

A very neat, regular species, somewhat resembling C. 
cinereus in colour and habit, but smaller, pileus not pervious 
at the base, and stem stuffed. 

Cantharellus cupulatus. Fr. 
Pileus about J in. across, flesh thin, plane then depressed 
or infundibidiform, often wavy, hygrophanous, pallid-brown 
or rufescent and with the margin striate when moist, floccu- 
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lose and without striae when dry; gills decurrent, Tery 
distant, rather broad, branched and with intermediate 
shorter ones, grey; stem about 1 in. long, about i Une 
thick, equal, slightly expanding into the pileus, poushed, 
glabrous, stuffed, coloured like the pileus ; spores elliptical, 
smooth, 7 X 5 /A. 

Caniharellvs cupulatWy Fries, Epicr., p. 367 ; Cke., Hdbk., 
p. 342 ; Cke., Illustr., pi. 1110b. 

On the ground. 

Easily recognised by its diminutive size, rufescent pileus 
and stem, and grey gills. Eesembling a Xeroius in habit. 

See note under C, Stevensoni. 

Gantharellus Stevensoni. B. & Br. 

Pileus up to 4 lines across, orbicular, umbilicate, pallid, 
smooth, margin inflexed, flesh thin ; gills decurrent, palKd, 
brownish behind ; stem up to ^ in. high, not i line thick, 
cylindrical, delicately pulverulent, white, then darker. 

Gantharellus Stevensoni, Berk. & Br., Ann. Nat. Hist., no. 
1422; Cke., Dlustr., pi. 1111b; Cke., Hdbk., p. 342. 

On rotten wood among moss. 

Pileus about 2 lines across, stem ^ in. high, ^ line thick, 
with a little white mycelium at the base. Very near to 
€. cupulatuSy but that is very strongly umbonate when young, 
and the umbo is always visible at the bottom of the umbilicus ; 
the habitat moreover is different. (B. & Br.) 

Cooke's figures are larger than the measurements given 
above ; pileus up to \ in. across, with a decided nipple-Uke 
umbo ; stem up to 1 in. long. 

Gantharellus replexus. Fr. 

Pileus ^-1 in. across, membranaceous, campanulate then 
expanded and reflexed, striate, brownish then grey; gills 
very slightly decurrent, distant, connected by veins to form 
a reticulation, distant, with shorter branched ones between, 
white then glaucous; stem lJ-2 in. long, 1 line thick, 
glabrous, slightly thickened upwards, hollow. 

Cantharellus replexiis, Fries, Syst. Myc, i. p. 158. 

Gantharellus reflexus, Cke., Hdbk., p. 342. 

On the ground. 

With the habit of Mycena, but the gills are broad behind, 
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thick, and fold-like, margin ohtuse and paler. Fileus glabrous 
or cracked into squamules. (Fries.) 

Var. devexus, Fries, Syst. Myc, i. p. 158 ; Cke., Illustr., 
pi. 1150a. 

Differs from tlie type in the hent down margin of the 
pilens, stuffed stem, and unbranched grey gills; spores 
6 X 4/i. 

On scorched ground. 

Cooke's figures show the pileus upturned at the margin. 

11. PLEUEOPUS. 

Cantharellus muscigenus. Fr. 

Pileus ^— ^ in. across, somewhat membranaceous, flaccid, 
more or less spathulate, often depressed behind, horizontal, 
smooth, usually zoned, yellowish-brown or fuscous, then 
greyish-white when old and dry; gills radiating, distant, 
branched, thick, narrow, coloured like the pileus ; stem 1-2 
lines long, slender, lateral, downy at the base. 

Cantharellm muscigenus^ Fries, Syst. Myc, i. p. 323 ; Cke., 
Hdbk., p. 342 ; Cke., Illustr., pi. 1115a. 

On the larger mosses, Hypnum, &c. 

Distinguished from G. glaucus by its habitat, and brownish 
colour when moist. 

Agreeing with C. retirugus in growing on mosses, but 
known by the true lateral stem and thick gills. 

Cantharellus glaucus. Batsch. 

Entirely grey ; pileus up to ^ in. across, membranaceous, 
strapHshaped or flabellate, ascending, silky, not zoned ; gills 
radiating from the point of attachment of the stem, distant, 
narrow, thick, forked; stem lateral, expanding into the 
pileus, about I line long, slightly pruinose ; spores elliptical, 
smooth, 5 X 3 fL. 

Caniharellus glaucus^ Cke., Illastr., pi. 1115b; Cke,, Hdbk., 
p. 343. 

On the ground. 

Distinguished from C, mnscigenus^ the only other British 
species with a lateral stem, by growing on the ground, and 
by being altogether grey in colour. 
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III. EESUPINATI. 

Gantharellus retirugus. Fr. 

Pileus \-^ in. across, membranaceous, expanded, more or 
less fan- shaped or irregular, margin wavy and lobed, greyisli- 
wliite; subsessHe or rarely produced bebiud into a snort, 
flattened, stem-like base, attached by fibrils ; gills radiating 
from the centre, very thin, anastomosing; spores broadly 
elliptical, smooth, 10 x 8 /x. 

Cantharellus retirugiLSy Fries, Epicr., p. 368 ; Cke., Hdbk., 
p. 343 ; Cke., Illustr., pi. 1112a. 

On mosses, Eypnum, &o. 

Agreeing with C. muscigenus in growing on mosses, but 
differing in the absence of a true slender stem, and in the 
very delicate, anastomosing gills. 

Gantharellus lobatus. Fr. 

Pileus |-1 in. across, membranaceous, horizontal, more or 
less orbicular, but with the margin deeply lobed, sessile, 
brownish, pale when dry ; gills radiating from a point, thick 
and fold-like, branched, distinct. 

Cantharellus lohatuSy Fries, Syst. Myc, i. p. 323; Cke., 
Hdbk., p. 343 ; Cke., Illustr., pi. 1112b. 

On mosses in swampy places. 

Distinguished by being completely sessile, and the margin 
of the pileus deeply incised. 

In swampy places on Hypnum, sphagnum, &c., in the spring. 
Sessile, horizontal, membranaceous, somewhat circular, 
hardly 1 in. broad, adfixed at first, entire, then sublateral 
and lobed, dark brown when growing, much paler when dry. 
Gills fold-like, rather distant, distinct, branched, coloured 
like the pileus. (Fries.) 

Wet boggy places, on moss, as Hypnum imspidatum and 
revolens. April — autumn. Pileus 2 lines, 1| in. broad, 
membranaceous, horizontal, often at length vertical, attached 
laterally by a few byssoid fibres, which sometimes run down 
the moss for some distance, pale cinereous-umber, margin 
nearly white, under a lens most minutely scabrous, as if it 
were innato-fibrillose, occasionally there are two or three 
zones. Hymenium paler, consisting of radiating more or less 
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anastomosing wiinkles, which, especially at tlie base, are 
reticulate, though towards the margin they continue distinct. 
At first sight it appears like a pale minute specimen of 
Peltidea canina, much sodden with moisture. (Berk.) 



NYCTALIS. Fries, (fig. 5, p. 301.) 

Fileus symmetrical, in some species bearing large conidia 
on its surface ; gills adnate or decurrent, thick, soft, margin 
obtuse; stem central, its substance continuous with the 
flesh of the pileus; spores colourless, smooth, elliptical or 
subglobose. 

Nyctalis, Fries, Syst. Orb. Veg., p. 203 ; Cke., Hdbk., p. 
343. 

The typical species are saprophytic on decaying fungi, 

ANALYSIS OF THE SPECIES. 

I. Parasitae, 
Oills distinct, distant. Growing on decaying fungi. 

II. Speleae. 

Gills somewhat growing into each other, crowded. Grow- 
ing in dark places, and in all probability nothing more than 
morbid conditions of other species. 

I. PAEASITAE. 

Nyotalis parasitica. Fr. 

Pileus up to f in. across, flesh thin, conical then soon 
becoming expanded, unequal, pruinose from the presence of 
conidia, grey ; gills adnate, thick, distant, at length anasto- 
moeing, brownish ; stem 1-3 in. long, not 1 line thick, often 
'waTy, equal, downy, whitish; spores broadly elliptical, 
smooth, 5 X 3 * 5 fi. 

Nycialta parasitica^ Fries, Hym. Eur., p. 464; Cke., Hdbk., 
p. 344; Cke., Dlustr., pi. 1113. 
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Growing on Busmla adiista and B. foetens. 
Gregarious or caespitose. The oonidia produced by the 
liypliae of the pileus are large, elliptical, and smooth. 

Nyctalis asterophora. Fr. (fig. 5, p. 301.) 
Pileus about ^ in. across, fleshy, conical then hemispherical, 
flocculose and rather mealy owing to the large, stellate 
oonidia, whitish then tinged with fawn-colour ; gills adnata, 
distant, narrow, rather forked, straight, dingy ; stem about 
^ in. long, slender, twisted, stuffed, white then brownish, 
rather mealy ; spores elliptical, smooth, 3 x 2 /lu 

Nyctalis AsteropTiora, Fries, Hym. Eur., p. 463 ; Cke., 
Hdbk., p. 344; Cke., Ulustr., pi. 1132b. 

Growing on old blackened specimens of Bussula nigricans. 
Gregarious or slightly caespitose. The very large stellate 
bodies borne by hyphae on the upper surface of the pileus 
have been shown by Brefeld to be true conidia, which, under 
.proper cultivation, give origin to the fungus. 

n. SPELEAE. 

Nyctalis caliginosa. W. G. Sm. 

Pileus about ^ in. across, very fleshy, margin involute, 
slightly exceeding the gills, marked with light and dark 
grey colours when wet, white and floccoso-pruinose when 
dry; gills decurrent, thick, branched; stem, about 2 in. 
long, floccoso-pruinose, base naked ; spores elliptical, smooth, 
4x2^ fi. 

Nyctalis caliginosa, W. G. Smith, Joum. Bot. 1873, p. 337; 
Cke., Hdbk., p. 343 ; Cke., Illustr., pi. 1132a. 

On ground in a dark place, among fallen leaves. 

Odour and taste rank and disagreeable, like Potypoms 
squamosus. (W. G. S.) 

Caespitose; stem brown inside, white externally, mnch 
swollen at the base, where several are usually more or less 
^grown together. ^ 

A doubtful species. Probably a diseased state of some 
CUtocyhe. (Cooke.) 
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HYGBOPHOEUS. Fries, (fig. 1, p. 301.) 

Pneufi regular or variously undulated and wavy, often 
idscid or moist ; gills more or less decurrent, or sometimes 
^idnate or adnexed, waxy, often thick and forked, l)ut the 
margin always thin and sharp, fiesh of the pileus passing 
unchanged into the trama ; stem central, continuous with the 
flesh of the pileus ; spores subglobose or elliptical, smooth. 

HygrophoruSj Fries, Hym. Eur., p. 405 ; Cke., Hdbk., p. 289. 

Terrestrial, their development in many cases being favoured 
by the early autumnal frosts; soon decaying; often very 
fragile ; many species are glutinous or viscid. Bright colours, 
as crimson, golden, lemon-yellow, &c., are not uncommon. 
'The gills are usually distant, thick, and waxy, and in this 
respect the genus approaches Caniharellus^ but always differs 
in the gills being broader and the margin or edge, thin and 
^and sharp. 

The essential character of the genus consists in the 
hymenium at length becoming soft and separating from the 
trama, a character remarkably well seen in Hygrophorua 
4x^prinu8J H, cocdnem^ H. nitrosus^ &o. (Fries.) 



ANALYSIS OF THE SUBGENEBA OF 
HYGBOPHOBUS. 

Svbgen. I. Hygrocybe. Fries, Syst. Myc, i. p. 101. 

Veil absent; whole fungus slender, watery, fragile. 
Pileus viscid when moist, shining when dry, rarely floccosely 
scaly. Stem hollow, soft, not ornamented with granular or 
wart-like projections. Gills soft. Most species brightly 
cx>loured. 

Subgen. II. Camarophyllus. Fries, Syst. Myc, i. p. 98. 

Veil absent, stem even, glabrous or fibrillose, not rough 
with wart-like projecting points. Pileus firm, opaque, moist 
in rainy weather, but not viscid. Gills distant, arcuate. 
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Subgen. III. LiMAauM. Fries, Syst. Myc, i. p. 31. 

Universal veil viscid, partial veil floccose, often forming a 
trace of a ring, or attached to the margin of the pileus; 
stem covered with scales, or often with wart-like sqnamules 
near the apex. Gills adnato-decurrent. 

ANALYSIS OF THE SPECIES. 
Suhgen. I. HYGROCYBE. 

* Gills decurrent. 

** Gills adnexed, eventually separating from the stem 
more or less completely. 

* Gills decurrent. 

Hygrophorus (Hygro.) Colemannianus. Bloz. 

Pileus up to 2 in. across, flesh thick at the disc, margin 
thin ; somewhat campanulate, then expanded and strongly 
umbonate; pale umber, slightly striate, and viscid when 
moist, paler, except the disc, when dry ; gills deeply de- 
current, connected by veins, thickish, distant, pallid brown; 
stem 1-1^ in. long, nearly equal, often slightly curved, 
rather silky, pale, solid ; spores elliptical, 7 x 4 /n. 

Hygrophorus Colemannianus, Bloxam, in Berk., Outl., p. 200 ; 
Cke., Illustr., pi. 903 ; Cke., Hdbk., p. 298. 

Among grass. 

Pileus 1-2 in. broad, at first subcampanulate, at length 
expanded, strongly umbonate, reddish-umber, paler when 
dry, except in the centre; when moist striate and very 
obscurely viscid. Stem 1 in. or more high, 1-2 lines thick, 
brittle, fibrous, nearly equal, white, very slightly tinged with 
umber, somewhat silky; gills umber, but paler than the 
pileus, strongly decurrent, broad, distant ; interstices strongly 
veined and rugose. (B. & Br,) 

Hygrophorus (Hygro.) foetens. Phill. 
"Very foetid and nauseous. Pileus about 1 in. across, 
hemispherical then convex, at length expanded and some- 
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times slightly depressed, umber, dry, then more or less 
broken up and cracked ; gills decurrent, about 1 line broad, 
grey ; stem 1-1 J in. long, 1-1 J line thick, usually slightly 
thinner towards the base, olive-yellow, cracked up into 
transverse fibrous squamules; spores subglobose, apiculate, 
4-5u diameter. 

Hygrophorua foetens, Phillips, Grev., vii. p. 74; Cke., 
Hdbk., p. 299; Cke., Illustr., pi. 903b. 

Among grass. 

Gregarious or in small clusters. Distinguished by its 
small size, umber pileus, and very foetid smell. 

Hygrophorus (Hygro.) sciophanus. Fr. 

Pileus ^IJ in across, disc fleshy, remainder membrana- 
ceous, hemispherical or obtusely campanulate, then expanded, 
always obtuse, rather viscid, disc even, faintly and remotely 
pellucidly striate towards the margin, deep tawny or vivid 
briok-red, opaque, very hygrophanous, pale when dry, 
beooming more or less lacerate and whitish when old ; gills 
adnate, narrowed behind, at first evidently ascending, then 
plane, distant, usually distinct, coloured like the pileus, or 
sometimes with a rosy tinge; stem 1^3 in. long, thin, 
everywhere equal, flexuous, even, glabrous, shiny, paler than 
thepileus, hollow. 

Mygrophorua sciophanus, Fries, Epicr., p. 329 ; Cke., Hdbk., 
p. 299 ; Cke., Illustr., pi. 937a. 

Among grass and moss. 

Very elegant, densely gregarious, fragile, deep tawny, 
stem paler or whitish, never straight. 

Spores very pale clay-coloured. There were two forms, 
one with a darker pileus and the flesh dark, the other paler, 
with the flesh also pale. The former only deposited spores ; 
it is probable, therefore, that the pale form was not so fully 
developed. (Berk.) 

Hygrophorus (Hygro.) lactus. Fr. 
Pileus about 1 in. across, flesh thin, margin almost mem- 
branaceous, convex then expanded, obtuse, slimy, even or 
pellucidly striate towards the margin, tawny, shining, not 
becoming pale; gills somewhat decurrent, distant, thin, 
slightly connected by veins, generally flesh-coloured, but 



334 FUNGUS-FLORA. 

varying to white, smoky, &c. ; Btem 2-3 in. long, about 2 
lines tfick, equal, tough, even, very glabrous, slimy, tawny, 
hollow, frequently undulated, and having the apex darker; 
spores elliptical, smooth, 7 x 4-5 ft. 

Hygrophorua lactuSj Fries, Monogr., ii. p. 18; Cke., HdbL, 
p. 299 ; Cke., lUustr., pi. 938. 

Hygrophorus Houghtoni, B. and Br., Ann. Nat. Hist., no. 
1360; Cke., Hdbk., p. 299 ; Cke., lUustr., pi. 936. 

Among grass and moss. 

After examining the type specimens of H, Houghtoni, I 
quite agree with Dr. Cooke in uniting it with the present 
species. 

Hygrophorus (Hygro.) vitellinus. Fr. 

Pileus ^1 in. across, disc rather fleshy, remainder veiy 
thin; glabrous, viscid, deep lemon-yellow, whitish when 
dry, margin pHcato-striate ; gills deeply deourrent, rather 
distant, deeper yellow than the pileus ; stem about 2 in. long^ 
scarcely line thick, even, glabrous, pale yellow, whitish when 
dry, very fragile, hollow, usually flexuous ; spores elliptical, 
6 X 4/Li. 

Hygrophorus vitellinus, Fries, Monogr., ii. p. 312; Cke., 
Hdbk., p. 300 ; Cke., Illustr., pi. 904a. 

In fields, &c. 

Somewhat resembling H. ceraceus, but certainly different 
in the bright lemon-yeUow colour of every part becoming 
almost white when dry, plicate margin of the pileus, and the 
deeply decurrent gills. 

Hygrophorus (Hygro.) ceraceus. Wulf . 

Pileus about 1 in. across, fragile, flesh thin, convex then 
more or less plane, obtuse, slightly viscid, pellucidly stria- 
tulate, waxy yellow, shining; stem 1-2 in. long, abont 2 
lines thick, often unequal and flexuous, smooth, coloured like 
the pileus, hollow ; gills slightly decurrent, almost triangular, 
broad, distinct, yellow ; spores elliptical, 8 X 6 ft. 

Hygrophorus ceraceus, Cke., Hdbk., p. 300 ; Cke., Illustr., 
pi. 904b. 

Agaricus ceraceus, Wulf., in Jacq. Coll., ii. t. 15, £ 2. 

In pastures. 

Fragile, readily distinguished from every other species by 
the unchangeable, wax-yellow colour. (Fries.) 
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Pileus 1 in. broad, convexo-plane, occasionally subumbo- 
nate, viscid, subcamose, margin substriate. Gills very broad 
(J in.), ventricose, connected by veins. Stem 2-3 J^ in. long, 
2 lines or more thick, flexuous, equal, or slightly unequal, 
sometimes compressed, yellow, occasionally orange at the 
base. (Berk.) 

Pileus plano-convex, nearly 1 in. in breadth, yellow, shin- 
uig» ^Lry and sometimes concave in age. Lamellae rather 
broad, distant, yellow, decurrent; stipes rather slender, 
2-3 in. long, hollow, often compressed, yellow, attenuated at 
the base. Plant subgregarious. (Grev.) 

Hygrophorus (Hygro.) coccineus. Schaefifer. 

Pileus 1-2J in. across, convex then plane, often iri-egular,. 
at first viscid, even, bright crimson, then becoming pale, not 
floocosely squamulose; fiesh thin, coloured like the pileus 
and also descending into the similarly coloured trama ; gills 
broadly adnate with a decurrent tooth, distant, connected by 
veins, soft and watery, base purplish, middle pale yellow, 
margin glaucous when adult; stem about 2 in. long, 3-4 
lines thick, then compressed, almost even, not slimy, crimson 
above, base always pale yellow, hollow; spores elliptical, 
smooth, 10-12 X 6 /Li. 

Hygrophorus coccineus, Fries, Monogr., ii. p. 19 ; Cke., Ilustr.,. 
pL 920. 

Agarkus coccineus^ Schaefifer, Fung. Bav., t. 302. 

Among moss and grass, and in open places. 

Size variable. Distinguished from JJ. puniceus, by the 
broadly adnate gills and yellow base of stem, and from H. 
mniaius by its larger size the pileus being glabrous when 
old, and yellow base of stem. 

PQeus 1-2 in. broad, at first obtuse, conico-campanulate, at 
length inverted, sometimes strongly umbonate, splitting 
from the centre, yellow, orange or scarlet, viscid when moist, 
when dry pallid, appearing to the eye fibrillose, but not 
really so; margin thin, more or less wavy. Gills broad, 
ventricose, wrinkled, thick, connected by veins, retaining 
their colour longer than the pileus, adnate, with a decurrent 
tooth in depressed specimens. Stem 1^ in. long, ^ in. thick, 
more or less hollow, subflexuous, smooth though apparently 
«abfibrillose, tough but easily splitting. (Berk.) 
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Hygrophorus (Hygro.) miniatus. Fr. 

Pileus ^-1 in. across, flesh thin, convex, obtuse, then um- 
bilicate, at first even, glabrous, crimson, then becoming pale, 
opaque, and squamulose ; gills adnate, not at all deonrrent, 
distant, distinct, rather thick and firm, yellow or sometimes 
tinged more or less with crimson ; stem 1^2 in. long, about 
1 line thick, even, glabrous, shining, crimson, equal, round, 
imperfectly stufifed ; spores elliptical, 10 X 6 ft- 

Hygrophorus miniatus, Fries, Monogr., ii. p. 19 ; Cke., Blustr., 
pi. 921a. 

Among grass in pastures, woods, &c. 

Very fragile, much smaller than the othei: crimson or 
blood-red species, H. coccineus and H, puniceus. Pileus urn- 
bilicate, bleached, and squamulose when old. 

Hygrophorus (Hygro.) turundus. Fr. 

Pileus |-| in. across, flesh thin, convex then expanded and 
depressed or umbilicate, covered with greyish-brown down, 
at length minutely squamulose ; margin incurved, crenulate; 
gills decurrent, distant, white then yellowish; stem about 
1^ in. long, slender, rigid, equal, shining, tawny, stuffed then 
hollow. 

Hygrophorus turundus, Fries, Epicr., p. 330 ; Cke., Hdbk., 
p. 301. 

On the ground. 

Very fragile ; allied to H, miniatus but very dissimilar. 
Pileus soon broken up into smoky floccose particles, but 
golden and viscid at first. (Fries.) 

Var. mollis. B. and Br., Ann. Nat. Hist., no. 1279; Cke., 
lUustr., pi. 92lB. 

Pileus i-f in. across, nearly plane then slightly depressed, 
golden yellow, clad with short radiating fibnls of the same 
colour, stem equal, stuffed, 1-1 i in. long, slender, and yellow 
with a red tinge, base white, hollow ; gills distant, arcuate, 
slightly decurrent ; spores elliptical, 8 x 4 /x. 

On naked soil. 

In Cooke's figure, copied from Berkeley's drawing, the 
pileus is more or less crimson with golden fibrils. 

Hygrophorus (Hygro.) mucronellus. Fr. 
Pileus ^-§- in. across, almost membranaceous, conical then 
campanulate, acutely umbonate, margin sometimes upturned 
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with age, glabrous, bright red, becoming pale ; gills decur- 
rent, triangular, thick, yellow; stem 1-1 J^ in. long, J line 
thick, equal, fibrous and rather silky, coloured uke the 
pileus, baise white, hollow. 

Hygrophorus mucronelltia. Fries, Epicr., p. 331 ; Cke., Hdbk.« 
p. 301 ; Cke., Ulustr., pi. 937b. 

In grass fields. 

Stem usually slightly curved. Known from the other 
small red species by the acute pileus and decurrent, triaui- 
golar giUs. 

Hygrophorus (Hygro.) micaceus. B. & Br. 

Pileus ^J in. across, flesh thin, hemispherical, then ex- 
panded and sometimes slightly depressed, at first yellow, 
then becoming grey or with a tinge of green, wrinkled, 
sprinkled with micaceous particles ; gills decurrent, narrow, 
pale umber; stem |-1 in. long, about 1 line thick, equal, 
yellow, then brown below, granulated, solid ; spores 4 x 3 /a. 

Hygrophorus micacem, B. and Br., Ann. Nat. Hist., no. 1779; 
Cke., Hdbk., p. 301 ; Cke., Illustr., pi. 905b. 

On day soil. 

Mycelium white. Whole plant turns brown when dry. 
(Berk, and Broome.) 

Hygrophorus (Hygro.) Wynniae. B. & Br. (fig. 1, 
p. 301.) 

Pileus 4-1 in. across, flesh equally thin ) convex, umbili- 
oate or ramer infundibuliform, striate, hygrophanous, lemon- 
yellow, becoming greenish when dry ; gills decurrent, nar- 
row, thin, yellowish, then with a green tinge ; stem about 
1 in* long, and 1 line thick, slightly expanding upwards into 
the pileus, smooth, coloured like the pileus, hollow ; spores 
elliptical, 7-8 x 6 fi. 

Hygrophorus Wynniae^ B. and Br., Ann. Nat. Hist., no. 1787 ; 
Cke., Hlxwtr., pi. 905a; Cke., Hdbk., p. 301. 

On chips, among twigs, &c. 

A small but very distinct species ; lemon-yellow, changing 
to a ffreenish tint as it loses moisture, remarkable for growing 
on chips and twigs. 
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** Gills adnexedy then becoming free. 

Hygrophorus (Hygro.) ptmiceuB. Fr. 

Pileus 2-4 in. across, flesh veiy thin, at first campannlate, 
ebtnse, usually wavy and lobeo, vety irregular, even, gla- 
brous, viscid, deep crimson or blood-red, becoming pale, esper 
eially at the disc when old, or in dry weather; flesh simi- 
larly coloured, fragile ; gills ascending, ventricose, 2^ lines 
broad, thick, distant, yellowish-white or pale yellow, often 
tinged with red at the base, insertion various, but from the 
form of the pileus, ascending, and appearing to be free ; stem 
about 3 in. long, ^1 in. thick, solid when young, then hol- 
low, veiy stout, not compressed, ventricose or attenuated at 
both ends, striate, apex generally squamulose, when dry. yel- 
lowish or colour of the pileus, base always white, and often 
incurved; spores elliptical, 8 x 5 fu 

Hygrophorus puniceua^ Fries, Monogr., ii. p. 21 ; Cke., HdbL, 
p. 302 ; Cke., Illustr., pL 922. 

In mossy pastures, &c. 

The largest species of the genus, and very showy. Com- 
monly coclounded with M, coccineusj but very distinct in the 
larger size, adnexed gills, and striate stem with a white base. 
(Fries.) 

Hygrophorus (Hygro.) obrusseus. Fr. 

Pileus 2-3 in. across, rigid and fragile, flesh very thin, 
campanulate then expande<^ wavy, somewhat lobed and often 
lacerated, obtuse, dry, even, glabrous, golden-sulphur colour; 
gills adnexed, ventricose, but at length seceding fiom the 
stem and becoming free, very broad, up to J in. thick, dis- 
tant, whitish ; stem 2-3 in. long, ^ in. tnick, broader when 
compressed, scarcely ventricose, sulphur-yellow, base becom- 
ing tawny, ascending, usually uneven, glabrous, hollow; 
spores elliptical with an oblique apiculus, 10-12 X 7 /a. 

Hygrophorus obrusseus^ Fries, Monogr., ii. p. 21 ; Cke., H- 
lustr., pi. 906. 

Grassy places in woods. 

Not to be confounded with bleached forms of H. jpuniceus. 
When growing always golden-sulphur, hot red. The giUs 
are much more rigid and firmer than in allied species. 
(Fries.) 



HYGBOPHORUS. 339 

The tawny oolonr at base of stem not always evident in 
British specimens. 

Hygrophorus (Hygro.) intermedins. Pass. 

Pileus up to 2 in. across, flesh very thin everywhere, 
oampannlate then expanded, obtnse, or sometimes with an 
indication of an umbo, almost dry, margin often wavy, golden- 
yellow then becoming greyish; gills adnate, ventricose, 
narrowed in front, 2 lines broad at the widest part, distant, 
whitish then yellow; stem 2-3 in. long, 3-4 lines thick, 
equal, fibrillosely striate, yellow, hollow ; spores elliptical, 
8-9 X 6fu 

Hygrophorus intermedim^ Passerini, Parm. ; Cke., Hdbk., p. 
302 ; Cke., Illustr., pi. 907. 

Among grass. 

Semarkable for possessing the smell of meal. Eesembling 
IT. dbrvsseuB in size and general appearance, but distinguished 
by the pileus becoming grey, and the mealy smell. 

Hygrophorus (Hygro.) conicus. Fr. 

Pileus 1-2 in. h^'gh and across when expanded, fragile, 
flesh very thin, acutely conical, margin usually more or less 
lobed, at length cracking and turning up, glabrous, viscid 
when moist, shining when dry, yellow or sometimes more or 
less tinged with crimson ; gills narrow behind and almost 
free, ventricose, rather crowded, thin, yellowish ; stem 3-4 
in. long, 3-4 lines thick, cylindrical, flbrously striate, yellow, 
hollow; spores elliptical, 10-11 x 6-8 /lu 

Hygrophorus conicuSy Fries, Epicr., p. 331 ; Cke., Hdbk., p. 
302 ; Cke., lUustr., pL 908. 

In pastures. 

Every part usually turning Ijlack when bruised, or as the 
plant becomes old. 

Pileus 1-2 in. high, acutely conic, variously waved and 
lobed, flbrillose, viscid when moist or young, juicy, turning 
black, as does the whole plant when broken or bruised, 
<*range, yellow, scarlet, brown, dusky, &c., various colours 
often blended together. Gills thick, fleshy, ventricose, 
attenuated behind free or adnexed, yellowish with frequently 
a cinereous tinge. Stem 3-4 in. long, 2-5 lines thick, often 
splitting flbrilloso-striate, coloured like the pileus. Fries 

z 2 
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lias observed the gills to pour forth a sulphur-coloured milk, 
like A. 8crohiculatu8, (Berk.) 

Eeadily distinguished from allied species by the following 
charactei-s : — stem hollow, straight, cylindrical, fibrosely 
striate ; pileus submembranaceous, acutely conical, glabrous, 
more or less-lobed, then expanded and cracked, not becoming 
pale when dry, as in aUied species, but shining in dry weather, 
and becoming blackish pi rainy weather; gills narrowed 
behind and almost free ; ventricose, thin, rather crowded, 
but varies to yellow, whitish, smoky, and in purple -crimson 
forms, reddish at the base. (Fries.) 

A polymorphous plant, especially in regard to colour: 
Pileus acutely conical, smooth, shining, particular when 
young, fleshy, margin striate, irregular, frequently lobed; 1-2 
in. from the base to the apex of the cone, becoming partly ex- 
panded in age, the margin sometimes turning up, and even 
revolute, mostly some shade of deep yellow, orange, or bright 
red, often intermixed with each other, in some varieties 
brown or even black,' the brightest colour then remahiing 
longest at the margin ; lamella numerous, more or less deep 
yellow, ventricose, but attenuated towards the stipes, to 
which they are frequently slightly attached. Stipes hollow, 
with a great tendency to split, variously colouredy like the 
pileus, 2-3 in. high, diameter various. (Grev.). 

Hygrophorus (Hygro.) calyptraeformis. Berk. 

Pileus 1|'-2| in. high and the same across when expanded, 
flesh very thin, at first acutely conical^ then splitting and 
expanded, the margin eventually much upturned, innately 
fibrillose, pale clear rose-colour, becoming paler with age; 
gills narrowed behind and slightly adnexed 1-1 J line broad, 
rather distant, pale rose-colour then whitish ; stem 3-4 in. 
long, ;J-i in. thick, slightly striate, white, fragile hollow; 
spores efliptical, 7 x 4 ft. 

Hygrophorus calypiraeformisj Berk., Outl., p. 202 ; Che., 
Hdbk., p. 303 ; Cke., lUustr., pi. 894. 

Among grass. 

Habit of H. conicus, but very distinct in colour and in not 
turning black. A very beautiful species. Fragile. 

Var. niveus, Cke., Hdbk., p. 303 ; Cke., Hlustr., pi. 923. 
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Size and form of the typical species, but entirely snow- 
wliite. 

AmoDg grass. 

Hygrophorus (Hygro.) chlorophanus. Fr. 

Pilens about 1 in. across, somewhat membranaceous, very 
irasile, at first convex, then plane, obtuse, orbicular, lobed, 
at length cracked, glabrous, viscid, striate, not becoming 
discoloured, usually bright sulphur, sometimes truly crimson ; 
gills emarginate, adnexed, very ventricose, with a small 
decurrent tooth, rather distant, distinct and thin; stem 
lioUow, equal, round, rarely compressed, 2-3 in. long, 2-3 
lines thick, everywhere even, glabrous, viscid when moist, 
shining when dry, everywhere deep yellow ; spores elliptical 
with an apiculup, 8 x 5 fi. • ^ 

Hygrophorus chlorophanus^ Fries, Monogr., ii. p. 23 ; Gke., 
Hdbk.,. p. 303 ; Cke., lUustr., pi. 909. 

Grassy places, especially in woods. 

Closely allied to JJ. conicus^ but does not become black 
after being bruised, and the obtuse pileus separates the two. 
Differs from H. ceraceusia the bright sulphur-yellow colour, 
wutery substance, and emarginate gills. (Fries.) 

Hygropborus (Hygro.) psittacinus. Schaeff. 

Fileus about 1 in. across, fiesh thin, campanulate then 
expanded, more or less acutely umbonate, vaguelyrstriate, 
yellow or orange, covered with an evanescent green gluten ; 
,^iUs adiiate, 1 line or more broad, ventricose, aistant, thick, 
yellow with more or less green; stem 1-2 in. long, 1-2 lines 
thick, equal, even, often a little curved, yellow, generally 
green at the apex, hollow ; spores elliptical, 10 x 5 /i. 
. Hygrophorus psittacinus^ Cke., Hdbk., p. 303; Cke., Illustr., 
pi. 910. 

Agaricus psittacinus, Schaeffer, Icon., t. 301. 
f In pastures, &o. , 

Whole plant green at first, at length almost entirely 
yellow, except the summit of the stipes, which frequently, 
remain green to the last, pileus about 1 in. in breadth, 
conical, becoming somewhat plane or umbonate, or, at least, 
spreading at the margin, smooth, glutinous, striated when 
moist, the edge stibentire, often cracking. Flesh thin, 
yellowish. Lamellae, rather thick and somewhat distant. 
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sliffhtly aitaelied to the Btipee^ broadest i» tiie oeniie, bright 
yellow, frequently shaded with green. Stipes hollow, 
splitting, Tery viscid^ 2-S in. high, about 2 lines thick, 
sometimes compressed, mostly crooked at the ba»9, green 
above, yellow below. The colour of the whole plant varies 
greatly in intensity. It bears the^ nearest afiuiity to Ag. 
conicua ( = Hygrophorus conicm), from which indeed it is diffi- 
cult to separate it by a written character. The strongest 
difference resides in tne green colour, which is forbmatdy 
very constant. It may be added, that the lamellae are 
crowded in Ag. conicua^ and not adnate with the stipes, that 
the pileus, when young, forms a mueh higher eotue, and 
that the marg^in is very irregular, being frequently even 
lobed* (Grev.) 

Hygrophorus (Hygro.) spadiceus. Jr. 

Pileus 2-4 in. across, flesh thin, oampanulate then ex- 
panded, obtuse, very glutinous, distinctly virgate with black 
fibrils, olive-bay, black when dry, shining ;. ^ills broad and 
rounded behind, rather thick, broad, lemon-yellow, distant; 
stem about 3 in. long, 3-4 lines thick, dry, striato-virgate 
with brownish fibrils, fundamental colour yellowish, equal, 
straight, hollow ; spores elliptical, 6-7 x 4 /n. 

Hygrophorus spadiceusy Fries, Epicr., p. 332 ; Cke., Hdlk., 
p. 304 ; Cke., Illustr., pi. 1161. 

In mossy meadows, &c. 

Yery similar to JEL, conicus^ but the substance is firmer, 
never presenting a scorched, blackish appearance while 
growing or when bruised; pileus quite black when dry; 
distincuy virgate, more glutinous when moist and not 
striate ; gills thicker, more distant, and not nar7X)wed behind. 

Hygrophorus (HygroO nnguinosus. Fr* 
^Pileus about 2 in. across, flesh thin, campanulate then 
convex, obtuse, covered with a tenacious smoky-bro\n), 
dripping gluten, even,, at length cracking ; gills adnate bnt 
Terv ventricose, distant, thick, broad, connected by veins, 
whitish becoming rather glaucous, soft; stem about 2 in. 
long, 3 lines thick, iftsually attenuated at base and apex, 
unequal, more or less compressed, glutinous, coloured like 
the pileus, hollow ; spores 10 x 7-8 /*. 
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Hy^ophoruB unguinomia^ Fries, Epicr., p. 332 ; Cke., Hdbk«, 
p. 304 ; Cke^ Illustr^ pi. 924. 

In moist woods, &o. 

Very fragUe ; covered with a dense smoke-coloured gluten 
when growing. (Fries.) 

Very fragile, inodorous, covered with gluten when growing, 
sooty, unchangeable, stem 2-3 in long, 3 lines thick, usually 
attenuated at base and apex, colour of the pileus. Pileus 
slightly fleshy, covered with a tenacious gluten that falls 
away in drops, even or slightly rivulose, about 2 in. across ; 
gills distant, thick, up to 4 lines broad, connected by veins, 
soft, becoming glaucous. (Fries.) 

HygrophoruB (Hygro.) nitratus. Pers. 

Fragile; smell very strong, nitrous. Pileus 1^2^ in. 
across, fle^ thin ; campanulate then expanded and usually 
wavy, viscid, soon dry and breaking up into minute squa- 
mules, dingy greyish-brown; gills adnate, soon separating 
£rom the stem, broad, distant, white then glaucous; stem 
2-3 in. long, up to ^ in. thick, unequal, more or less com- 
pressed, poHshed, whitish or yellowish, imperfectly hollow ; 
sjpores elfiptical, 8 x 5 fu 

Sygrophorua nitratus^ Gke., Hdbk., p. 304; Cke., Illustr., 
pL 925. 

Hygrophoru8 murt7Uiciu8y Pries, Epicr., p. 333. 

Agaricua niiratua^ Persoon, Syn., p. 356. 

In pastures. 

Stature of H. eocdneuSy but differing altogether in colour 
and strong nitrous smelL Stem often yellowish. 

A very distinct species, distinguished by the dingy colour, 
and strong nitrous smell. Size and habitat very variable. 

(A). Jtfo/or, stem hollow, equal, but often twisted, at 
length more or less compressed, fragile, 2-3 in. long, 3-5 
lines thick, externally polished, glabrous, i;\diite, composed 
of thick, crisp fibres. Pileus scarcely fleshy, very fragile, 
convex, obtuse, or having the centre depressed, slightly 
Tisoid at first, soon flocoulose then squamulose, and cracked, 
deformed, rather wavy, becoming pale, 2 in. broad. Gills 
broadly emamnate, very broad, up to f in., obliquely ovate, 
distant, thi(£, soft, connected by veins, whitisn then 
glanoous. (B). A smaller form in sunny places among grass. 
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atom 1 in. and more long, 1-^ lines thibk, unequal, nsnelly 
compressed and wavy, sometimes becoming yellowish. Filens 
when young viscid when moist, smooth, brown, but soon dry 
and cracked into squamules, grey, |~1 in. across. Gills at 
first adnate, with a decurrent tooth, white, then ventriooBe 
and glaucous, but broad and thick. (Fries.) 

Var. glaaco-nitens, Fries, Epicr., p. 54; C?ke., Hdbk, 
p. 304. 

Rigid ; pileus fibrillosely virgate ; blackish^^live or sooty, 
becoming pale ; stem equal, shining, gills becoming glaucous; 
spores elliptical, 8 x 6 /lu 

Among grass. 

8tihgen.ll. CAMABOPHYLLUS. 
* Gills deeply and at length obconically decurrent. 
** Gills plano-adnate or sinuately arcuate, ventricose. 

Hygrophorus (Camar.) caprinus. Scop. 

Pileus 3-4 in. across, flesh thick at the disc, thinning out 
towards the margin ; conical then expanded and umbonate, 
becoming depressed and rather wavy, moist, virgate, sooty- 
brown or blackish ; gills deeply decurrent, very broad and 
very distant, ^hick, pure white then glaucous; stem 2-3 in. 
long, J-§ in. thick, more or less equal, flbrillose, sooty ; soHd, 
expanding at the apex into the flesh of the pileus ; spores 
broadly elliptical, smooth, 10 x 7-8 /x. 

Hygrophorus caprinus, Cke., Hdbk., p. 294; Cke., Ulustr., 
pi. 916. 

Agaricus cajprtnus, Scopoli, Cam., ii. p. 438. 

In pine woods, &c. 

The largest species of the genus, and very distinct, 
scarcely comparable with any other species. Pileus some- 
times blackish or bluish, at first with a nut-shaped umbo. 
Gills somewhat branched, soft when adult, waxy, the hyme- 
nium separating from the trama. (Fries.) 

Hygrophorus (Camar.) leporinus. Fr. 
Pileus about 2 in. across, equally and very fleshy, convex, 
gibbous, equal, broken up into floccose fibrils, reddish- 
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yellow, opaque; gills dectirrent, rather narrow, yellowisk- 
red ; stem about 2 in. long, f in. thick, or sometimes more, 
attenuated at the base or more or less fusiform, solid, fibril- 
lose, pallid, sometimes tawny at the base ; spores subglobose, 
5--6 ft diameter. 

Hygrophorus leporinus. Fries, Epicr., p. 326 ; Cke., Hdbk., 
p. 294 ; Cke., Illustr., pi. 930. 

On open downs, &e., also in woods. 

Closely resembling JJ, praiensis. Stem, rigid, usually at- 
tenuated below, rarely at the apex. Pileus 1-2 in. broad, 
cuticle broken up into floccose tufts, colour yellowish-rufous 
or brownish. (Fries;) 

Hygrophorus (Camar.) nemoreus. Fr. 
Pileus 1^2 J in. across, flesh thick, attenuated to a very 
thin margin; convex, then expanded and gibbous or de- 
pressed, almost glabrous, tawny-orange; gills decurrent, 
thick, distant, about 1^ line broad, as deeply coloured as the 
pileus, stem about 2 in. long, | in. or more thick at the 
apex, 'slightly attenuated towards the base, or sometimes 
subequal or slightly ventricogTe, stuffed, firm, whitish, 
fibrosely' striate and minutely scaly; spores elliptical, 

Hygrophorus nemorem. Fries, Epicr., p. 326 ; Cke., Hdbk., 
p. 294; Cke., Illustr., pi. 931. 
In pastures. 
AUied to H. prOftenais and chiefly distinguished by the 

squamulose, pale stem. 

'. • ' ' • 

Hygrophorus, (Camar.) pratensis. Fr. 
. Every part yellowish-tawny or bufl^. Pileus 1-3 in. across, 
very fleshy at the disc, but thin towards the margin, convex, 
than expanded, almost turbinate with the stem thickened 
up¥rardB; even, glabrous, moist in rainy weather, but not 
Yificid, often cracked when dry ; flesh Arm, white, apparently 
farmed from the upwiprd dilatation of the stem. Gills re- 
markably decurrent, at first arcuate, very distant, firm, 
fragile, oonniek^ted by veins at the base, veiy broad at the 
middle ; stem 1^2 in. long, stuffed, spongy within; polished 
and even externally, firm, ^ in. and more thick at the apex, 
attenuated downwards, even, glabrous, naked ; veil absent ; 
sporeB elliptical, 6 x 4 fu 
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JSygrophoruspratentia^ Fxiea, Monogr., ii.p. 12 ; Oke., Hdbk.» 
p. 294 ; Cke., Illiistr., pi. 917. 

Among graflB in pastures, also in woods. 

Very variable. Bjpeoiniens are sometimes en Wj wUte, 
others grey ; stem often white ; when the pilens is especially 
thin, the margin becomes striate. (Fries.) 

Fileus variable, often monstrous, firm, 1-2 in. broad^ com* 
pact, margin thin, very dry, smooth, deep bnflE^ convex; 
more or less nmbonate, rarely becoming quite plane, but 
frequently remaining obtusely conical. LameUae very distaat^ 
thick, ardiied, decurrent, reddish-buff. Stipes 1-2 in. high, 
^-^ in. thick, firm, generally somewhat crooked, attenuated 
towards the base, same colour as the pileus, but rather paler, 
solid spongy in the centre. (Grev.) 

Var pallidus^ B. & Br., Ann. Nat. Hist., no. 1356 ; Cka, 
niustr., pi. 932a. 

Pileus depressed or infundibuliforum, margin waved, often 
bent down; stem dilated, fibrillosely striate; gills distant, 
decurrent ; branched, pallid ; wholly ochraceous-white. 

Among grass in pastures. 

Var. cinereas, Fries, Hym. Eur., p. 413 ; Cke., Illustr.i 
pi. 392b. 

Fileus grey; thinner than the typical form, maxgin at 
length striate ; stem often whitish. 

In grassy places. 

Hygrophorus (Camar.) virgineus. Wnlf. 

Entirely white. Pileus 1^-3 in. across, fleshy in the 
centre, thin towards the margin ; convex, soon plane, obtose 
then usually depressed, moist, minutely cracked into areolae, 
downy when dry ; gills decurrent, about 1^ line broad, rather 
thick, distant; stem 1^2 in. long, 3-5 lines thick at the 
apex, which gradually expands into the pileus, narrowed 
downwards, firm, smooth, solid ; spores elliptical, 8-»10 X 5 /u' 

Hygrophorus virgineus^ Cke., Hdbk., p. 295 ; Cke., Slustr^ 
pi. 892. 

Agaricu8 vtrgineuSj Wulf., in Jacqu. Miscell., ii. t. 15. f. 1* 

Among grass. 

Distinguished from H. niveua by its larger size and fieshy 
pileus. 

Commonly confounded with Hygr. niveua on account of the 
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'wliite oolonr of eve^ part, but to me it is more difficult to 
distinguish from M. ^pratenm^ with which it agrees in the 
firm, short, staffed stem attenuated downwards, smooth and 
naked externally ; pileus fleshy, convex then plane, at length 
somewhat depressed, moist in damp weather; flesh some* 
tho^ equal, sometimes abruptly thin, striate; gills de-^ 
onrrent, distant, rather thick. Distinguished from H,pra* 
tensis more especially by its small stature, constantly white 
colour, sometimes becoming pallid, pileus obtuse, scarcely 
turbinate; at length cracked in an areolate manner, and 
flocoose when dry, thin gills, &o. Certain individuals often 
difficult to distinguish from allied species. (Fries.) 

Var. roseipeSi Mass., in Gke., Hdbk,, p. 295 ; Cke., Illustr., 
pL 893. Size of the tjrpical form, differing in the stem soon 
becoming hollow ana rosy towards the base; spores pip- 
shaped, 12 X 5-6 yx. 

In fir woods, &c. 

HygrophoroB (Camar.) niveus. Fr. 

Entirely white ; pileus ^1 in. across, almost membrana-^ 
ceous, without a fleshy disc, hence truly umbiHcate, cam- 
panulate then convex, glabrous, striate and viscid when 
moist, not cracked when dry ; flesh thin, everywhere equal, 
white, hygrophanous. Gills decurrent, distant, thin, scarcely 
connected by veins, arcuate, quite entire ; stem hollow, equal, 
2 in. or more long, 1-2 lines thick, straight, even, glabrous ; 
spores elliptical, 7--8 x 4-5 yx. 

Hygrophorus niveua^ Fries, Epicr., p. 327; Cke., Hdbk., 
p. 295 ; Cke., Ulustr., pi. 900a. 

Amon^ grass, moss, &o. 

More iuender, tougher, hygrophanous, and appearing later 
in the season than JET. virgineus. White, hygrophanous, 
shining i white when dry. Smell none, and in this respect 
differing from H. ru88(hconaceu8, 

Hygrophoms (Camar.) roBso-coriaceus. B & Br. 
White ; fragrant. Pileus ^-| in. across, persistently con- 
vex, disc very fleshy, becoming very thin towards the margin, 
smooth, rather viscid ; gills decurrent, 1^ line broad, thick, 
very distant; with shorter ones between, arched, white; 
stem up to 1 in. long, 1^2 lines thick at the apex, which. 
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widens into the flesh of the pilens, islightly natrowed towards 
the base, smooth, white, solid ; spores elliptical, 8 x 5 /i. 

Hygrophorus russo-coriaceus, B. & Br., ^n. Nat, Hist., no. 
332 ; Cke., Hdbk., p. 296 ; Cke., Illustr., pL 900b. 
- In pastures, <&c. 

About the size of JET. niveus, but very distinct in the thick 
flesh at the disc of the persistently convex pileus, which is 
not at all umbilicate, the thick, distant gills, and the strong 
scent. The stem is stout and expanding upwards into the 
pileus, both in Berkeley's type specimens and in his sketches, 
nevertheless a thin-stemmed form, as described by B. & Br. 
in the following note, may have occurred. 

Pileus about ^ in. in diameter, convex, fleshy, slightly 
viscid, ivory-white. Stem f-1 in. high, not a line Slide, 
incrassated upwards, smooth, solid, pure white. Gills thick, 
broad, arched, decurrent, very few and distant, with a few 
shorter ones intermixed. The whole plant exhales a strong 
musky smell, like that of Eussian leather, or PotenMa 
atrosanguinea, which it sometimes retains for years. It is at 
once known by its delightful odour. (B. & Br.) 

Hygrophorus (Camar.) ventricosus. B. & Bn 

Pileus 2-3 in. across, very fleshy at the disc, margin thin; 
persistently convex, sometimes irregular, white ; gills deeply 
decurrent, narrow, white ; stem 2-3 in. high, ^— | ui. at the 
thickest part, ventricose, soHd, smooth^ white ; spores ellip- 
tical, 7 X 4 ft. 

Hygrophorus ventricoatuiy B. & Br., Ann. Nat. Hist. no. 1777; 
Cke, Hdbk., p. 296 ; Cke., Illustr., pi. 901. 

Among grass. 

Stem often becoming imperfectly hollow ; gills sometimes 
forked. Known among the entirely white species by the 
very fleshy pileus, and stout ventricose stem. 



*♦ Gills adnate or sinuate* 

Hygrophorus (Camar.) fomicatus. Fr. 
Pileus 1-2 in. across, flesh thin, campanulate then ex- 
panded, obsoletely umbonate, somewhat wavy, viscid, even, 
glabrous, white, or livid ; gills sometimes almost free, at 
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others slightly adnexed with a .decurrent tooth, thick, 
ventricose, distant, distinct, projecting beyond the margiu 
of the pilens, white; stem solid, or hollow at the apex, 
cx)mpact, firm, tongh, equal, 2-3 in. long, 3-4 lines thick, 
rather wavy, glabrous, shining white ; . spores elliptical, 
5-6 X 3 fu 

Hygrophorm fomicatusy Fries, Epicr., p. 327 ; Cke., Hdbk., 
p. 296 ; Cke., lUustr., pi. 993. 

Among grass and moss. 

Agreeing with JET. pratemis in the structure of the pileus 
and stem, but very different in the insertion of the gills, and 
in being entirely white. Fries says that the base of the 
stem is sometimes furnished with fuscous squamules. 

Hygrophorus (Camar.) distans. Berk. 

Pileus 1-1§ in. across, flesh rather thin ; plane or depressed, 
sometimes with an indication of an umbo, viscid, white with 
a silky gloss, here and there stained with brown; gills 
adnate with a very slight tendency to become decurrent, 
broad behind, very distant, pure white ; stem 1-1^ in. long, 
2-8 lines thick, slightly attenuated and grey below, white 
above, stuffed ; spores broadly elliptical, 10 x B fi. 

HygrophA-us distans. Berk., Outl., p. 200, t. 13, f. 1 ; Cke.i 
Hdbk., p. 296 ; Cke., lUustr., pi. 902. 

In woods. 

A neat species with a regular pileus. Distinguished 
among species with a white pileus by the veiy distant, 
adnate guls. In Cooke's figures the stem is entirely white. 

Hygrophorus (Camar.) Clarkii. B. & Br. 

Pileus 1^2 in. across, fragile, flesh thin, convex then 
more or less plane, somewhat umbonate, smooth, margin 
even, viscid, livid grey ; gills broadly adnate with a decurrent 
tooth, up to 5 lines broad, thick, distant, white ; stem 2-3 in. 
long, about 2 lines thick, equal, smooth, grey, base white, 
often slightly bent, hollow; spores subglobose, smooth, 
12 X 10 ft. 

Hygrophorm Clarkii, B. & Br., Ann. Nat. Hist., no. 1358 ; 
Cke., Hdbk., p. 297 ; Cke., Illustr., pi. 934a. 

In woods, &c. 

A very fine species, characterised by the livid grey stem 
and pileus, the very broad, distant, adnate gills, and the 
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large subgloboee spores. H. distans differs in the wlute 
nmbilicate pileus. 

Hygrophorus (Camar.) metapodins. Fr. 
Pileus lf-3 in. across, flesh ^ in. thick at the disc, pale 
grey, convex then plane, obtuse, at first even and somewhat 
shining, then silky and squamulose, irregular, gxeyifih- 
brown ; gills variable in mode of attachment, adnate, broadly 
emarginate or arcuato-decurrent, distant, thick, veined, abont 
3 lines broad, greyish-white; stem stuffed, 1-2 in. long, 
•^ in. and more thick, attenuated towards the baae, unequtS, 
ascending, glabrous, grey, reddish inside; spores elliptical, 

Hygrophorm metapodiua^ Fries, Epicr., p. 328 ; Cke., Illastr., 
pL 218. 

In mossy pastures, &c. 

Very distinct from JET. ovinus, the only species to which it 
is allied, in the thick flesh, fragility, and often deformed 
when growing in clusters. From the thick flesh becoming 
reddish and afterwards blackish when broken, tod the juicy 
gills, the present species is very analogous with Bussda 
admta. Smell resemoling new meal, taste sweet. (Fries.) 

Hygrophorus (Camar.) ovinus. Bull. 

Pileus 1^2^ in. across, flesh thin, campanulate then 
expanded, rather umbonate, at first rather viscid and even, 
then dry and squamulose, brown, at length re volute, wavy, 
cracked, blackish in large forms ; gills arcuato-adnate, witii 
a decurrent tooth, distant, thick, usually 3 lines broad, 
connected by veins, and sometimes divided, grey then tinged 
rufous, margin thin, quite entire; stem about 2 in. long, 
3 lines thick, almost equal, or slightly thickened at each 
end, curved or twisted, compressed, glabrous, rather polished, 
pallid, or in large specimens blackish-brown ; spores broadly 
elliptical, 5 X 3-4 ft. 

Hygrophorus ovinus^ Fries, Monogr., ii. p. 15 ; Cke., Illustr., 
pi. 934b. 

Agarims ovinua. Bull., Champ., t. 580. 

In mossy pastures, also in woods. 

Closely allied to JET. metapodius, smell almost the same; 
very fragile, but differing in the rigid, fragile, very thin 



HYGBOPHORUS. 351 

pilenB, at first almost conical ; stem not attenuated down^ 
wards, at length hollow, and thinner gills. (Fries.) 

Fileus about 1 in. broad, brownish or subochraceous, sub- 
camoae, at first conic, obtuse, afterwards expanded with a 
strong umbo, much waved and split at the margin, which is 
at first inTolute and minutely tomentose ; the surface rimose. 
GjUb distant, broad in front, ventricose, acutely arcuato- 
adnate, thick, connected and traversed by veins, white with 
a slight reddish-cinereous tinge. Stem 1-1^ in. high, 2-4 
lines thick, nearly equal, stuffi^ at length hollow ; pruinose 
above, with sometimes a few superficial squamulae towards 
the base. (Berk.) 

HygrophoroB (Camar.) snbradiatuB. Fr. 

Fileus 1^2 in. across, disc rather fleshy, remainder almost 
membranaceous, somewhat umbonate, brownish, especially 
at the disc, radiately striate; gills broadly adnatewith a 
decurrent tooth, ventricose, thin, distant, white ; stem ll~2^ 
in. long, 2-3 lines thick, equal, glabrous, pallid, base wnite, 
hollow ; spores broadly elliptical, smooth, 8 x 5 /a. 

Sygrapiorus subradtatusj Fries, Epicr., p. 328 ; Cke., Hdbk*, 
p. 297 ; Cke., lUustr., pi. 935a. 

On ground, among heather, &c. 

Stem often twisted. Fileus variable in colour, whitish, 
livid, or livid with a reddish tinge. (Fries.) 

Var. laoxnns, Fries, Monogr., ii, p. 16 ; Cke., Illustr., pi. 
035b. ? 

Fileus about 1 in. across, fragile, disc fleshy, the rest 
membranaceous, plane then depressed, sometimes at the 
same time umbonate, margin irregular, radiato-striate when 
moist, even and shining when dry, usually glabrous but 
sometimes fibrillose or squamulose at the disc, lilac then 
pallid ; gills very slightly decurrent ; 1 line broad,^thin, rather 
distant, connected by veins, grejr ; stem 2-2 1 in. long, often 
twisted, glabrous, somewhat shining, stuffed then hollow, 
base and apex narrowed ; spores 8 x 5-6 /a. 

Among moss, &c. 

C(k)ke's figure does not at all agree with Fries' description 
in his Monogr. as given above. 

Hygrophorus (Camar.) irrigatus. Fr. 
Fileus 1-2^ in. across, flesh very thin, campanulate then 
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expanded, indistinotlj Timbonate» often beooming depressed 
round the umbo, and the margin upturned and more or less 
striate when old, livid with a tinge of brown at the disc, 
moist in rainy weather but not viscid; gills adnate. with a 
slieht decurrent tooth, ventriooee, 3-4 lines broad, thickish, 
rather distant, whitish ; stem 2-^ in. long, 2-3 lines thick, 
hollow, rather tough, glabrous, grey, very viscid, often coixi* 
pressed ; spores elliptioil, 6-7 X 4 /&• 

Hygrophoru8 tm</(Utit, * Fries, Epicr., i. p. 39; Cke., Hdbk^ 
p. 298 ; Cke., Illustr., pi. 919. 

Amongst grass. 

HygrophoruB unguinosus resembles the present species, but 
is distiuguished by the viscid pileus. H* darkii is readily 
distinguished by the globose spores. 

HygrophoniB (Camar.) clivalis. Fr. 

Pileus about 1^ in. across, disc rather fleshy, remainder 
very thin, fragile, at first campanulate, obtuse, margin in- 
curved, flexuous, glabrous, even, opaque, then expanded and 
gibbous, irregular, often cracked, polished, shining, striate 
owing to the thinness of the margin ; gills at first adnexed, 
crowded, very ventricose when the pileus is expanded, dis- 
tant, rather thick, fragile; attenuated behind, or free, or 
arcuate and with a decurrent tooth ; stem solid, flesh fibrous, 
not more than 1 in. long, 3-4 lines thick, attenuated at the 
base, round or compressed and curved, even, glabrous, fragile, 
mostly white. 

Hygrophorus clivalis^ Fries, Monogr., ii. p. 134; Fries, Hym. 
Eur., p. 414. 

Amongst grass in damp places. 

Pileus somewhat gibbous, not viscid ; distinguished from 
H, disiam in the gills being narrowed behind and nearly 
free. 

Suhgen. III. LIMACIUM. 

* White, or becoming yellowish. 

*♦ Keddish. 

**• Tawny, or yellow. 

**•* Olivaceous umber. 

»»»«« Dingy grey, or Hvid. 
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* White, or becoming yellowish. 

Hygrophorus (Lima.) chrysodon. Fr. 

FileuB 2-3 in. across, convex then plane, obtuse, viscid, 
white, shining when dry, but the disc usually becoming 
yellowish, and with minute, adpressed squamules, margin 
with yellow fibrils ; flesh white, sometimes tinged red ; gills 
decurrent, distant, 3 lines broad, thin, white, margin yel- 
lowish, sometimes crisped; stem stuffed, soft, almost equal, 
2-3 in. long, about ^ in. thick, white, with minute yellow 
squamules, crowded towards the apex in the form of a ring ; 
spores elliptical, 8 x 4 ft. 

Hygrophorus chrysodon, Fries, Monogr., ii. p. 3 ; Cke., Illustr., 
pi. 885. 

On the ground in woods, &o, 

fieadily known by the white colour of every part, and 
by having the margin of the gills, margin of pileus, and 
upper portion of stem more or less tinged yellow. 

It not only grew under the lime underwood, but amongst 
grass in the open glades. It resembles very closely in 
many respects, Hygr, ehurneus, but is beautifully distinguished 
by the golden yellow pubescence which is sprinkled here 
and there over the plant, but principally on the stem, and 
margin of the pileus. Sometimes the gills are elegantly 
edged with yellow flocci. The smell is strong, like that 
of Hygr, C0SS118. (Berk.) 

Hygrophorus (Lima.) ebumeus. Bull. 
Everywhere white. Pileus 1-2 in. across, flesh rather 
thick at the disc, thin towards the margin ; convex then 
almost plane, even, viscid, margin at first incurved and 
downy, soon naked ; gills decurrent, distant, firm, straight, 
about 1^ line broad ; stem 1^-3 in. lon^, attenuated towards 
the base, viscid, rough at the apex with wart-like squam- 
ules, stuffed then hollow; spores broadly pip-shaped, 5 x 

4 fju 

Hygrophorus ehurneus, Cke., Hdbk., p. 289 ; Cke., Illustr., 

pi. 886. 

Agaricus ebumeus^ BuUiard, Champ. Fr., t. 551, f. 2. 
In woods. 

VOL. II. 2 A 
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Resembling]; H. cossun in general appearance, but the colour 
is a much purer white, and the smell weak, but pleasant. 

Pileus white, smooth, slimy when young and in wet 
weather, shining when dry, 1-2 in. broad, more or less um- 
bonate, the margin tnming up in age. Lamellae distant, 
white, thick, very decurrent, broad. Stipes 1-3 in. high, 
slightly crooked, firm, scurfy or nearly smooth, often attenu- 
ated at the base, solid, becoming hollow in age. (Grev.) 

Altogether shining white ; pileus and stem very glutinous 
in rainy weather ; stem rough with points at the apex ; pileus 
involute when young at the margin, which is downy, hut 
soon naked. Size very variable, pileus convex then plane, 
somewhat wavy, even, glabrous, thin or rather thick in the 
flesh. Stem sometimes short, sometimes elongated, but soft 
within and at length hollow, thinner towards the base, apex 
scabrid. Gills decurrent, distant, veined at the base, 3-4 
lines broad, straight, quite entire. Smell sweet, not unplea- 
sant. (Fries.) 

Hygrophorus (Lima.) cossus. Sow. 

Pileus 1-2 in. across, fiesh rather thick, convex then plane, 
obtuse, glabrous, glutinous, shining when dry, white with a 
yellow tinp:e, disc somewhat ochraceous ; flesh white ; gills 
adnato-decurrcnt, distant, connected by veins, firm, white; 
stem 2-3 in. long, sometimes more, 2-5 lines thick, about 
equal, white, scurfy or rough with points above, white, often 
with a yellow tinge ; spores elliptical, 7-8 x 4-5 /x. Smell 
very strong, resembling that of the goat-moth. 

Agaricus cosms. Sow., t. 121. 

Hygrophorus cossus, Fries, Epicr., p. 321 ; Cke., Hdbk., p. 
289 : Cke., Illustr., pi. 887. 

Among grass in woods, &c. 

Allied to if. ehurneus, differs in the 3'ellowish pileus havin<^ 
the margin naked from the first, and especially in the unplea- 
sant smell, resembling that of the goat-moth. (Fries.) 

Pileus 1 J in. broad, pure white, slimy (slime consisting of 
round and oval bodies under a high magnifier), shining when 
dry, stained here and there with yellowish ; the disc some- 
limes subochraceous. Gills broad, thick, distant, adnato-de- 
current, connected by veins and themselves slightly veined. 
Spores white, elliptic. Stem 2^ in. high, 1-3 lines thick, 
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nearly equal, here and there yellow when bruised. Smell 
like that of the larva of the goat-moth, or a damp meadow, 
and remaining for a long time on the fingers after touching 
it, (Berk.) 

Hygrophorus (Lima.) pulverulentus. B. & Br. 

Fileus about i in. across, fleshy, convex, sometimes becom- 
ing slightly depressed, viscid, white, margin slightly in- 
curved, downy; gills decurrent, thick, margin rather thick, 
whitish ; stem about f in. long, nearly 1 line thick, slightly 
curved, equal or attenuated at the base, white but powdered 
-with rosy meal ; spores globose, 7 /a diameter. 

HygropJionts pulverulentus, B. and Br., Ann. Nat. Hist., 
no. 1660 ; Cke., Hdbk., p. 290 ; Cke., Illusti;., pi. 895a. 

Among pine leaves, &c. 

Distinguished by its small size and rose-powdered stem. 

Hygrophorus (Lima.) penarius. Sow. 

Pileus 2—3 in. across, fleshy, especially when yonng, at first 
iimbonate, then very obtuse, hemispherical then expanded, 
even, glabrous, usually dry, opaque, tan-colour ; margin in- 
volute at first, extending beyond the gills, then expanded 
and wavy; flesh thick, hard, whitish, unchangeable; gills 
very slightly decurrent, distant, thick, 3-4 lines broad, 
veined, pallid-tan; stem 1^-2 in. long, apex up to ^ in. thick, 
ventricose or attenuated downwards and terminating in a 
long, fusiform root, solid, compact, hard, pallid-white, covered 
with sticky gluten which soon becomes dry and roughened ; 
veil not evident ; spores elliptical, 7-8 x 3-4 /a. 

Agaricus penarius, Sow., t. 71. 

Hygrophorus penarius, Cke., Hdbk., p. 290 ; Cke., Illustr., 
pi. 895b. 

In mixed woods. 

Stem hard, at first hard and thickened from the apex, then 
attenuated at both ends, dry, but rough from the dried 
gluten. Smell agreeable. 

** Beddish, 

Hygrophorus (Lima.) erubescens. Fr. 
Pileus 2-5 in. across, fleshy, gibbous then convexo- 
plane, viscid, adpressedly squamuloso-punctate, then almost 

2 A 2 
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glabrous, flesh sometimes everywhere thick, at others thin 
towards the margin, which is Baked from the first, funda- 
mental colour everywhere white, also the flesh, but becoming 
reddish all over, the pileus often blood or rose-red; gills 
decurrent, distant, soft, white, variegated with red spots; 
stem solid, sometimes short, about 2 in. long, robust, 1 in. 
thick and attenuated upwards ; at other times elongated, 
4 in. long, equal or attenuated at the base, flexuoup, with red 
fibrils and red points at the apex ; veil absent. 

Hygrophorvs eruhescens. Fries, Mon,, ii. p. 5 ; Cke,, HdLk., 
p. 290 ; Cke., Illustr., pi. 888. 

Under pines, &c., gregarious, often forming large, lax 
circles. 

Hygrophorus (Lima.) pudorinus. Fr. 

Pileus 2-4 in. across, fleshy, convex then expanded, 
obtuse, even, glabrous, viscid, vermilion flesh-colour (the 
colour pure and not squalid, as in H. erubescena), the funda- 
mental colour appears to be yellow ; margin naked, involute; 
flesh white; gills adnate, then decurrent, distant, distinct, 
rather thick, white, not spotted; stem solid, 2-3 in. long, 
^ in. thick, glabrous, whitish, constricted at the apex, rough 
with white points ; spores elliptical, 8 x 4 ft. 

Hygrophorus pudorinus, Fries, Epicr., p. 322 ; Cke., Hdbk., 
p. 290 ; Cke., Illustr., pi. 911. 

In fir woods. 

Colour approaching that of H. eruhescens, but allied to 
H, ehurneus. Veil absent. Pileus not pelliculose, sometimes 
spotted with yellow, as is also the white flesh. (Fries.) 

Hygrophorus (Lima.) glutinifer. Fr. 

Pileus 2-4 in. across, fleshy at the disc, margin thin, 
convex then expanded, broadly gibbous, sometimes depressed, 
disc with minute wrinkles or points, rufescent, whitish 
towards the margin, with a thick pellicle of gluten; gills 
slightly decurrent, arcuate, about 2 lines broad, rather thick, 
white; stem 3-4 in. long, |- in. thick at the widest part, 
slightly ventricoso below the middle, rather elastic, coloured 
like the pileus or paler upwards, and with white squamules, 
viscid from the veil, stuffed. 

Hygrophorous glutinifer. Fries, Epicr., p. 322 ; Cke., Ulustr., 
pi. 889 ; Cke., ildbk., p. 290. 
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In woods. 

A very fine large species; known among the reddish, 
viscid species by the ventricose stem and rugosely punctata 
disc of the pileus. 

*** Tawny or yelloio. 

Hygrophorus (Lima.) arbustivus. Fr. 

Pileus 1-2 in. across, flesh rather thick, convex then 
almost plane, obtuse or more or less umbonate, viscid, 
streaked with fine raised lines, pale tawny ; gills adnato 
with a slight suggestion of becoming decurrent, rather 
distant, thick, IJ line broad, firm, white; stem l|-3 in. 
long, 3-4 lines thick, equal, naked, elastic, pallid, the apex 
with free, white, powdery granules, solid ; spores elliptical, 
10 X 6/x. 

Hygrophorus arbustivus. Fries, Epicr., p. 323 ; Cke., Hdbk., 
p. 291 ; Cke., Illustr., pi. 896a. 

In woods under birch, &c. 

Differs from all allies in the free (not innate) white 
granules at the apex of the stem. Stem solid, 1^ in. long, 
J in. thick, equal, incurved, glabrous, white becoming pallid, 
polished and more rigid outside, as in Hygrophorus pratensis, 
rather spongy inside, hence elastic. Pileus fleshy, convexo- 
plane, obtuse, 2 in. broad, rather wavy, viscid, virgate with 
innate fibrils but entirely glabrous, even, opaque tawny- 
brick-red, becoming paler towards the margin. Gills adnate, 
scarcely decunent, distant, distinct, thick, white. Smell and 
taste not unpleasant. (Fries.) 

Hygrophorus (Lima.) aureus. Arrh. 

Pileus about 1 in, across, veiy fleshy at the disc, margin 
very thin ; convex, then almost plane, obtuse, even, glutinous, 
dear shining golden-yellow ; gills slightly decurrent, distant,^ 
thin, whitish; stem about 2 in. Lmg and 3 lines thick, 
nearly or quite equal, glabrous, whitish upwards, reddish- 
tawny and with an imperfect ring from the glutinous veil, 
stuffed ; spores elliptical, 8 x 4 /x. 

Hygrophorous aureus, Arrhen., in Fries, Monogr., ii. p. 127; 
Cke., Hdbk., p. 291 ; Cke., Illustr., pi. 896b. 

Jn woods. 
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Distill guished from all other golden-yellow species by the 
glntinous pilous and stem. In Cooke's figure the gills are 
rather deeply decurront and deep yellow. 

Hygrophorus (Lima.) discoideus. Fr. 

Pileus 1-2 in. across, flesh thin except at the disc, at first 
campanulato-convex, then plane and somewhat obtuse, at 
length with the disc depressed, even, glabrous, very 
glutinous, yellowish-red then becoming paler, disc always 
darker and somewhat ferruginous ; gills at first adnate and 
somewhat crowded, then decuiTcnt and distant, thin, soft, 
yellowifcih-white ; stem stuffed, 1 J-2 in. long, 3-5 lines thick, 
equal or attenuated upwards, very soft, texture fibrous, 
flocculose, viscid, pallid white, ajDex spotted with white; 
spores subglobose, 5-6 x 4-5 or G-8 X 4 ft. 

Hygrophorus discoideus. Fries, Epicr., p. 323 ; Cke., Hdbk., 
p. 291 ; Cke., Illustr., pi. 912. 

Among grass in pine woods, &c. 

Gregarious. Fries says that in the late autumn he has 
mot with a form having a clay-coloured pileus with a 
ferruginous disc, and an elongated stem becoming hollow. 
Sometimes solitary. 

Hygrophorus (Lima.) aromaticus. Sow. 

Pileus 2-3 in. across, convex then expanded and almost 
plane, very fragile, cinnamon-colour, smooth, glutinous; the 
gluten in drying sometimes contracts and forms raised, 
anastomosing ribs ; disc flesh}', margin thin ; gills slightly 
decurrent, about li line broad, white with a pink tinge; 
stem li-2 in. long, 2-4 lines thick, almost equal, coloured 
like the pileus, stuffed then hollow. Smell spicy, taste 
acrid. 

Hygrophorus aromaticus, Berk., Outl., p. 198; Cke., Hdbk., 
p. 291. 

Agaricus aromaticus, Sowerby, t. 144. 

Among grass. 

There is a certain amount of uncertainty about the 
fungus described above, and called Agaricus aromaticus by 
Sowerby. It is considered by Berkeley to be a species of 
Hygrophorus, hence its appearance here; the characters, 
judging from Sowerby's figure and description, given below, 
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appear to be well marked, and if found again, its true 
position can be settled. 

The agreeable spicy odour suggested its name ; it appears 
to be ^. gluiinosus of BuUiard, though his gillH are colourless ; 
a name applicable to many of the fungi (and would do for 
this were it not previously engaged), as it is sometimes 
altogether a gluten, or jelly. The pileus has generally a 
thick glutinous skin of a cinnamon colour; the gills are 
somewhat pinky ; they appear to be dccurrent in the young 
state, but when advanced they separate, so as to appear 
naturally loose and separate from the stipes, which is some- 
what hollow and pithy. The whole plant when fresh is often 
so tender, I have not been able to gather it whole ; in bruising 
it becomes blackish. As the plant dries, the skin corrugates, 
and often becomes very prettily reticulated (may not this be 
A, reticulatua of Dr. Withering, ed. iii., p. 289 ?) The taste is 
watery, with a peppermint-like coolness in tho mouth, and a 
lasting roughness in the throat. (Sowerby.) 



**** 



Olivaceous umher. 



Hygrophorus (Lima.) limacinus. Fr. 

Pileus 1^-2 J in. across, flesh rather thick, firm, white, 
convex then expanded, obtuse, glabrous, viscid, disc umber 
then smoke-colour, paler towards the margin ; gills adnate, 
then decurrent, rather distant, thin, greyish-white ; stem 
solid, firm, 2-3 in. long, J in. thick, ventricose, flocculose, 
fibrillosely striate, apex rough with squamules ; spores 
elliptical, 12 x 8 /a. 

Hygrophorus limacinus. Fries, Epicr., p. 324 ; Cke., Hdbk., 
p. 292; Cke., Illustr., pi. 897. 

In woods. 

Intermediate between H, agathosmus and JET. olivaceo-albus ; 
differing from the former in the presence of an evident veil, 
and from the latter in the squamuloso apex of the stem. 

Hygrophorus (Lima.) olivaceo-albus. Fr. 
Pileus 1-2 in. across, fleshy at tho disc, very thin else- 
where, obtusely cylindrical then expanded, umbonate, even, 
covered with olive gluten that disappears, leaving tho pileus 
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paler, umbo brownish; gills slightly decurrent, about 1| line 
broad, rather distant, shining white ; stem 2—3 in. long, 
2-3 lines thick, equal, often slightly curved, viscid, whitish 
but spotted and stained with brown from the veil, apex 
smooth, solid ; spores elliptical, 7-8 x 4 ft. 

Hygrophorus olivaceo-albus^ Fries, Epicr., p. 324; Cke., 
Hdbk., p. 292 ; Cke., Illustr., pL 890. 

Woods and woodland pastures. 

Stem solid, about 3 in. long, 3 lines thick, equal or 
attenuated at the base, fundamental colour- w^hite, but 
spotted with squamules from the adnate sheathing brown 
veil, viscid ; the veil terminates in a ring near the apex, 
above which the stem is smo(jth and shining white. Pileus 
fleshy, at first cylindrico-globose, then expanded, umbonate, 
becoming depressed round the umbo, altogether even, 
glabrous, glutinous, 1-2 in. broad, olive-brown, becoming 
pale, especially towards the margin, which is naked from the 
first, and somewhat striate when old. Flesh thin, white, 
gills decurrent, distant, broad, simple, connected by veins at 
the base, always shining white. (Fries.) 

Hygrophorus (Lima.) hypothejus. Fr. 

Pileus 1-2J in. across, convex then depressed, sometimes 
almost infundibuliform, even, slightly virgate, greyish- 
olive, at first covered with olive mucus, paler and yellowish- 
olive or brownish after the gluten has disappeared; flesh 
thin, tinged yellowish; gills decurrent, about Ij line broad, 
distant, distinct, whitish then with a yellow or yellow-pink 
tinge; stem 2-4 in. long, 3-5 lines thick, almost or quite 
equal, viscid, paler than the pileus, stufied then hollow, veil 
evident at first in the form of an imperfect ring, but soon 
disappearing ; spores broadly elliptical, 8-10 X 4-5 /u. 

Hygrophorus hypothejus, Fries, Epicr., p. 324; Cke., Hdbk., 
p. 292 ; Cke., Illustr., pi. 891. 

In pine woods, among heather, &c. 

Distinguished by the glutinous pileus and stem and the 
yellowish-olive colour. XJsually appears late in the season. 
Jff". olivaceo-alhus differs in the persistent shining- white 
gills. 
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Hygrophorus (Lima.) cerasinus. Berk. 

Smell strong, resembling tlie cherry-laurel. Pileus about 
1 i in. across, flesh very thick at the disc, tapering gradually 
to the margin ; convex, broadly and obtusely umbonate, even, 
viscid, pale umber then greyish, margin downy ; gills slightly 
decurrent, about 1 line broad, very distant, sometimes forked, 
-white with a pink tinge ; stem 2-3 in. long, 3-4 lines thick, 
usually very slightly ventricose below the middle, base nar- 
rowed rather abruptly, white, with minute wart-like squam- 
ules near the apex, solid ; spores elliptical, 8 x 4 /x. 

Hygrophorus cerasinus, Berk., Outl., p. 197 ; Cke., Hdbk., p. 
292 ; Cke., Illustr., pi. 897. 

In fir plantations, &c. 

Distinguished by the peculiar smell and the attenuated 
base of the stem. 



4Ki|»«iiK4» 



Dingy grey or livid. 



Hygrophorus (Lima.) fusco-albus. Lasch. 

Pileus about 2 in. across, fleshy at the disc, margin thin ; 
convex then plane, even, glabrous, viscid, brownish then 
grey, margin paler ; gills slightly decurrent, 2 lines broad, 
rather thick, snow-white; stem 2-3 in. long, 4-6 lines thick, 
equal, dry, whitish, with white flocculent tufts at the apex, 
solid ; spores elliptical, apiculate, 12-14 X 7-8 /x. 

Hygrophorus fusco-alhuSy Cke., Hdbk., p. 293; Cke., Illustr., 
pi. 899. 

Agaricus Jusco-albus, Lasch., no. 602. 

In woods. 

Hygrophorus (Lima.) agathosmus. Fr. 
Pileus li-3 in. across, fleshy, convex then plane, gibbous, 
viscid, livid-grey everywhere, covered with minute, crowded, 
viscid, pellucid, whitish points, margin at first incurved and 
downy, soon spreading, naked, and wavy ; flesh soft, watery, 
whitish ; gills decurrent, distant, soft, 3-4 lines broad, quite 
entire, somewhat veined at the base, white ; stem solid, firm, 
at length very soft and often hollow, 2-3 in. long, J-^ in. 
thick, somewhat fibrillosely striate, not viscid, with white 
Bpoi-liko squamules above, at length becoming greyish, 
rough, almost mealy ; partial veil not evident ; spores ellip- 
tical, smooth, 9-10 X 5 fi. 
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Hygrophorus agathoamus. Fries, MonOgr., ii. p. 9; Ckc, 
Hdbk., p. 293 ; Cke., Illustr., pi. 913. 

In pine woods, &c. 

Smell, especially when old, pleasant, resembling aniseed. 
In luxurious specimens the pileus is much larger than indi- 
cated above, and flexuous, the stem is also sometimes curved 
or flexuous. Larger and firmer than L, ptialulatua. (Fries.) 

Hygrophorus (Lima.) mesotephrus. B. & Br. 

Pileus 1-1 J in. across, flesh rather thick at the disc, thin 
elsewhere, somewhat hemispherical, white with a brown 
disc, viscid, striate ; gills decurrent, pure white, rather 
distant; stem lJ-2 in. long, slender, flexuous, attenuated 
towards the base, viscid, whitish, granular at the apex; 
spores elliptical, apiculate, 9-10 X 5 /a. 

Hygrophorus mesotephrus, B. and Br., Ann. Nat. Hist., xiii. 
t. 15, f. 2 ; Cke., Hdbk., p. 293 ; Cke., Illustr., pi. 914. 

In woods. 

Pileus about 1 in. across, convex, subhemispherical, white 
with the disc brown, viscid, striate, the extreme margin often 
remaining quite even, flesh white, hygrophanous. Stem 
about 2 in. high, 2 lines thick, flexuous, attenuated at the 
base, white, viscid, floccoso-granulated at the apex, stofEed 
with a fibrillose pith. Gills pure white, moderately broad, 
rather distant, ventricose, shortly decurrent. A very deli- 
cate species, allied to H. fusco-albus, but with a very different 
habit. In age the lower part of the stem is slightly stained, 
but by no means squamose. (B. and Br.) 

Cooke's figures, quoted above, differ much from Berkeley's 
description and figures. In Cooke's " Illustrations '* fii& 
pileus is pale yellowish buff, disc darker, plane, umbonate, 
and depressed round the umbo ; altogether suggesting a 
slender, pale form of H, pratensis, 

Hygrophorus (Lima^ livido-albus. Fr. 
Pileus 1J-2J in. across, flesh every where thin; expanded, 
obtuse, more or less irregularly waved, even, gLa-brous, 
viscid, livid, all one tint, margin naked; gills decurrent, 
distant, 1-1 J line broad, distinct, clear white ; stem 2-3 in. 
long, about 2 lines thick, nearly equal, often more or lees 
flexuous, stuffed, whitish, glabrous; spores elliptical with 
an oblique apiculus, 10 x 6 /a. 
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Hygropkorua lividchalbua. Fries, Epicr., p. 324 ; Cke., Illustr., 
pi. 915; Cke.,Hdbk., p. 293. 

In woods. 

Somewhat resembling H. eburneiis iu habit and size, but 
distingnished by the livid colour of the pileus and the gla- 
brous stem. 



PLEUROTUS, Fries, (figs. 12, 13, p. 301.) 

Pileus excentric, fleshy or membranaceous, sometimes re- 
Bupinate; gills usually decuirent, sometimes determinato 
behind, or not running down the stem, rarely abruptly 
adnata, margin acute; stem expanding gradually into the 
flesh of the pileus, excentric, truly lateral, or absent ; veil 
present in some species ; spore more or less elliptical, 
smooth. 

Pleurotus^ Fries, Epicr., p. 129 ; Cke., Hdbk., p. 101. 

The principal feature of the genus is the excentric or 
lateral stem. Most species grow on wooil, twigs, moss, &c., 
rarely on the ground. In some of the higher species, P. cor- 
ticatuSy P. ulmariua, P. spodoleucns, &c., the stem is sometimes 
oentral, and the pileus regular and horizontal. On the other 
hand, certain species of Glitocyhe and Omphalia when growing 
from an oblique or lateral substratum become excentrio and 
oblique. In Laciariusy CaniharenuSj Marasmius^ and the whole 
of the other Loucosporae, there is nothing analogous with 
PleuroUis. (Fries.) 



ANALYSIS OF THE SPECIES. 

I. EXCKXTRICI. 

Pileus entire, extended laterally, excentric but not truly 
lateral. 

♦ Veil forming a ring on the stem. 

♦* Veil absent ; gills sinuate or obtusely adnate. 



Veil absent; gills deeply decurrent; stem distinct,. 
more or less vertical. 
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*•** Veil absent; gills deeply decurrent; pileas lateral, 
sessile, or produced behind into a short, oblique, stem-like 
base. 

II. DiMIDIATI. 

Pileus distinctly lateral, not marginate behind ; not resupi- 
iiate at first. 

III. Resupiniti. 

Pileiis at first resupinate, then reflexed, sessile ; gills radi- 
ating from an excentric point. 

* Pileiis fleshy, uniform in texture. 

** Pileus flesh 3% striate, upper layer gelatinous, or, covered 
with a viscid pellicle. 



««« 



Pileus membranaceous, not viscid. 

EXCENTRICI. 
* Veil forming a ring, 

Pleurotus corticatus. Fr. 

Pileus 4-8 in. across, flesh thick, hard, white, convex then 
expanded and almost disciform, horizontal, always entire, 
everywhere covered with a dense greyish down when yomig, 
and as the pileus expands the down becomes broken up into 
floccose squamules on a whitish ground, margin strongly 
incurved when young; gills very decurrent, anastomosing 
behind, also dichotoraou^Ty branched, rather distant, white 
but becoming yellowish when old ; stem 1-3 in. long, up to 
1 in. thick, solid, hard, rooting, more or less excentric, curved 
and ascending, almost equal, squamulosely fibrillose, white; 
ring cottony-floccose, thick, white, torn into shreds that at 
first adhere to the stem and margin of pileus, but finally 
disappear. 

Agaricus (Pleurotvs) corticatus, Fries, Epicr., p. 129; Cke., 
Hdbk., p. 101 ; Cke., Illustr., pi. 290. 

On trunks. 
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Often large and showy, nsually solitary, but sometimes 
truly caespitose. The presence of a ring, and the deeply 
decurrent gills anastomosing behind stamp the present 
species. 

A large and noble Agaric, perhaps too closely allied to 
P. dryinus. Pileus excentric, 7 in. across, expanded, swollen 
in the centre ; disc, especially in the centre, broken up into 
brownish-grey silky scales, which are more minute towards 
the thin, strongly involute margin. Stem 3 in. high, 1\ in. 
thick, pitted and silky below the evanescent ring, firm and 
tough, mottled. Gills rather broad, pure white, very de- 
current, anastomosing behind, sometimes forked; edge en- 
tire. Smell rather strong. (B. and Br.) 

Pleurotus dryinus. Pers. 

Pileus 2-4 in. across, flesh thick at the vertex, becoming 
thin at the margin, white, becoming yellowish when broken ; 
oblique or sometimes almost circular, compact and hard, 
whitish, variegated with innate, brownish scales, margin 
incurved and bearing fragments of the torn veil; stem 
very excentric, but not truly lateral, rarely almost central, 
about 1 in. long, ^ iu. thick or even more, whitish; gills 
decurrent narrow, almost simple, not anastomosing, white, 
becoming tinged with primrose yellow when bruised; 
spores elliptical, 10 x 4 /a. 

Agaricus (Pleurotus) dryinus, Cke., Hdbk., p. 102 ; Cke., 
niustr., pi. 226. 

Agaricus dryinus, Persoon, Syn., p. 478. 

On trunks of oak, hornbeam, &c. 

Small, hard, stem short, oblique, but not truly lateral, 
the pileus being marginate behind. 

FHeus |-3 in. broad, excentric, white, the surface broken 
into light brown adpressed scales, the margin involute, 
with fragments of the broad woven veil adhering to it, 
flesh continued into the stem. Gills white, not very broad, 
decurrent, forked, crisp. Sporules white. Stem 3 in. high 
(in my specimen elongated from growing in a hollow ash), 
attenuated downwards, firm, almost woody, tomentose but 
not Bcaly. Taste like that of A, campestris. The plant 
assumes partially a yellowish tint when dry or cut. (Berk.) 
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Pleurotus spongiosus. Fr. 

Pileus 2-3 in. across, fleshy, excentric, some'what lateral, 
pulvinate, covered with a persistent grey down ; flesh loosely 
floccose, white; gills sinnately adnexed, with a deourrent 
tooth, simple, distinct, crowded, white, margin quite entire; 
stem lip to 1 in. long, sometimes almost wanting, excen- 
tric, incurved, not rooting, white, tomentose; ring white, 
soon torn, adhering to the margin of the pilens, at length 
disappearing; spores 8-10 X 4 /a. 

Agaricus (Pleurotus) apongioma, Fries, Epicr., p. 130 ; Cke., 
Hdbk., p. 102 ; Cke., lUustr., pi. 253. 

On trunks of beech, &c., among moss. 

Distinguished by the presence of a veil and sinuately ad- 
nexed gills. 



** 



Gills sinuate or obtusely adnate. 



Pleurotus ulmarius. Bull. 

Pileus 3-7 in. across, fleshy, compact, horizontal, fairly 
regular but more or less excentric, convex then plane and 
disciform, even, glabrous, livid becoming pale, but ele- 
gantly marbled with roundish spots; flesh white, tough; 
gills horizontal, emarginate and rounded behind, slightly 
adnexed, broad, rather crowded, whitish; stem solid, firm, 
elastic, somewhat excentric, curved and ascending, 2-3 in. 
long, up to 1 in. thick^ base thickened and tomentose, not 
unfrcquently tomentose everywhere, white. 

Afjaririis ulmarius, Bull., Champ., t. 510; Cke., Hdbk., p. 
102; Cke, Illustr., pi. 227. 

On trunks of various trees. 

Usually solitary ; often very large and robust. When 
the fungus grows vertically from the side of a trunk, the 
«tem is more or less excentric and ascending ; when grow- 
ing horizontally, the stem is central and erect, when it 
resembles, a Tricholoma, but distinguished by growing on 
wood. (Fries.) 

In Cooke's figures the pileus and stem are pale ochraceons. 

Pileus 3-12 in. broad, obtuse smooth, subcoriaceous, but 
within very white, soft yet compact, thick, sometimes marbled 
with livid spots. Gills numerous, broad, white, adnate or 
subdecurrent, irregular. Stem excentric, ascending, 2-3 in. 
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long, about 1 in. thick, solid, firm, incrassated at the base, 
white sometimes furfuraceous, single or in tufts, varying a 
good deal in its texture. (Grev.) 

Pleurotus tessulatus. Bull. 

Pileus 3-4 in. across, horizontal, flesh compact, thick, 
•white, convex then plane, and in somewhat lateral forms de- 
pressed behind, rather irregular, even, glabrous, not cracked 
in a tessulated manner, but marked with roundish or poly- 
gonal, paler spots, pallid-tawny ; gills sinuate behind, unci- 
nately adnexed, thin, crowded, white or becoming tinged 
yellow ; stem solid, compact, about 1 in. long, equal, or at- 
tenuated at the base, very excentric, curved-ascending, even, 
glabrous, white. 

Agaricus (Pleurotus) tessulatus,^ BtiII., t. 513, f. 1 ; Cke., 
Hdbk^ p. 102; Cke., lllustr., pi. 254. 

On trunks. 

Solitary or caespitose. Allied to P. ulmarms, but more 
irregtdar in foim, smaller, more compact, and smell of new 
meaJ. 

Pleurotus subpalmatus. Fr. 

Pileus 3-5 in. across, flesh thick, soft, variegated ; convex 
then more or less flattened, irregularly circular, obtuse, rugu- 
lose, smooth, with a gelatinous cuticle, rufescent; stem ex- 
centric or almost lateral, but the pileus is always marginato 
behind, fibrillose, short, equal, flesh fibrous, soft ; gills ad- 
nate, 3-4 lines broad, crowded, joined behind, dingy. 

Agaricus (Pleurotus) subpalmatus. Fries, Epicr., p. 131 ; 
Cke., ndbk., p. 103 ; Cke., illustr., pi. 255. 

On old trunks, squared timber, &c. 

Very remarkable for having the flesh variegated as in Fis- 
tuUna hepatica, Pileus, especially when young, covered with 
a viscid pellicle. (Fries.) 

Pleurotus craspedius. Fr. 
Pileus 3-6 in. across, more or less excentric, sometimes 
almost lateral, but always marginate behind; flesh thin, 
almost membranaceous at the expanded margin, flaccid, 
plane, depressed behind when very excentric, biick-red, or 
after rain tan-colour becoming pale; also greyish, even, 
glabrous, rather moist, but without a separable pellicle. 
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margin at first incurved, then expanded, elegantly crenately 
lobed or fimbriate; flesh watery, white when dry; gills 
entirely adnate, not sinuate, very thin, crowded, and narrow, 
at length torn, white ; stem sometimes very short, at others 
up to 3 in. long and 1 in. thick, solid, firm, elastio, spongy 
inside, often twisted or compressed, pallid, usually glabrous, 
or the base slightly downy. 

Agaricus (Pleurotus) craspedius, Fries, Epicr., p. 131 ; Cke., 
Illustr., pi. 256 ; Cke., Hdbk., p. 103. 

On rotten trunks. 

Distinguished by the very narrow, thin, crowded gills 
being truly adnate, and not at all emarginate behind. 

Pleurotus fimbriatus. Bolton. 

Pileus 2-3 in. across, flesh quite thin ; more or less plane 
then depressed, the margin becoming variously broken up 
into lobes and crenated, even, whitish, hygrophanous and 
almost hyaline ; stem more or less excentric, about 1 in. 
long, 2-3 lines thick, firm, compressed, downy, not rooting; 
gills adnate, thin, narrow, much crowded, sometimes forked, 
white. 

Agariais (Pleurotus) Jimhriatvs, Cke., Hdbk., p. 103; Cke.» 
Illustr., pi. 178a. 

Agariciia fimhriatusy Bolton, t. 61. 

On trunks. 

A remarkable species, allied to Pleurotus Ugnatilis. Pileus 
and stem downy when young, but naked when old, in the 
specimens found by me. (Fries.) 

Gregarious or tufted. Pileus 3 in. broad ; most beautifully 
and repeatedly lobed and fimbriated; turning pale. Stem 
about 1 in. long, smooth. (Berk.) 

Pleurotus Ruthae. B. & Br. 

Pileus 1^-3 in. across, flesh thickish; more or less' fan- 
shaped, upper stratum gelatinous, rather hispid, whitish or 
yellowish-bufi*, even, margin very thin, often striate; gifls 
determinate and anastomosing behind, about 1^ line broad, 
white then reddish, interstices veined ; stem either distinctly 
lateral, or the pileus marginate behind, short, rather stout, 
reddish, hispid. 

Agaricua {Pleurotus) ruthae^ Berk, and Broome, Ann. Nat. 
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Hist, no. 1754; Cke., Hdbk., p. 103; Cke., Illustr., pi. 178b, 
and 654. 

On sawdust. 

Distinguished from P. pantoleiLcm by the gills being de- 
terminate (ending definitely and not decurrent), and anasto- 
mosing behind. 

Pleurotus lignatilis. Fr. 

Pilens 2-6 in. across, rarely central, usually more or less 
excentric, sometimes quite lateral, often reniform, flesh thin 
but compact and tough, cracking, convex then plane, obtuse 
and often umbilicate, flocculosely mealy, becoming naked 
after rain, wavy, margin at first involute, then expanded, 
nndulately lobed in luxuriant specimens, dingy white ; gills 
adnate, much crowded, narrow, unequal, diverging in the 
lobes, white ; stem stuffed then hollow, sometimes 2-3 in. 
long, sometimes only 3-4 lines long, or almost absent, always 
slender, unequal, curved or flexuous, tough and flexible, 
whitish, villosely pruinose everywhere, base rooting and 
rather downy. 

Agaricus {Pleurotus) lignatilia^ Pries, Epicr., p. 132 ; Cke., 
Hdbk., p. 104; Cke., Illustr., pi. 257b. 

On trunks, rotten wood, &c. 

Very variable, form altogether inconstant, substance thin, 
tough, smell strong of meal, dinojy whitish ; usually densely 
caespitose, but also solitary. (Fries.) 

Pleurotus circinatus. Fr. 

Entirely white. Pileus about 3 in. across, orbicular, hori- 
zontal, flesh rather thick, pliant, convex then flattened and 
more or less discoid, even, but covered with a whitish silki- 
ness ; gills slightly decurrent, crowded, up to 3 lines broad ; 
stem 1-2 in. long, 3-4 lines thick, equal, central or slightly 
excentric, commonly straight, glabrous, base rooting, stuffed ; 
elastic. 

Agaricus (Pleurotus) circinatus. Fries, Epicr., p. 132 ; Cke., 
Hdbk., p. 104 ; Cke., Illustr., pi. 257b. 

On rotten wood of birch, &c. 

Begular, solitary, entirely white, not hygrophanous, odour 
weak but pleasant. Appears to approach Agaricm (Clito- 
cffbe) rivulosus, from which it is distinguished by its habitat. 
(Fries.) 

VOL. II. 2 B 



370 FUNGUS-FLOBA. 

*** Gills decurrent ; stem almost vertical. 

Pleurotus pantoleucns. Fr. 

Entirely white. Pilens 2-3 in. across, excentric, spatlinK- 
form or somewhat elliptical, even, glabrous, marginate and 
depressed behind, margin even, entire ; flesh thick behind, 
thin at the margin, white; gills decurrent; 3 lines broad, 
crowded, not forked nor anastomosing behind ; stem not 1 in. 
long, 3-4 lines thick, ascending, glabrous, solid, not rooting; 
spores elliptic fusiform, smooth, 11-12 X 4 /ll. 

Agaricus (Pletirotus) pantoleucus. Fries, Hym. Eur., p. 172; 
Cke., Hdbk., p. 104; Cke., Illustr., pL 179 and 27oa. 

On trunks. 

Solitary, firm, white, stem solid, ascending, very excentric, 
1 in. or a little more in length, ^ in. or more thick, equal or 
narrowed downwards, even, glabrous ; pileus fleshy, ascending, 
obliquely horizontal, spathulate and slightly convex, up to 
3 in. long, and 2 in. broad, even, glabrous, disc often opaque, 
margin quite entire. Gills decurrent, rather crowded, wlute. 
(Fries.) 

Owing to the slightly pronounced characters, this species 
was at one time considered as a sub-species of P. spodolewmSi 
but the constant white colour, short, ascending stem, 
thinner towards the base, and somewhat lateral pileus, de- 
pressed behind, distinguish it. In one of Cooke's figures 
(pi. 179), the pileus is of a pale warm ochraceous colour, the 
gills also are pallid. There is a suggestion of these tints in 
the fig. by Fries, Icones, pi. 88, f. 2. 

Pleurotus sapidus. Kalchbr. 

Caespitose, or several pilei appearing to spring from » 
common branced stem ; pileus 1-3 in. across, flesh thick, ex- 
centric, irregular, convex or obtusely gibbous then depressed, 
glabrous, white or brownish ; stem stout, solid, several 
usually springing from a thickened knob, whitish, 1-2 in. 
long, expanding upwards into the pileus; gills decur- 
rent, rather distant, narrow, whitish; spores elliptical, 
10-11 X 4-5 fi. 

Pleurotus sapidus^ Kalchbrenner, Hym. Hung., t. 8, f. 1; 
Cke., Hdbk., p. 371 ; Cke., Illustr., pi. 954. 

On elm trunks* 
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A very variable spacies ; according to Kalchbrenner, the 
spores have a faint tinge of lilao, and the pileus is white, 
tawny, brownish, or umber on the same trunk, The white 
form only has been met with in this country. 

Pleurotus mutilus. Fr. 

Pileus up to 1 in. across, flesh rather thick, soft, irregu- 
larly circular in outline and slightly depressed, but veiy 
variable in form, glabrous, silky when dry, white; gills de- 
cnrrent, somewhat crowded, narrow, rather thick, simple; 
stem about ^ in. long, slender, expanding upwards into the 
ilesh of the pileus, excentric or almost lateral, glabrous, base 
downy, white. 

Agaricua (Pleurotus) mutilus. Fries, Syst. Myc, i. p. 191 ; 
Cke., Hdbk., p. 104; Cke., Illustr., pi. 275b. 

On the ground among grass. Cooke says, also on dead 
wood. 

Very similar to Omjphalia scyplioides, Fr. ; of which it may 
possibly be a vaiiety; but although the two have grown 
mixed together, I have never obsei*ved a direct transition. 
P. mutilus differs in being almost glabrous, never regular in 
form, and not infundibuliform. (Fries.) 

**** Oills decurrent ; stem lateral, short or absent. 

Pleurotus ostreatus. Jacq. 

Pileus 3-6 in. across, fleshy, soft, at first convex and hori- 
zontal, then expanded and ascending, glabrous, moist, even, 
but the cuticle sometimes torn into squamules, dark and 
almost blackish when young, then brownish-grey, clear 
bluish-grey with violet tinge, or lavender colour, often 
becoming yellowish when old; stem short or obliterated. 
firm, obliquely ascending, incrassated upwards, white, base 
downy or strigose; gills decurrent, anastomosing behind, 
rather distant, broad, white, sometimes tinged yellow, never 
pinkish; spores elliptical, white, 10-12 x 4-5 /t. 

Agaricua ostreatus, Jacques., Austr., t. 268; Cke., Hdbk., 
p. 105; Cke., lUustr., pi. 195 and 953. 

Pleurotus columhinuSj Quelet, in Bresad., Fungi Trident., 
p. 10, t. vi. 

On trunks. 

2 B 2 
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Caespitose. Smell strong ; the stem is sometimes almoet 
central. Distinguished from all species except P. corticattu 
by the gills anastomosing behind, and often forming an open 
network on the stem- like base. Known from P. corticaius by 
absence of a ring on the stem. Edible. 

Imbricated, large. Pileus subdimidiate, very thick and 
fleshy; flesh white, dusky towards the surface, 1 in. deep; 
the border at first fibrillose or even decidedly squamulose, 
margin involute ; as the pileus expands the white fibrillae 
vanish and the colour changes from dusky to bistre ; margin 
paler and rimulose, the whole surface shining and satiny 
when dry, soft and clammy when moist ; towards the base in 
age there is a little white down. Gills broad, here and there 
forked, anastomosing at the base, dirty- white, the edge ser- 
rated, umber. In large specimens there is often a distinct 
stem, clothed with a dense short white down, which runs np 
between the gills. When dry, the pileus becomes pallid or 
yellowish. Taste and odour like that of A, personatus, which 
it resembles somewhat in colour. Stem strjgose at the base, 
according to Fries. (Berk.) 

Var. glandulosus. With the habit of the typical form, 
but larger ; pileus dark brown, becoming pale ; gills white, 
with scattered small wart-like or glandular bodies. 

Agaricua glanduloam, Bulliard, t. 426. 

On trunks. 

A very constant, but somewhat rare variety ; easily known 
by the dark brown pileus. The gland-like bodies on the 
gills are due to the outward growth of the hyphae of the 
trama in minute patches here and there. 

Var. euosmus^ Cke., Hdbk.,'p. 105 ; Cke., Ulnstr., pi. 196. 

Agaricua (Pleurotus) euosmvs. Berk., Outl., p. 136. 

Strong scented, imbricate ; pileus fleshy, depressed, shining, 
silky when dry, at first white with a tinge of blue, then 
brownish ; stem short or obsolete ; gills decurrent, ventri- 
cose, dingy white, spores 12-14 X 5 /t, pale pinkish-lilac. 

On elm trunks. 

Pilei very much crowded, 2 in. or more across, deeply de- 
pressed, unequal, at first white, invested with a slight blue 
varnish, at length of a pale brown; stems distinct above, 
connate below; gills rather broad; running down to the 
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bottom of the free portion of the stem; spores oblong, 
narrow, oblique, white tinged with purple. The whole plant 
smells, when first gathered, strongly of tarragon. (B. <fe Br.). 

PleurotuB revolutus. Kickx. 
' Pileus 4A-7 in. across, flesh very thick near the stem, and 
gradually attenuated to the very thin margin, firm, dry, 
elastic ; convex then flattened and depressed in tlie centre, 
margin incurved, glabrous, rather shining, colour at first 
smoky-yellow, then lead or mouse-colour, centre darkest ; stem 
lateral, about 1 in. long, up to 1 in, thick, whitish, glabrous 
or downy, solid ; gills docurrent, rather narrow, distinct, 
rather crowded, white, margin minutely toothed. 

Agarums (Fleurotus) revolutus^ Kickx, p. 158; Cke., Hdbk., 
p. 105. 

On beech trunks. 

Yar, anglicus^ Size and habit of the- typical form, but 
differing in the margin of the pileus being only very slightly, 
or not at all incurved, and in the gills being pallid 
ochraceous. 

Cke., Illustr., pi., 180. 

On trunks. 

Pleurotus salignus. Fers. 

Pileus 2-4: in. across, subdimidiate, horizontal, at length 
depressed behind and strigose, margin entire, incurved, 
pale yellow-brown or dusky ; stem always short, firm, more 
or less downy; gills horizontal, not distinctly decurrent, 
1^2 lines broad, distinct behind, branched at the middle, 
crowded, pale dingy - pallid, margin often broken, not 
glandular. 

Agaricua salignus, Pers., Syn., p. 478 ; Cke., Hdbk., p. 105 ; 
Cke., niustr., pi. 228. 

On rotten trunks, especially willows. 

Not caespitose. Eeadily distinguished by the pileus being 
pulvinate when young, then becoming depressed and strigose, 
gills thinner and more crowded than usual in the genus, 
somewhat branching, not anastomosing . behind ; dingy 
smoke-colonr, as are also the spores. (Fries.) 

Flenrotns acerinus. Fr. 
Pileus 1-4 in. across, somewhat circular, convex or almost 
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plane ; flesh thick at the disc, becomiDg thin elsewhere, white ; 
silkily downy, shining white; stem very excentric, almost 
lateral, slender or almost obsolete, downy ; gills decnrrent, 
very much crowded, thin, white then'Jrellowish. 

Agaricus (Pleurotua) acerinus. Fries, Epicr., p. 134; Cke., 
Hdbk., p. 106; Cke., Illustr., pL 291? 

On trunk. 

Caespitose or solitary ; not hygrophanous. Cooke's figure 
differs from the description given by Fries in having the 
pileus tinged with brown, and the stem robust, 1 in. long, 
and above ^ in. thick. 



II. DIMIDIATI. 

Pleurotus petaloides. BulL 

Pileus 1-2 in. long, flesh thin ; ascendinp^, somewhat 
obovate or spathulate, - almost plane, depressed behind and 
running into the stem where it is downy, remainder gla- 
brous, brownish, becoming pale, margin at first involute, 
then expanded ; gills decurrent, very much crowded, about 
1 line broad, linear, and very unequal, whitish then grey; 
stem solid, firm, about ^ in. long, sometimes very short, 
compressed, more or less downy, exactly lateral, whitish; 
spores 9-10 x 4 /a. 

Agaricua (^Pleurotus) petaloides, Cke., Hdbk., p. 106 ; Cke., 
Illustr., pi. 258a. 

Agaricus petaloides. Bull., Champ., 226, f. 2. 

On trunks. 

Gregarious or imbricated, pileus entire, stem channelled in 
large specimens; colour of pileus various; taste bitter. 
Fries mentions a form growing on the ground in grassy 
places, having the pileus somewhat vertical, margin reflexed, 
small, almost indicating a transition to P. tremulus, 

Pleurotus serotinus. Schrad. 
Pileus 1-3 in. broad, flesh thick, at first convex and 
gibbous, then plane and ascending, reniform or obovate, 
even, glabrous, covered with a viscid pellicle in wet weather, 
yellowisii-green, sooty-olive, &c. ; margin at first involute, 
then expanded and rather wavy ; gills not truly decurrent, 
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narrow, orowded, often branched, typically yellow, bnt 
sometimes pallid or pinkisli, the margin with sooty points 
that are a continuation of the squamnles of the stem ; stem 
lateral, solid, np to 1 in. long, often short or almost absent, 
thick, deformed, yellowish, with scattered sooty squamnles 
that form a crowded zone near the gills. 

Agaricus serotinus^ Schrader, Abbild. d. Schwamm, 3 ; Cke«, 
Hdbk., p. 106 ; Cke., Illustr., pi. 258b. 

On trunks. 

Gregarious or imbricately caespitose, very fleshy, compact 
when young, then softer. 

Plenrotus pralmonarius. Fr. 

Pileus about 2 in. long by 1 in. or more broad, flesh thin, 
soft, slightly convex, obovate or reniform, glabrous, greyish 
or tan-colour; gills slightly decurrent, narrow, simple, 
whitish then livid ; stem lateral, round, very short, downy. 

Agaricua (Pleurotus) pulmonariua, Syst. Myc, p. 187 ; Cke., 
Hdbk., p. 106 ; 

On trunks. 

Solitary. Differs from P. aerotinm in the very short stem 
and glabrous pileus. 

Var. Jaglandis, Fries, Monogr., i. p. 248. 

Sessile, smaller than the typical form, gregarious ; pileus 
obovate, attenuated into a very short stem-like base, not 
marginate behind, flaccid, glabrous, greyish-brown ; gills 
decurrent, coloured like the pileus or paler. 

On walnut trunks. 

Fleurotas mitis. Pers. 

Pileus J-1 in. acrotis, flesh thin, tough, white ; horizontal, 
reniform, even, glabrous, without a viscid pollicle, whitish 
or with a rufesoent tinge; gills adnato-decurrent, closely 
crowded, narrow, simple, white ; stem distinctly lateral, up 
to ^ in. long, sometimes very short, compressed and broadened 
npwards, powdered with white squamnles ; spores elliptical, 
aUghtly curved, 4 x 2 jn. 

AgarieuB (^Pleurotus) mitisj Cke., Hdbk., p. 107; Cke., 
niustr., pi. 211. 

AgaricuBmitia^ Fersoon, Syn. p. 481. 

On &llen branches of pine, larch, &c. 
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Besembling Panus siypticus in habit and size, but dis- 
tiDguished by its white colour and glabrous pileus. 

Firm, tasteless, white or rufescent, in the young state 
spathulate, and the stem quite distinct, the pileus gradually 
dilates, the stem becomes obsolete, and the pileus renifonn, 
the outer margins meeting, and the one overlapping the 
other ; the upper stratum gelatinous. (Berk.) 

Pleurotus gadinoides. Smith, (figs. 12, 13, p. 301.) 

Pileus about J in. across, rather fleshy tender, horizontal, 
semi-circular or shell-shaped, white, hygrophanous, covered 
with delicate adpressed, floccose down, with no gelatinous 
upper stratum ; stem minute, lateral, or absent; gills some- 
what crowded, and slightly branched ; white ; spores ellip- 
tical, 7x3/4. 

Agaricus (^Pleurotus) gadinoides, W. G. Smith, Joum. Bot, 
1873, t. 129, f. 1-4; Cke., Hdbk., p. 107; Cke., Ulustr., 
pi. 276a. 

On tree-fern stem in hot-house. 

Probably an introduced species. 

Pleurotus limpidus. Fr. 

Pileus ^-1 in. across, flesh thin, obovate or reniform, 
horizontal, even, glabrous, hygrophanous, white when moist^ 
shining white when dry, not furnished with a viscid pellicle, 
margin veiy tbin, shortly inflexed; gills thin, crowded, 
white; true stem absent, but the pileus narrowed lehind 
into a very short, stem-like base, on which the gills are 
decurrent. 

Agaricus (Pleurotus) limpidus. Fries, Epicr., p. 135; Cke., 
Hdbk., p. 107 ; Cke., lUustr., pi. 276b. 

On rotten trunks of beech, &c. 

With the habit and substance of P. mitis, but entirely 
shining white, and subsessile. (Fries.) 

Pleurotus reniformis. Fr. 

Pileus :J-f in. across, rather fleshy, horizontal, reniforin, 
grey, rather notched behind, and furnished with a very 
i*hort, rudimentary, downy stem; gills diverging from the 
stem-like base, thin, narrow, crowded, grey. 

Agaricus (Pleurotus) reniformis, Fries, Vet. Akad. Farh., 
1873, p. 5; Cke., Hdbk., p. 108 ; Cke., lllustr., pi. 276c. 
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On brandies. 

Stem reduced to a white downy tubercle ; flesh of pileus 
tbin, pileus exactly lateral, semicircular, horizontal, plane, 
even, downy, grey, 4-5 lines broad ; flesh very thin, rather 
gelatinous, diaphanous. (Fries.) 

Pleurotus lauro-cerasi. B. and Br. 

Pileus up to IJ in. across, flesh thin, equal, sessile, hori- 
zontal and attached by a narrow base, more or less circular 
in outline, or shell-shaped, silicate, brownish; gills very 
broad at the middle, narrowed to iDoth ends, rather thin, 
connected by veins, whitish, margin wavj' ; spores elliptical, 
apiculate, 8x5^. 

Agaricua {Pleurotus) lauro-cerasi, B. and Br., Ann. Nat. 
Hist., no. 1854; Cke., Hdbk., p. 108; Cke., lUustr., pi. 242a. 

On stems of cherry laurel. 

Pileus rather more than 1 in. across ; the cuticle is ex- 
tremely thin, and gives way at the furrows, so as to expose 
the substance of the pileus. (B. & Br.) 

Pleurotus tremulus. Fr. 

Pileus about i in. across, flesh thin, dimidiate, somewhat 
horizontal, reniform, plane, depressed and often villous 
behind, the remainder glabrous, even, greyish-brown becom- 
ing pale, hygrophanous ; gills adnate, appearing decurrent 
from the depression of the pileus, determinate, narrow, 
rather distant, very unequal, grey; stem distinct, exactly 
lateral, vertical or slightly ascending, round, about i in. 
long, about two lines thick, sometimes very short, dilated 
upwards, attached by the flbrillose base to mosses. 

Agaricus (Pleurotus) tremulus^ Fries, Epicr., p. 135; Cke., 
Hdbk., p. 108 ; Cke., Illustr., pi. 242b. 

On mosses and on the ground. 

More variable than neighbouring species. Entire fungus 
grey. (Fries.) 

Distinguished from P. tremulus by the presence of a 
distinct stem. 

Pleurotus acerosus. Fr. 
Pileus up to 1 in. across, almost membranaceous, reniform 
or almost orbicular, plane, somewhat lobed, striate, hygro- 
phanous, greyish, when dry with a white silkiness; stem 
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lateral, very short or almoBt obsolete, rather ooarsely downy 
at the base; gills determinate, narrow, crowded, simple, 
greyish. 

Agarictis (Pleurotua) (iceroms. Fries, Syst. Myc^ i. p. 191 ; 
Cke., Hdbk., p. 108 ; Cke., Illustr., pi. 242c. 

On wood, among leaves, on gravel, &c. 

Very variable, flaccid, greyish-brown, becoming pale, re- 
sembling Cantharellus Ichatus in appearance. Attached by 
spreading white mycelium when growing on Sphagnum in 
fiwamps. (Fries.) 

III. RESUPINATI. 
* Fileu8 fleshy^ unifcrm in texture, 

Pleurotus porrigens. Pers. 

Entirely white. Fileiis 2-3 in. long, and about 1^ in. 
broad; flesh thin, tough; sessile, at first resupinate then 
ascending or horizontal, expanded from the base and be- 
coming ear-shaped, fan-shaped, or almost circular, glabrons, 
more or lees downy towards the base ; gills radiating, very 
narrow, rather crowded. 

Agaricm (Pleurotus) porrigens^ Cke., Hdbk., p. 109 ; Cke., 
niustr., pi. 259a. 

Agaricus porrigens, Porsoon, Obs. Myc, i. p. 54. 

On old pine trunks. 

Usually imbricated. Resembling P. petahides in habit, 
but differing in colour, and in the absence of a narrowed 
4stem-like base. 

Pleurotus septicus. Fr. 

Pileus up to -^ in. across, flesh rather thick ; downy, resu- 
pinate at first and closely applied to the wood on which it 
grows, furnished with a minute, downy stem 1-2 lines long, 
which soon disappears, leaving the pileus reflexed, and 
apparently sessile, shining white ; gills radiating from the 
point of attachment of the stem, rather distant and broad, 
white; spores broadly elliptical with an oblique basal 
apiculus, 8-10 and 6 fi. 

Pleurotus septicus. Fries, Syst. Myc, i. p. 192; Cke., Hdbk^ 
p. 109 ; Cke., Illustr., pi. 269. 
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On wood, branches, twigs, decaying fungi, dung, &o. 

Small, but very variable in form. Superficially resem- 
bling ClaudopuB variahilis, but the gills are persistently 
white, as are also the spores. 

Distinguished from the other small white species of Pleu- 
rotu8 by the thicker flesh of the pileus« and more evident 
stem, and by the gills being at first uppermost, and then 
turned over. 



«« 



Pileus fleshy, atriaie, upjper layer gelatinous. 



PleurotUB mastrucatus. Fr. 

Fileus up to 2 in. long and 1 in. broad, sessile, at first re- 
supinate then expanded and horizontal, often lobed, upper 
stratum of pileus gelatinous, brown, bristling with squar- 
rcMe or erect squamules; flesh thickish; gills radiating 
from the point of attachment, broad, rather distant, greyish 
white. 

Agaricus (Pleurotus^ mastrucatus. Fries, Syst. Myc, i. p. 
190 ; Cke., Hdbk., p. 109 ; Cke., Illustr., pi. 243a. 

On old trunks. 

Imbricated. Keadily distinguished by the brown, squar- 
rosely scaly pilous. 

Pleurotus atrocoeruleus. Fr. 

Pileus 1-2 in. long, up to 1 in. broad, at first resupinate, 
soon distinctly reflexed and horizontal, obovate or reniform, 
downy, rarely almost glabrous, rugulose when dry due to 
contraction of the cuticle, usually blackish- blue, rarely fus- 
cous ; flesh soft, superior stratum (pellicle) slightly gelati- 
nous, up to 2 lines thick, blackisb-brown ; lower layer, or 
flesh proper, thin and whitish ; gills at first radiating from a 
point, then converging towards the base, broad, whitish, at 
lencrth tinged with yellow ; spores 7-8 x 5 /x. 

AgaricuB (Pleurotus) atrocoeruleus, Fries, Epicr., p. 137 ; 
Cke., Illustr., pi. 243n. 

On rotten trunks of beech and poplar, in densely shaded 
places. 

Sessile, gregarious, somewhat imbricated. Smell very 
pleasant. (Fries.) 
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Pleurotus Leightoni. Berk. 

Pilous abont ^ in. across, flesh rather thick, at first ob- 
liquely conical, umber then lead-colour, scurfy with short 
bl^ck bristles intermixed ; upper layer gelatinous ; gills ra- 
diating from the point of attachment of the pileus, rather 
thick, distant, tan-colour, somewhat forked at the base, 
rather wavy. 

Agaricus (Fleurotus) Leightoni^ Berk., Ann. Nat. Hist., voL 
xiii., t. 9, f. 1 ; Cke., Illustr., pi. 260a ; Cke., Hdbk., p. 109. 

On wood. 

Pileus 5 lines broad, at first cyphellaeform, obliquely coni- 
cal, umber-brown, gradually becoming paler, at length of a 
pallid lead-colour, furfuraceous, especially behind, where 
there are a few bristles; flesh consisting of two distinct 
strata, of which the upper is gelatinoas, and of the colour of 
the pileus, the lower white. Stem none. Gills of a pallid 
tan-colour, thickish, distant, undulated, obscurely wrinkled 
at the base, but the interstices can scarcely be said to bo 
reticulated. (Berk.) 

Pleurotus algidus. Fr. 

Pileus about 1 in. across, rather fleshy, at first resupi- 
nate, then expanded and horizontal, reniform, covered with 
a thin viscid pellicle, glabrous, reddish brown; gills radi- 
ating from the point of attachment of the pileus, rather 
broad, crowded, yellowish. 

Agaricua {Pleurotus) algidus^ Fries, Syst. Myc, i. p. 190 ; 
Cke., Hdbk., p. 110; Cke., Illustr., pi. 260b. 

On trunks. 

Pileus grey, umber, or reddish-brown; often pruinose 
when young. Usually caespitose and imbricated. 

Pleurotus fluxilis. Fr. 

Pileus up to § in. across, rather fleshy; sessile, reniform 
and very slightly depressed behind, even, pale umber, ge- 
latinously viscid ; gills diverging from the point of attach- 
ment of the pileus, distant, few, white, simple. 

Agaricus {Pleurotus) fluxilis, Fries, Syst. Myc, i. p. 189 ; 
Cke., Hdbk., 110 ; Cke., lUustr., pi. 244a. 

On mosses growing on trunks, also on sawdust. 
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PleurotUB cyphellaeformis. Berk. 

Pileus up to J in. broad and high, rather fleshy, sessile, 
cup-shaped, more or less pendulous, upper layer gelatinous, 
grey, margin paler, sprinkled with a few meal-like scales, 
very minutely downy, especially at the base ; gills narrow, 
distant, pure white. 

Agaricua (Pleurotus) cypheUaeformis, Berk., Mag. Zool. and 
Bot., i. t. 15, f. 3; Cke., Hdbk., p. 110; Cke., lUustr., pi. 
244b. 

On dead stems of herbaceous plants. 

Gregarius ; resembling a CypJiella in habit. 

PleurotUB applicatUB. Batsch. 

Up to ^ in, across, cup-shaped and orbicular when young, 
usually sessile and fixed by the downy base, rarely fur- 
nished with a very short, rudimentary stem; gills radi- 
ating from a central point; when adult more or less re- 
flexed, but never truly dimidiate, slightly pruinose when 
young, glabrous or downy, minutely striate when moist; 
colour variable blackish -blue, dark or ashy-grey ; gills 
scanty, rather thick, broad, distant, paler than the pileus, 
and margin usually whitish. 

Agartcus applicatus^ Batsch, f. 125; Cke., Hdbk., p. Ill ; 
Cke., Illustr., pi. 224c. 

On rotten wood. 

Distinguished among the minute species by its dingy 
colour. Somewhat resembling P. tremulua, but known by 
the absence of a distinct stem. 

Pileus 2-4 lines broad, when young cup-shaped, resupinate, 
slightly fleshy, striate when moist, more or less villous. 
Gills broad distant radiating, grey, the margin whitish. 
Stem none. (Berk.) 

*** Pileus membranaceous, not viscid. 

PleurotUB Hobsoni. Berk. 
Pileus 2-t lines across, thin and delicate, reniform or 
semicircular, horizontal, plane, pale grey, minutely downy ; 
gills rather distant, radiating from the point of attachment 
of the pileus, pallid. 
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Agartctts (^Pleurotua) Hdbsoni^ Berk., Outl., p. 139; Gke., 
Hdbk., p. Ill; Cke., Illustr., pi. 212a. 

On stumps, branches, &c. 

Differs from P. applicatus in being mncli paler in colour, 
and horizontal and plane, not cup-shaped. 

Pleurotus striatulus. Fr. 

Pileus 2-3 lines across, very thin, pale brownish grey, 
more or less concave, flaccid, glabrous, striate, sessile ; giUs 
broad, few, distant, radiating from an excentrio point, 
greyish. 

Agaricus (^Pleurotus) striatulus^ Fries, Syst. Myc, i. p. 193; 
Cke., Hdbk., p. Ill ; Cke., Ulustr., pi. 212b, 

On fallen branches, wood, &c. 

Variable in form (A,) obconically campanulate, pendulous 
when growing on the under side of fallen trunks ; (B,) 
imbricated, reflexed; on branches of hazel; (C) irregular; 
on twigs. Becomes contracted when dry and escapes the 
eye. (Fries.) 

Distinguished among the minute grey species by the 
glabrous, striate pileus. 

Pleurotus li3rpnopliilus. Berk. 

Pileus 2-4 lines across, very thin, resupinate, flat, white, 
somewhat reniform, nearly smooth ; gills radiating firom the 
point of attachment of the pileus, narrow, distant, simple; 
spores elliptical, 6 x 3 /x. 

Agaricus (JPleurotus) hypnophiluSy Berk., Outl., p. 139 ; Cke., 
Illustr., pi. 212c; Cke., Hdbk., p. 111. 

On moss, fallen leaves, &c, 

Eesembling Claudopus variabilis closely in size and general 
appearance, but the spores are white, and the gills do not 
change colour. Distinguished among the small white species 
of Pleurotus by the glabrous pileus. 

Exactly the habit of A. variabilis, but the spores are white, 
and in consequence the gills do not change colour. (Berks.) 

Pleurotus chioneus. Pers. 
Pileus 2-3 lines across, very thin, partly resupinate, snow- 
white, downy ; stem lateral, very short, downy, at length 
almost disappearing ; gills radiating from an excentric point, 
rather broad, with intermediate shorter ones, pure white. 
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Agaricus ehioneua, Fersoon, Myo. Eur., iii. t. 26, f. 10-11 ; 
Cke., Hdbk., p. Ill ; Cke., Illustr., pi. 21 2d. 

On wood, dung, leaves, &c. 

Somewhat resembling P. sepiicus, but smaller, with a less 
distinct stem, the flesh of the pileus much thinner. Known 
from P. hypnophilua by the distinctly villose or downy pileus* 

Pileus 2 lines broad, extremely delicate and fragile, 
clothed with white down, flxed by a few downy threads, the 
margin involute. Gills radiating, distant, with sometimes a 
single smaller one in the interstices. (Berk.) 



OMPHALIA. Fries, (figs. 10, 11, p. 301.) 

Pileus symmetrical, usually very thin, depressed or infnn- 
dibuliform; gills truly decurrent; stem distinctly cartila- 
ginous externally, tubular, but the cavity frequently stufifed, 
especially when young, usually expanding upwards into the 
flesh of the pileus ; spores more or le8S elliptical, smooth. 

Omphaliay Fries, Syst. Myc, i. p. 162; Cke., Hdbk., p. 91. 

Agreeing with ClUocyhe in the decurrent gills, but readily 
known by the externally polished, cartilaginous stem, and 
the very thin substance of the pileus. Separated from 
Myeena and Collyhia by the truly decurrent gills. 

The species are with few exceptions small, and many grow 
on wood, twigs, &c.'; none are edible. Smell obsolete, or 
nearly so, in all the species. 



ANALYSIS OF THE SPECIES. 

I. COLLYBIARII. 

Pileus dilated from the first, margin incurved. 

* Hydrogrammi, Usually large, gills narrow, very much 
crowded. 

(In addition to the stem character, the species of this 
group differ from the. Cyathiformes section of Clitocyhej in the 
gills being truly decurrent from the first, very much crowded, 
and arcuate.) 
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** Pyxidati, Medium size ; gills sliglitly distant, narrow, 
narrowed at both ends. 

*** UmbelUferi. Gills very distant, broad, usually thick. 

II. Mycenarh. 

Pilens eampanulate at first, margin straight and pressed 
to the stem. 

* Campandlae. Gills broad, perfect, unequal. 

** IntegrellL Gills fold-like, narrow. 

I. COLLYBIARII. 
* Hydrogrammi. 

Omphalia hydrogramma. Fr. 

Pileus 2-3 in. across, flesh thin, flaccid, deeply umbilicate, 
very hygrophanous, marginal portion spreading, rather wavy, 
stiiate, livid-white, whitish when dry ; gills very decurrent, 
closely crowded, narrow, arcuate, margin quite entire, very 
unequal, livid-white; stem about 3 in. long and 3 lines 
thick, distinctly cartilaginous, hollow, glabrous, base rooting, 
sometimes shorter, round, and straight, often decumbent and 
caespitose, commonly compressed and undulate, livid, apex 
naked. 

Agaricus (Omphalia) hydrogrammus, Fries, Epicr., p. 120; 
Cke., Hdbk., p. 92 ; Cke., Illustr., pi. 239. 

Among damp and rotting heaps of leaves, &c. 

Subcaespitose, of one colour, livid or whitish-livid, when 
moist, becoming whitish when dry, and in this state some- 
what resembling C phyllophila ; the latter differs in the 
elastic, externally fibrous stem, the piano-depressed, never 
truly infundibuliform pileus, and the broader, very slightly 
decurrent gills. 

Omphalia detrusa. Fr. 
Pileus about 1^ in. across, rather fleshy, convex then more 
or less expanded and becoming umbilicate, even, glabrous. 
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indistincfly zoned ; gills slightly decurrent, thin, crowded, 
whitish ; stem about 1^ in. long, 2 lines thick, firm, glabrous, 
dark grey, soon hollow. 

AgaricuB {Orwphalia) detrmus, Fries, Monogr., ii. p. 291. 

Agaricua {Omj^JiaUa) umhilicatua^ Cke., Hdbk., p. 92. 

In woods among moss, &c. 

With the habit of some species of Clitocyhe, but readily 
distinguished by the cartilaginous stem. Stem stufifed when 
young, then hoUow, rather firm, 1-1 J in. long, 2 lines thick, 
attenuated upwards, even, glabrous, dark grey, almost 
blackish, base whitish. Pileus slightly fleshy, convex at 
first, then umbilicate, 1-2 in. broad, even, glabrous (slightly 
zoned according to the figure), dark grey. Flesh white, 
gills somewhat horizontal, sb'ghtly decurrent with a tooth, 
about 1 line broad, thin very crowded, whitish. 

Agaricua umbtZtca^t^, Scha6fier,t. 207, approaches the present 
species, but differs in the livid colour of the pileus when 
moist, and whitish when dry, apex of stem silky, and pileus 
umbilicate from the first. (Fries.) 

Omphalia maura. Fr. 

Pileius 1-1 J in. across, submembranaceous, convex, deeply 
umbilicate, glabrous, hygrophanous, striate when moist^ 
sooty brown ; even, shining with a silky gloss, and livid 
when dry , the umbilicus is very deep, but the remainder 
of the pueius arched, with the margin drooping ; gills very 
deeply decurrent, narrowed at both ends, arcuate, very closely 
crowded, shining white ; stem 1-2 in. long, scarcely 1 line 
thick, distinctly cartilaginous, almost horny, rigid, fragile, 
staffed at first, sooty black ; spores broadly elliptical,. 
5-6 X 3-4 /x. 

AgaricuB (Omphalia) maurus. Fries, Syst. Myc, i. p. 168 ; 
Cke., Hdbk., p. 92 ; Cke., Illustr., pi. 287a. 

Swampy places, especially where the ground has been 
burnt ; also among grass on lawns. 

Superficially resembling Collyhia atrata^ but distinguished 
by the decurrent, narrow, crowded gills. 

Omphalia offaciata. Fr. 
Pileius about 1 in. across, flesh thin, convex then piano- 
depressed, but not deeply umbilicate, even, glabrous, hygro- 
phanous ; like the gills at first dark then pale flesh-colour^ 
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becoming pale when old and dry, almost white ; gills mode- 
rately deourrent, plane, straight, crowded, narrow, coloured 
like the pileus ; stem about 2 in. long, 1-2 lines thick, equal, 
round when young then flattened, glabrous, reddish, apex 
slightly mealy, distinctly cartilaginous, hollow. 

Agaricus (bmjihalia) officiatus. Fries, Epicr., p. 121 ; Cke., 
Hdbk., p. 92 ; Cke., Illustr., pi. 287b. 

In woods, beech especially, among fallen leaves. 

The larger form resembles Collyhia dryophila in habit, the 
smaller Tricholoma cameolumy but distinct from both in the 
decurrent giUs. (Fries.) 



«» 



PyxidatL 



Omphalia chrysophylla. Fr. 

Pileus 1-2J in. across, somewhat membranaceous, flaccid, 
deeply umbiucate, limb spreading and somewhat reflexed, 
flocculose, somewhat squamulose, veiy hygrophanous, 
brownish-yellow when moist, hoary tan-colour, or whitish 
and hoary when dry ; gills decurrent, distant, distinct, broad, 
persistently deep golden-yellow; stem 1-2 in. long, 2 lines 
thick, tough, soon hollow, equal, rather incurved, base 
downy, somewhat rooting, golden- egg-yellow, colour per- 
sistent ; spores elliptical, 8 x 4 /x. 

Agaricus (Omjphalia) chrysophyllus, Fries, Epicr., p. 122; 
Cke., Hdbk., p. 92 ; Cke., Illustr., pi. 1152a. 

On rotten pine wood, also on old pine sawdust. 

Gregarious. Distinguished from 0. Postiiy which the 
present species rather resembles in colour, in the pileus not 
being glabrous, broader gills, and in growing on wood. 

Omphalia Fostii. Fr. 

Pileus about 1 in. across, flesh very thin; deeply um- 
bilicate, margin striate, glabrous, orange; gills deeply 
decurrent, narrow, rather distant, whitish; stem 2-3 in. 
long, 1-1^ line thick, even, glabrous, yellow, hollow, equal, 
straight. 

Agaricus {Ompkalicb) Fostii, Fries, Monogr., ii. p. 291; 
Cke., Hdbk., p. 93; Cke., Illustr., pi. 194a? 

In swamps. 

It is doubtful whether Cooke's figure is not an orange 
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form of 0. pyxidata ; it diiFers in many particulars from the 
description and figure of Fries, especially in the very 
flexuous stem, thickened upwards, whereas Fries says the 
stem is remarkably equal and straight. The pileus is also 
much lobed in Cooke's figure, and the specimens were found 
on charcoal beds. 

A very elegant species, growing in swamps. The bright 
orange colour of the glabrous pileus distinguish this from 
every other species. Stem hollow, 2-3 in. long, 1 line and 
more thick, remarkably equal, straight, even, glabrous, 
yellowish. Pileus membranaceous, umbilicate at first then 
depressed, 1-2 in. and more broad, even, glabrous, convex 
and striate at the margin. Gills very deeply and truly 
decorrent, 1 line broad, arcuate, white. (Fries.) 

Var. aurea. Mass. 

Pilous 1-2 in. across, flesh thin ; very regular, infundibu- 
liform, smooth, even, margin drooping, bright golden-yellow ; 
gills slightly decurrent, crowded, 1 J line broad, thin, white ; 
6tem about 2 in. long, l|-2 lines thick, equal smooth and 
polished, coloured like the pileus, hollow, white and tapering 
at the base ; spores elliptical, 7 X 3*5 /x. 

On Sphagnum in swamps. 

Figured by Cke., Blustr., pi. 1152b, as a form of 0. Postiiy 
but probably a distinct species. 

Omphalia pyxidata. Bull. 

Pileus ^1 in. across, membranaceous, umbilicate then 
infnndibuliform, almost glabrous, radiately striate, brick- 
red or -^ with a rufescent tinge when wet, hygrophanous, 
whitish and minutely silky under a lens when dry ; gills 
decurrent, rather distant, narrow, flesh-colour then yellowish ; 
stem about 1 in. long, 1 line thick, even, tough, pale 
rufescent, stuflfed then hollow. 

Agaricua (Omphalia) pyxidatuSy Cke., lUustr., pi. 194b; 
Cke., Hdbk., p. 93. 

Among short grass, &c. 

Stem stuflfed then hollow, tough, 1 in. long, about 1 line 
thick, equal, round, glabrous or pruinose, pallid then reddish. 
Pileus membranaceous, pellucid, umbilicate then infundi- 
bnliform, about 1 in. broad, very hygrophanous, glabrous 
when moist, sometimes the margin only, sometimes the 

2 c 2 
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whole pileus rad lately striate, brownish brick-red, or rufous- 
brown, slightly flocculose or silky when dry, becoming pale, 
opaque. Gills decurrent, rather distant, distinct, narrow, 
but broad in the middle, flesh-colour then yellowish. Tlie 
entire fungus very much more variable than neighbouring 
species. (Fries.) 

Pileus smooth, disk submembranaceous. Gills decurrent, 
rather distant, narrower than in any neighbouring species, 
dirty-white with a rufescent tinge, then of the same colour 
as the pileus. Stem when young stuffed, then hollow, 
thickened at the base and there clothed with whitish down, 
subattenuate upwards. (Fries.) 

Omphalia leucophylla. Fr. 

Pileus 1-2 in. across, submembranaceous, infundibuliform, 
almost smooth, not floccose, dark grey, margin reflexed, 
involute; gills decurrent, rather distant, arcuate, distinct, 
shining white; stem l|-2 in. long, about 1 line thick, equal, 
even, glabrous, grey, stuffed then hollow. 

Agaricus (^Omphalia) leucophyllxui^ Fries, in Vet. Ak. ForL, 
1851 ; Cke., Hdbk., p. 93 ; Cke., Illustr., pi. 288a. 

Damp places in woods, &c. 

Distinguished from every other species by the persistently 
white, shining gills. 

Omphalia striaepileus. Fr. 

Pileus %-l\ in. across, flesh thin, convex then expanded, 
umbilicate, glabrous, everywhere striate, livid-brown, hygro- 
phanous; gill slightly decurrent, not crowded, whitish; 
stem about 2 in. long and 1 line thick, glabrous, tough, 
tinged with brown, hollow. 

Agaricus (^Omphalia) striaepileus. Fries, Vet. Akad. Forh., 
1861, p. 22 ; Cke., Hdbk., p. 93; Cke., lUustr., pi. 288b. 

Among grass in woods, &c. 

Stem fistulose, rather firm, tough, up to 2 in. in length, 
1 line thick, equal, often flexuous, even, glabrous, becoming 
brownish. Pileus membranaceous, convex then plane, 
umbilicate, 1 in. or a little more in breadth, everywhere 
elegantly striate, glabrous, livid-fuscous, hygrophanous, 
even and pallid white when dry, not floccose. Gills slightly 
decurrent, somewhat crowded, 1-1 J line broad, whitish, not 
becoming grey. (Fries.) 
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Omphalia telmatiaea. Berk. & Cke. (figs. 10, 11, 
p. 301.) 

Pilens 1-3 in. across, flesh thin, pliant; depressed and 
soon infundibuliform, margin broadly arched and drooping, 
dark umber, hygrophanous, pale buff and silky when dry; 
^Is decurront, rather crowded, thin, about 1 line broad, 
pallid ; stem 1-2 in. long, equal, polished, grey, white and 
cottony at the base, hollow ; bpores elliptical with an oblique 
apicalos, 7x4//. 

Agaricua (Omphalia) telmatiaetiSy Berk, and Cke., Hdbk., p. 
93 ; Cke., lUustr., pi. 240. 

Agaricua (Omphalia) affricatus, Berk, in Cke., Hdbk., ed. i., 
no. 216 (not of Fries). 

Attached to Sphagnum in partly dried up swamps. 

Beadily distinguished by the dark umber pileus when 
moist, and the bluish-grey stem. The pileus is frequently 
more or less waved at the drooping margin. The stem is 
attached to the sphagnum by white cottony mycelium. 
Gregarious. 

Omphilia Nevillae. Berk. 

Pileus ^ an in. across, hemispherical, depressed in the 
centre, rugose, minutely granulated at the disc, striate, 
brown, pale towards the margin when dry ; gills arcuately 
deourrent, white, interetices and sides veined and rugose; 
stem 1 in. high, not a line thick, brownish, stuffed, white 
within, rough with black granules, rather dilated at the 
base and clothed with villous hairs. 

Agaricua (Omphalia) Nevillae^ Berk., Grev., i. p. 89 ; Cke., 
Hdbk., p. 101. 

On iSp^a^num in an orchid pot. 

Somewhat resembling 0, affricatayhwt not infundibuliform, 
nor variegated with pilose scales, while the gills are white, 
not cinereous. (Berk.) 

Probably an introduced species. 

Omphalia sphagnicola. Berk. 

Pileus about 1 in. across, flesh very thin ; umbilicate then 

deeply infundibuliform, faintly striate and minutely squa- 

mufose, dingy ochraceous ; gills decurrent, narrow, rather 

distant, pale dingy ochraceous ; stem 1-2 in. long, up to 
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1 line tliick, Blightly wavy, glabrous, coloured like the pileus, 
hollow ; spores elliptical, 6 x 3 fi. 

Agaricus (^Omphalia) sphagnicola^ Berk., Outl., p. 131; 
Cke., Hdbk., p. 94 ; Cke., Illustr., pi. 289a. 

On Sphagnum in swamps, &o. 

Whole plant tough and elastic. Odour scarcely any. 
Pileus 1-1^ in. broad, funnel-shaped from a very early stage 
of growth, faintly striate and minutely squamulose, dirty 
ochraceous, becoming darker in age; moist but not viscid; 
gills pale, decurrent, narrow, moderately distant, thick so as 
to present in front a flat edge. Spores white St-em 1-2 in. 
long, 1 line thick, hollow, somewhat crooked, smooth, except 
at first, when it is very minutely squamulose above : in age 
it is nearly pervious above. — This species agrees in many 
points with A. epichysium, var. icmadophila, but its tough and 
elastic nature is so different, that I cannot but consider it 
distinct. The pileus is not membranaceous even on the 
edge, which must separate it from A. pyxidattis. (Berk.) 

Omphalia philonitis. Lasch. 

Pileus ^-| in. across, membranaceous, entirely deeply 
umbilicate, margin erect, not striate, hygrophanous, floccose 
when dry, smoky-grey; gills deeply decurrent, rather 
distant, narrow, lanceolate, grey; stem hollow, 1J-2J in. 
long, not more than 1 line thick, equal or attenuated upwards, 
glabrous, grey, base floccose. 

Agaricus (Omphalia) philonitis, Lasch, in Fries, Icon., t. 76, 
f. 1 ; Cke., Illustr., pi. 289b ; Cke., Hdbk., p. 94. 

In swamps among Sphagnum, and on rotten wood. 

Differs from 0, oniscus and 0. epichysium in the longer 
stem, the deeply infundibuliform pileus not having even the 
margin reflexed, and in appearing in the spring. 

The gills are too white in Cooke's figure. 

Omphalia oniscus. Fr. 

Pileus up to 1 in. across, almost membranaceous, flaccid, 
fragile when old, convex with an umbilicus, or infundibu- 
liform, often irregular, undulato-flexuous, glabrous, dark- 
grey, paler when dry, even, hoary-grey; gills decurrent, 
rather distant, grey, darke;r when diy; stem stuffed, then 
hollow, rather firm but tough, about 1 in. long, 1 line or 
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more thick, round and curved, or compressed and ascending, 
undidate, grey. 

Agaricvs (Omphcdia) oniacus. Fries, Epicr., p. 123 ; Cke., 
Hdbk., p. 94 ; Cke., Illustr., pi. 209a. 

Among damp mosses, &c. 

Distinguished by the grey colour of every part. Allied to 
O.pyxidata; the latter, however, differs in the yellowish- 
brown colour. O. ruatica differs in the shorter stem, and 0. 
striaepileu8 in the longer, slender stem. 

Omphalia caespitosa. Bolton. 

Pileus about f in. across, flesh thin, almost hemispherical, 
nmbilicate, sulcate almost to the centre, margin crenate, 
smooth, pale ochraceous-white ; gills shortly decurrent, 
distant, rather broad, whitish ; stem |-| in. long, nearly 1 
line thick, almost equal, slightly bulbous at the base, coloured 
like the pileus, hollow. 

AgaricuB caespitoam, Bolton, t. 41 ; Cke., Hdbk., p. 94 ; 
Cke., Illustr., pi. 209b. 

On banks. 

This species has been confounded with 0. oniscus, Fr., 
both in the " Handbook," ed. i., and by Fries himself. It is 
exactly the plant figured in the English edition of Bolton, 
but the German reprint is coloured quite differently. The 
colour is entirely of a delicate ochraceous-white. (Cooke.) 

Omphalia glaucophylla. Lasch. 

Pileus up to ^ in. across, membranaceous, infundibuliform, 
plicately striate, almost glabrous, mouse-colour, hygropha- 
noius, becoming pale and almost even when dry; gills de- 
onrrent, rather distant, lanceolate, olive ; stem stuffed, firm. 

Agaricua {Omphalia) glaucophyllus, Lasch, no. 217; Cke.^ 
Hdbk., p. 94. 

On the ground in woods. 

A small, and apparently distinct species, but comparatively 
rare and imperfectly described. 

Omphalia rustica. Fr. 

Pileus 3-6 lines across, membranaceous, slightly convex,. 

nmbilicate, glabrous, striate, hygrophanous, nearly even, and 

slightly silky when dry, greyish-brown; gills decurrent, 

rather thick, equally narrowed at each end, grey, margin 
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arched ; stem up to 1 in. long, about \ line thick, equal or 
thickened upwards, grey or brown, polished. 

Agaricua (Omjphalia) ruaticua. Fries, Epicr., p. 126 ; Cke., 
Hdbk., p. 95. 

On the ground. 

Somewhat resembling 0. unibellifera, but distinguished by 
the gills being narrowed behind.* 

On sterile heaths and damp uncultivated places. Stem 
stuffed, short, J in. long, rarely more, J line thick, equal or 
slightly incrassated upwards and also often hollow, polished 
glabrous, brown then grey, base rather downy ; pileus mem- 
branaceous, disc always truly and broadly umbilicate, the 
rest distinctly arched, up to J in. across, striate when moist, 
brown then grey, even when dry ; in some forms glabrous 
and becoming brownish, in others somewhat silky and hoary; 
in the first form, which appears to be the young stage, the 
gills are adnate and brownish, slightly, and in the second 
form deeply decurrent, rather distant in both, arcuate, 
broadest in the middle. Quite distinct from O. umhellifera, 
(Fries.) 



*** 



UmhelliferL 



Omphalia hepatica. Batsch. 

Pileus ^-1 in. across, almost membranaceous, tough, rigid, 
convex and umbilicate, then infundibuliform, even, glabrous, 
rufous flesh-colour, yellowish-tan and somewhat shining 
when dry ; gills decurrent, distant, narrow, forked, rather 
thick, pallid; stem about 1 in. long, 1 line thick, very 
tough and often compressed, brownish flesh-colour, hollow. 

Agaricua (^Omphalia) hejtatictia, Cke., Hdbk., p. 95 ; Cke., 
Illustr., pi. 2o0b. 

On lawns, by road sides, &c. 

Very much resembling 0. pyxidata, but differing in being 
rather coriaceous, even margin of pileus, and absence of 
reddish tinge in the gills. 

Very tough, flexible, stem hollow, very tough, about 1 in. 
long and 1 line thick, equal but dilated into the pileus at 
the apex, brownish flesh-colour, commonly naked, rarely 
with white meal. Pileus coriaceo-membranaceous, convex 
and umbilicate then infundibuliform, sometimes undulately 
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lobed, ^1^ in. broad, even, glabrous, rufous flesh-colour 
when moist, somewhat tawny-tan and rather shining when 
dry. Flesh fibrous. Gills deeply decurrent, distant, dis- 
tinctly connected by veins, narrow, whitish,- becoming pallid 
(not flesh-colour), sometimes crisped. A very distinct species. 
(Fries.) 

Omphalia demissa. Fr. 

Pileus hygrophanous, about ^ in. across, at first convex, 
soon expanded and umbilicate, subcarnose, reddish grey or 
buff, at length pale, minutely mealy ; margin crenulate ; 
gills decurrent, rather thick, flesh-coloured, especially - 
towards the margin, forked, rather distant, slightly connected 
by veins ; stem ^ in. high, 1 line thick, flexuose, of the same 
colour as the pileus, smooth, shining, solid ; spores oblong, 
oblique, 7 X 5 /x. 

Agaricua (Omphalia) demissus, Fr., Hym. Eur., p. 160 ; Cke., 
Hdbk., p. 95 ; Cke., Illust., t. 250, fig. 1. 

Agaricus {Omphalia) rufvilus^ B. & Br., Ann. Nat. Hist., no. 
325. 

On the ground among moss, in exposed places. 

A very pretty and distinct species, with somewhat the 
habit of Ag, laccatvs^ but allied to Ag, pyxidatus, (B. & Br.) 

Pileus ^ in. across, at first convex, soon expanded and 
umbilicate, subcarnose, reddish-grey or buff, at length 
pale, minutely mealy ; margin crenulate. Stem i in. high, 
1 line thick, flexuous, of the same colour as the pileus, 
smooth, shining, solid; gills decurrent, rather thick, flesh- 
coloured, especially towards the margin, forked, rather 
distant ; interstices veiny. Spores oblong, oblique. A very 
pretty and distinct species, with somewhat the aspect of 
Agaricus laccattia, but allied to Agaricus pyxidatus, (B. & Br.). 

Omphalia muralis. Sow. 

Pileus ^1 in. across, flesh thin, tough, umbilicate, margin 
arched, radiately striate, glabrous, reddish-brown ; margin 
crenulate; gills decurrent, narrowed at both ends, distant, 
pallid or white with a tinge of yellow ; stem |-| in. long, h 
line thick, glabrous, coloured like the pileus, stuffed. 

Agaricus muralis, Sow., t. 322 ; Cke., Hdbk., p. 95 ; Cke., 
niustr., pi. 250c. 

On walls, sandy banks, &c. 
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Intermediate between 0. hepatica and 0. umhellifera ; dif- 
fering from the former in "Qie pileus being striate when 
moist, and the gills not being connected by veins ; from the 
latter in' the gills being narrowed behmd. Known from 
0. rustica in the absence of a grey tinge in the pileus and 
stem. 

Omphalia umbellifera. Linn. 

Pileus about f in. across, rather fleshy, convex then almost 
plane, often more or less wavy or upturned, radiately striate 
when moist, even and somewhat silky when dry ; margin at 
first incurved and crenate; gills decurrent, very distant, 
broad behind, whitish or coloured like the pileus ; stem about 
J in. long, 1 line thick, coloured like the pileus, base downy, 
imperfectly hollow. 

Agaricus (^Omphalia) umhelliferuSy Cke., Hdbk., p. 96 ; Cke., 
Ulustr., pi. 271. 

Agaricus umhelliferuSy Linn., Suec, n. 1192. 

In swamps, exposed pastures, &c. 

Colour variable, grey, yellow, brownish, green, &c. Fries 
says the colour is at first watery white, and shining white 
when dry, and that it sometimes grows on wood. Known 
among allied forms by the thicker, almost flat pileus, and 
the broad, almost triangular, very distant gills. 

The floccose substance of the pileus is thicker at the disc 
than in allied species, hence the pileus is less membranaceous 
and the umbilicus smaller. Gills very broad behind, trian- 
gular, decurrent, very distant, margin straight, sometimes 
dichotomous, &c. Colour very variable, commonly whitish, 
shining white when dry ; in alpine regions, and on fir trunks 
clear yellow ; pileus usually whitish when dry, often grey- 
ish in shady or scorched places and with the stem frequently 
velvety ; on rotten beech trunks and in some shady localities 
dark umber. (Fries.) 

Var. abiegnus, B. & Br. ; Cke., Illustr., pi. 271c. 

Pale yellow. 

In considerable numbers on a very decayed fir-stump. 

Var. viridis, Flor. Dan., t. 1672, f. 1 ; Cke., lUustr., pi. 
27lB. 

Every part pale green. 
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Var. myochrous, Fries, Hym. Eur., p. 161. 
Merulius fuscusy Withering, Arr., iv. p. 149. 
Pileus rather fleshy, glabrous, brownish nmber; stem 
strigose and rooting at the base ; gills somewhat branched. 
On sodden beech trunks. 

Omphalia infumata. B. & Br. 

Pileus obtuse, not membranaceous, greenish, then smoky ; 
stem thin, yellow, gills few, broad, decurrent, distant, 
yellow. 

Agaricus (Omphalid) infumatm^ B. & Br., Ann. Nat. Hist., 
no. 1851 ; Cke., Hdbk., p. 96. 

On bark among moss. 

Pileus 2 lines across ; stem 1 in. high, not a line thick, 
dilated at the base, tomentose, especially below ; gills about 
12, with smaller intermediate. Allied to 0,umhellifera^\mt 
quite distinct from all its varieties. (Berk, and Broome.) 

There is no specimen of the present species in the Ber- 
keley herbarium, Kew ; hence unfortunately the description 
of this and other minute species, for a like reason, is im- 
perfect. 

Omphalia buccinalis. Sow. 

Wholly white. Pileus about \ in. across, trumpet-shaped, 
soon plane or depressed ; gills deeply decurrent, triangular, 
distant, white. 

Agaricus hucdnalis, Sow., Fungi, t. 107 ; Cke., Hdbk., p. 
96 ; Cke., Hlustr., pi. 272a. 

On twigs, &c. 

This is certainly no form of A. umhelliferm ; and it is too 
£eshy to be the same as A. stellatus. It is, as Sowerby says, 
not xmcommon, and is in great perfection this Jan. 8, 1882. 
It has the habit of A, jptychophyllus, Cd., a species not noticed 
by Fries ; but the gills are not plicate. (Berk, and Broome.) 

Omphalia retosta. Fr. 
Pileus i-§- in. across, flesh thin, plane then depressed, even 
when moist, polished and glabrous when dry, margin arched, 
incurved, entire, umber ; flesh pale umber ; gills slightly de- 
current, equally narrowed at both ends, distant, distinct, 
pale umber ; stem uj) to 1 in. long, 1 line thick, equal, gla- 
brous, hollow, tough, paler than the pileus. 
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Agaricus (Omphalia) retostus, Fries, Epicr., p. 125 ; Cke., 
Hdbk^ p. 96 ; Cke., Illustr., pi. 272b. 

Somewhat resembling the umber form of O. umbellifera, 
but firmer, and the gills differ in resembling the segment of 
a circle in outline, that is broadeist in the middle, and gradu- 
ally narrowed to each end. Like 0, umbratilis in colour and 
form, but readily known by distant gills. 

Omphalia abhorrens. 6. & Br. 

Veiy foetid. Pileus about J in. across, umbilicate, smooth, 
brown, becoming pale ; gills narrow, decurrent, pale ; stem 
about 1 in. l<»ng, slender, slightly thickened at the apex, 
coloured like the pileus. 

Agaricus (Omplialia) dbJiorrens, B. and Br., Ann. Nat. Hist., 
no. 1853 ; Cko., Illustr., pi. 272c. ; Cke., Hdbk., p. 97. 

Among short grass, on lawns, &c. 

Allied closely to 0. retoata, but clearly distinct, apart from 
its disgusting smell ; stem sometimes pruinose when young. 
(B. & Br.) 

Omphalia pseudoandrosacea. Bull. 

Whitisli or greyish. Pileus about J in. across, flesh very 
thin, convex or expanded, deeply umbilicate, and at lengtii 
infundibuliform, striately plicate, glabrous, margin crenu- 
late ; giUs deeply decurrent, distant, distinct, rather triangu- 
lar ; stem about 1 in. long, not J lino thick, equal, stuffed. 

Agaricus pseudoandrosaceus, BuUiard, t, 276 ; Cke., Illustr., 
pi. 251a ; Cke., Hdbk., p. 97. 

Among short grass. 

Allied to 0. griseo-pallida, but much more slender. Differs 
from 0. grisea in the umbilicate or infundibuliform pileus. 

Omphalia griseo-pallida. Desmaz. 
Pileus up to J in. across, flesh thin, convex then plane, 
umbilicate, even, glabrous, somewhat shining, hygrophanous, 
brownish-grey becoming hoary, often unequal and excentric, 
margin drooping but not incurved ; gills decurrent, broadest 
behind, distant, rather thick, colour of the pileus when moist, 
when dry becoming not pale as usual, but darker ; stem up 
to J in. long, thin, equal or slightly thickened upwards, 
rather firm, glabrous, brown, rather hollow when old. 
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Agaricua (Omphalia) griseo-pallida, Desmazieres, Crypt., 
no. 120 ; Cke., Hdbk., p. 97 ; Cke., Illustr., pi. 241b. 

On naked ground. 

Somewhat resembles 0. umhellifera and 0. rustica, but dis- 
tinguished from both by the pileus not being striate when 
moist. 

Omphalia stellata. Fr. 

White. Pileus up to ^ in. across, truly membranaceous, 
convex, umbilicate, pellucidly striate, glabrous; gills de- 
current, rather distant, distinct, thin, not triangular ; stem 
usually less than 1 in. long, very slender, fragile, stuifed then 
hollow, often cui-ved, base dilated and radiately stiigose or 
hairy ; spores elliptical, 6-7 X 4 /x. 

Agaricus (Omphalia) stellatus, I'ries, Syst. Myc, i. p. 163; 
Cke., Hdbk., p. 97 ; Cke., Illustr., p. 241c. 

On rotten trunks, wood, &c. 

Gregarious. Allied to 0. integrella, but distinguished by 
the broader gills. Distinguished from Omphalia umhellifera 
by being more slender, pileus generally excentric, and 
general form. 

II. MYCENARII. 

* Camjpanellae. 

Omphalia campanella. Batsch. 

Pileus about ^ in. across, membranaceous ; campanulately 
convex, sometimes becoming expanded, umbilicate, striate, 
hygrophanous, rusty-yellow, gills decurrent, rather crowded, 
connected by veins, yellowish ; stem about 1^ in. long, not a 
line thick, smooth, homy, bay, tapering and with tawny 
down at the base, hollow. 

Agaricus campanella^ Batsch, Fr., Syst. Myc, i. p. 166; 
Cke., Illustr., pi. 273, f. 1 ; Cke., Hdbk., p. 98. 

In fir woods, often on fir tninks. 

Stem homy, rigid, fi stulose, 1-2 in. long, scarcely a lino 
thick, glabrous, bay; base attenuated and rooting, tawny, 
strigose. Pileus membranaceous, tough, campanuiate, soon 
convex ; umbilicate, about ^ in. across, yellow-ferruginous, 
hygrophanous. Gills deeply decurrent, arcuate, rather 
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crowded, beautifully connected by veins, yellow, not 
pminose, sometimes veined. (Fries.) 

Var, badipus, Fries, Hym. Enr., p. 162; Cke., Hdbk., 
p. 98 ; Cke., lUnstr., pi. 273b. 

Stem stuffed, somewhat fibrillose, base slightly bulbous 
and with tawny down. 

On the ground ; gregarious. 

Pileus 3-11 lines across, broadly campanulate, sometimes 
quite plane, of a beautiful yellow, inclining to ferruginous, 
edge slightly silky; gills yellow; stem 1-2 in. high, |-1 
line thick, scarcely fistulose, yellow above, then rufescent, 
clothed with little yellow scales, thickest below, and there 
covered with a dense tawny tomentum. (Cooke.) 

Var, papillata, Fries, Hym. Eur., p. 162. 
Pileus acutely conical, at length becoming depressed round 
the umbo. 

On the ground, in pine woods, &c. 

Var. myriadea, Kalchb., in Fries, Hym. Eur., p. 162. 

Usually about half the size of the typical form ; densely 
caespitose, pale tawny, gills pale brick-red with a flesh tinge. 

Covering pine trunks and imparting a velvety appearance 
owing to their numbers. 

This var. has not yet been recorded for Britain. 

Omphalia picta. Fr. 

Pileus 3-5 lines across, up to 7 lines high, membranaceous, 
cylindrico-campanulate, fuscous, disc umbilicate, usually 
yellow, the perpendicular sides striate, margin entire, paler; 
gills adnate, subdecurrent, from the singular form of the 
pileus, very broad, higher then broad, distinct, distant, 
whitish then tinged yellow ; stem 2-3 in. long, very slender, 
homy, rigid, stuffed, straight, glabrous, bay, base discoid, 
apex slightly thickened, paler. 

Agaricus (Omjplialia) pictus. Fries, Epicr., p. 126 ; Cke., 
Hdbk., p. 98 ; Cke., Illustr., pi. 272c. 

On fallen twigs and branches. 

There are two forms as follows: — B. Pileus conical, 
papillate ; C. smaller, umbilicus obsolete, disc coloured like 
rest of pileus ; stem slender, and without the expanded mem- 
branaceous disc at the base. Among fallen pine leaves. (Fries.) 
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Omphalia camptophylla. Berk. 

Pileus about i in. across, flesh very thin; convex, then 
expanded, deeply striate, disc bro^. pai; and g^-eyish 
towards the margin ; gills white, ascending for some distance 
from the front then abruptly decurrent ; stem about 2 in. 
high, very slender, equal, minutely downy, whitish, with 
radiating base, minutely flstulose. 

Agaricaa (Omphalia) camptophyllus, Berk., Outl., p. 133; 
Cke., Hdbk., p. 98 ; Cke., lUustr., pi. 210a. 

On sticks, &c. 

Solitary or subgregarious. Pileus ^ in. broad, brown, with 
a grey margin, stem 2 in. or more high, not a line thick, 
-with a few white fibres, under a lens minutely but beauti- 
fully pubescent ; base radiate-strigose, at first yellow, when 
full-grown pale above, pale rufescent below. (Berk.) 

Omphalia grisea. Fr. 

Pileus about J in. across, almost membranaceous ; cam- 
panulate then convex, slightly papillate, and at length a 
little umbilicate, not becoming truly expanded, glabrous, 
striate, hygrophanous, livid-grey then hoary; gills shortly 
decurrent, distant, distinct, broad, rather thick, greyish- 
white; stem up to 3 in. long, 1 line thick, apex slightly 
thickened, round, straight, even, glabrous, greyish-white, 
not rooting, rather firm, cartilaginous, soon hollow; spores 
7-8 X 4 fu 

Agaricus {Omphalia) griseus. Fries, Epicr., p. 127 ; Cke., 
Hdbk., p. 99 ; Cke., Illustr., pi. 210b. 

Among grass in woods, &c. 

Becalling to mind Cantharellua deveams, but differing in the 
more numerous, broader gills. 

Omphalia umbratilis. Fr. 

Pileus about 1 in. across, almost membranaceous,, obtusely 
oampanulate, then convex, umbilicate, glabrous, blackish- 
brown, margin slightly striate; gUls very slightly decur- 
rent, arcuate, crowded, broad, narrowed at both ends, white 
with a brownish tinge ; stem 1-8 in. long, about 1 line thick, 
equal, even, glabrous, blackish-brown, tough, tubular, tube 
stuffed ; spores elliptical, 7 X 5 /a. 

Agaricus (Omphalia) umbratilis, Fries, Epicr., p. 127; Cke., 
Hdbk., p, 99 ; Cke., Illustr., pi. 274a. 
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Sides of ditches and damp places. 

Gregarious, tough, hygrophanous ; pileus hoary when dry. 
Somewhat resembling 0. retosta, but distinguished by the 
crowded gills. 

Omphalia fibula. Bull. 

Pileus up to h iu. across, membranaceous, margin of pileiis 
drooping then expanded, sometimes tnily conical and papil- 
late, usually umbilioate and at length quite infundibuliform, 
hygrophanous, glabrous, striate when moist, pale when dry, 
orange-yellow, but sometimes brownish or entirely white; 
gills deeply decurrent, distant, distinct, broad, whitish; 
stem 1-1 i in. long, very slender, coloured like the pileus, 
stuffed then hollow ; spores elliptical, 4-6 X 2 u. 

Agaricua fibula^ Bulliard, Champ. France, 186, f. 1 ; Cke., 
Hdbk., p. 99 ; Cke., Illustr., pi. 274b. 

Damp places among moss, <&c. 

Also usually abundant on ground that has been burnt. 

Very slender and delicate, but tough, very elegant. Stem 
usually very slender and weak, but sometimes, especially in 
Alpine districts, more robust and straight. 

Pileus 1-6 lines broad, at first hemispherical, the margin 
inflexed, then plane; more or less depressed, yellow or 
tawny with a dusky centre, obscurely striated, the whole 
minutely pilose. Gills yellowish or white, distinct, not 
ventricose, decurrent. Spores white, round. 

Stem 1-1 i in. high, not a line thick, slender, yellow, or 
tawny with a violet-brown apex, the whole minutely pilose 
like the pileus and obsoletely fibrillose. (Berk.) 

Var, Swartzii, Fries, Monogr., i. p.l7; Cke., Hdbk., p. 
99 ; Cke., Illustr., pi. 274b. 

About the size of the typical form, but differing in the 
almost plane, whitish pileus with a brown disc, stem whitish, 
apex tinged with violet ; altogether firmer ; spores elliptical, 
4x2. 

On the ground. 

Omphalia directa. B. & Br. 
Very minute, nail-shaped, pileus rarely 1 line across, flat 
at the apex, white; gills decurrent, white; stem rather 
wavy, not 1 in. high, very slender, whitish with a tinge of 
rufous, clad with long hairs at the base. 
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Agaricus (Omphalia) directa. Berk, and Broome, Ann. Nat. 
Hist., no. 1931 ; Cke., Hdbk., p. 100 ; Cke., lUustr., pi. 251a. 

On dead leaves ; gregarious. 

Stem slightly rufous, thread-like, not an inch high. 
(B. and Br.) 

Omphalia belliae. Johnst. 

Fileus about ^ in. high and across, membranaceous, dry, 
top-shaped, infundibuliform, mouth partly closed by the 
incurved margin, pale wood-colour; gills decurrent, thick, 
paler than the pileus, interstices veined ; stem about li in. 
long, not I line thick, equal, cartilaginous, brownish below, 
pale above, hollow, adhering by a white cottony base. 

Agaricus helliae, Johnston, Ann. Nat. Hist., ser. i., vol. vi., 
t. 10, f. I ; Cke., niustr., pi. 251a ; Cke., Hdbk., p. 100. 

On dead stems of reed. 

Readily recognised by the peculiar form of the pileus. 

Omphalia gracillima. Weinm. 

Snow-white. Pileus 1-3 lines across, membranaceous, 
somewhat downy or ilocculose, sulcate; gills decurrent, 
rather distant, thin ; stem about ^ in. high, very slender, 
base cottony. 

Agaricm gracillimus, Weinm., Ross., p. 121 ; Cke., Hdbk., p. 
100; Cke., Hlustr., pi. 252, f. 1. 

On decaying herbaceous stems, and in damp places. 

A very delicate species, drying up, white, rather flocculose 
when young ; stem minutely hollow, as thin as a hair, soft, 
3—6 lines long, base cottony ; pileus membranaceous, hemi- 
spherical, sometimes umbilicate, sometimes papillate, never 
turned up, 2-3 lines broad, flocculose then almost glabrous, 
manifestly striate when moist. Gills decurrent, thin, rather 
distant, alternate ones shorter. 

Agreeing in many points with 0. atellata, but more delicate, 
pileus at first flocculose, form, and thin gills distinguish it. 
(Fries.) 

Omphalia buUula. Brig. 
Wholly white. Pileus 1-2 lines across, membranaceous, 
even, hemispherical, diaphanous ; gills arched, decurrent ; 
stem not 1 in. long, very slender. 

VOL. II. 2 D 
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Agaricua hullulay Briganti, t. 16, f. 1 ; Cke., Hdbk., p. 100; 
Cke., lUnstr., pi. 252b. 

On dead sticks. 

Somewhat resembling 0. integrella^ distingriislied by the 
even, diaphanous pileiis, and the broader gills. IScattered. 



♦* 



Integrelli, 



Omphalia integrella. Pers. 

White. Pilens 2-4 lines broad, membranaceous, conical 
when young, soon hemispherical, often deformed, expanded, 
disc depressed, then i in. and more across, margin striate; 
frills decurrent, narrow, fold-like, distant, usually disappear- 
ing within the margin of the pileus, equal or branched as in 
Cantharellus, but with the margin acute ; stem up to 1 in. 
long, slender, fistulose, rather firm, pilose below, base often 
attached by a minute downy bulb. 

Agaricus {Omphalia) integrellua, Pers., Icon. Pict., 1. 13, f. 5; 
Cke., Hdbk., p. 100 ; Cke., lUustr., pi. 252c. 

On rotten wood, leaves, grass, and on damp ground in 
shady places. 

Small, commonly fasciculate, especially when growing on 
wood, when the stem is incurved, fragile, variable in form, 
entirely white. (Fries.) 



CLITOCYBE. Fries, (figs. 14, 15, p. 301.) 

Pileus generally fleshy at the disc, and becoming thin 
towards the margin, flexible or tough, for the most part 
piano-depressed or infundibuliform, margin involute; gills 
more or less decurrent or adnate ; never sinuate ; stem 
central, externally compactly fibrous, somewhat elastic, 
stuffed, often becoming hollow ; veil either forming a downy 
silkiness on the pileus, or obsolete ; spores elliptical or sub- 
globose, smooth. 

Clitocyhe, Fries, Syst. Myc, i. p. 70; Cke., Hdbk., p. 45 
(as a subgenus of Agaricus), 

Undoubtedly the most difficult genus, so fax as the limita- 
tion of species is concerned, that is included in the Agaricinae. 
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Differs from Omjphalia in the stem being of a fibrous texture 
externally, and not compact and polished, or cartilaginous. 
Trichohma differs in the gills being sinuate or rounded 
behind. Colljbia also differs in the adnexed or almost free 
gills being rounded behind, and in the cartilaginous stem. 
Terrestrial, often clustered. 



ANALYSIS OF THE SPECIES. 

Group A. Pileus fleshy, often becoming pale when dry, 
but not hygrophanous. Flesh firm, not watery, nor splitting 
into two layers. Differs from Series B. in becoming pale and 
minutely silky when diy. 

I. DiSCIFORMES. 

Pileus somewhat equally fleshy; convex, then plane or 
depressed, obtuse ; gills at first adnate or regularly adnato- 
decnrrent. Normally solitary. 

* Pileus grey or brownish. 

** Pileus violet or rufescent. 

*** Pileus yellowish. 

**** Pileus greenish or pallid. 

***** Pileus white, becoming shining white. Kequire to 
be carefully distinguished , from the white hygrophanous 
species, and from the white species of Paocillus. 

II. DiFFORMES. 

Pileus fleshy at the disc, margin thin, umbonate at first, 
then expanded and depressed, irregular. Gills unequally 
decnrrent, long in some places, short in others ; sometimes 
Touiided or adnexed on one side, as in TricJioloma, Stem 
somewhat cartilaginous outside, but fibrous, caespitose, often 
coDnate, form very variable, sometimes quite solitary. 

2 D 2 
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III. Infundibuliformes. 

PileuB becoming thin towards the margin from the fleshy 
disc, at length entirely infundibuliforra or the centre deeply 
nmbilicately depressed, Stem spongy, externally fibrous. 
Gills descending, deeply and equally decurrent froni the first. 
Pilens often becoming discoloured or pale, but not hygro- 
phanous. 

* Pileus coloured, or growing pallid, superficially (at 
least under a lens), innately flocculose or silky, absorbing 
the moisture, hence not moist. 

** Pileus coloured or pallid, glabrous, moist in rainy 
weather. 

*** Pileus shining white, with scattered superficial flocci, 
then almost glabrous. 

Group B. Flesh of pileus thin, truly hygrophanous, soft, 
watery. 

IV. Cyathiformes. 

Flesh of pileus thin (consisting of two separable sheets), 
disc not compact, hygrophanous, depressed then cup-shaped; 
gills adnate at fii*st, then decurrent, descending, straight. 
Colour dingy when moist. 

V. Orbiformes. 

Pileus somewhat fleshy, hygrophanous, convex then 
flattened or depressed, polished, not squatnulose nor mealy; 
gills plane, horizontal, crowded, thin, adnate or with a 
decurrent tooth. Colour dingy or watery, becoming pale. 

* Gills greyish or olive. Pileus at first dark. 
** Gills whitish. Pileus becoming pale. 

VI. Versiformes. 

Pileus thin, convex then deformed, tough, more or less 
squamulose or furfuraceous ; gills adnate, broad, rather thick, 
for the most part distant and powdered with white. 

* Pileus squalid or brownish with dark squamules. 
♦* Pileus bright, all one colour. 
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I. DISCIFORMES. 
* Pileus grey or hroionish, 

Clitocybe nebularis. Batsch. 

Pileus 2-4 in. across, flesh white, very thick at the disc 
and gradually becoming thinner towards the margin ; con- 
vex, often obtusely gibbous, greyish soon pale and livid; 
gills slightly decurrent, arcuate, crowded, rather narrow, 
white then pallid; stem 2-3 in. long, up to | in, thick, 
slightly attenuated upwards, whitish, fibrillosely striate, 
firm, stuffed ; spores elliptical, 6x3*5 /x. 

Agaricua nebularis, Batsch, Elen., f. 193 ; Cke., Hdbk., p. 
45 ; Cke., lUustr., pi. 79. 

In woods, among dead leaves, &c. 

Esculent. Stem 3 in. long, about 1 iu. thick, white. 
Pileus 3-5 in. broad, clouded with grey, or dingy brown, at 
length grey, sometimes pruinose. (Cooke.) 

Gregarious, subcaespitose, tough, somewhat cartilaginous. 
Stem solid or stuffed, fleshy-fibrous, 2-3 in. long, in pine 
woods, 2-3 in. in damp mixed wocds, 4-6 lines thick, almost 
equal but often twisted and curved, glabrous, dingy white, 
apex more or less powdered with white meal. Disc of pileus 
truly fleshy, but becoming thin towards the margin, convex 
then plane, obtuse, or when young distinctly gibbous, some- 
tiroes symmetrical and regular, at others flexuous and waved, 
even, glabrous, rather hygrophanous, 1-3 in. across, smoky- 
brown, soon livid or grey when dry, never virgate. Flesh 
hyaline when moist, becoming white when dry. Gills adnate 
in the regular form, but when the pileus is irregular, decur- 
rent or rounded ; crowded, distinct, greyish- white from the 
first. Smell none. (Fries.) 

Clitocybe clavipes. Pers. 
Pileus 1 J-2J in. across, rather convex at first, soon plane, 
at length almost obconical, very obtuse, even, glabrous, 
dry, sometimes all one colour, brown, sooty, livid-grey, 
d^c, sometimes whitish towards the margin, very rarely 
entirely white; flesh loose in texture, white, thin at the 
margin; gills deeply decurrent, continued down the stem 
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as straight lines, rather distant, flaccid, quite entire, broad, 
entirely and persistently white; stem 2 in. long, base i 
in. and more thick, conically attenuated upwards, rather 
fibrillose, livid sooty, solid, spongy within, spores ellip- 
tical, 6-7 X 4: fl. 

Agaricus clavtpeSy Pers., Syn., p. 353; Cke., Hdbk., p. 45; 
Cke., Illustr., pi. 80. 

In woods, especially pine. 

Eesembling C. nebtdaris in colour, but quite distinct 
Smell pleasant, entire substance soft and elastic. (Fries.) 

Clitocybe comitalis. Fr. 

Pileus about I^ in. across, fleshy, convex then plane, 
obtuse, even, glabrous, rather moist but not hygrophanous, 
every part coloured alike, sooty-umber, almost black; flesh 
firm, white ; gills very slightly decurrent, horizontal, plane, 
thin, crowded, white; stem 2-3 in. long, 3-4 lines thick, 
equally attenuated upwards from the base, glabrous, sooty, 
elastic, stuffed ; spores elliptical, 7-8 X 4 ft. 

Agaricus comitalis. Fries, Monogr., i. p. 5; Fries, Icon., 
t. 47, f. 2. 

Damp places among mosses in pine woods, &c. 

Distinguished by the blackish colour of the almost flat 
pileus, and the very slightly decurrent gills. Somewhat 
allied to C, clavijteSj but firmer, smaller, and inodorous. 

Clitocybe gangraenosa. Fr. 

Pileus fleshy, convex then plane, obtuse, whitish, at first 
sprinkled with white powder, then naked, variegated, vir- 
gate ; gills slightly decurrent, arcuate, crowded, dingy 
white ; stem somewhat bulbous, soft, striate, spongy, solid. 

Agaricus (Clitocybe) gangraenosus, Fries, Epicr., p. 56 ; Cke., 
Hdbk., p. 45. 

In woods. 

Stinking; large, flesh becoming blackish and variegated 
with black. Stem curved, sometimes excentric. Pileus 
whitish, here and there greenish, livid, &c. (Fries.) 

Pileus whitish, livid, at length turning jet-black. (Cooke.) 

Var. nigrescenS; Lasch., Linn., vol. iv. n. 521 ; Cke., 
Hdbk., p. 46. 

Whitish; pileus thin, soft, at first convex, obtuse, then 
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plane, somewhat umbonate, and somewhat depressed ; gills 
decnrrent, very much crowded, narrow ; stem solid, downy. 

In larch plantations. 

Pileus 2-3 in. broad, stem Ij-lj in. long, 2-3 lines thick. 
Odour rather sweet, taste unpleasant. (Cooke.) 

Clitocybe polius. Fr. 

Pileus 1-2 in. across, ilesh ^ in. and more thick at the 
disc, gradually thinning out towards the margin; convex 
then plane, often obtusely gibbous especially when young, 
glabrous, pale grey, not hygrophanous ; gills rather deeply 
and equally decurrent, closely crowded, very narrow, white ; 
stem 2-3 in. long, | in. or more thick at the base, slightly 
attenuated upwards, glabrous, whitish, solid. 

Agaricus (Clitocyhe) polius, Fries, Hym. Eur., p. 80 ; Fries, 
Icon., p. 44, t. 48, fig. 1. 

Agaricus fumosus, var. polius, Cke., Hdbk., p. 52 (exclu. 
syn., Saund. & Sm., t. 13). 
• In woods. 

Gaespitose, clusters sometimes small, at others consisting 
of numerous individuals connate at the base ; the first con- 
dition is the typical one, more regular, stem solid, rather 
fleshy (not cartilaginous), equal, or slightly thickened at 
the base, straight, glabrous, 2-3 in. long, white. Pileus 
fleshy, orbicular, convex then flattened, 1 in. and more 
broad, even, glabrous, pale grey, opaque, not hygrophanous. 
Flesh white. Gills equally decuiTent, very much crowded, 
exceedingly narrow, quite entire, white. The second forms 
luxuriant clusters of large size, stems very numerous, con- 
nate at the base, thinner and often flexuous ; pileus thinner, 
often irregular from mutual pressure. 

The superficial appearance and analogous form suggest 
that the present species might be a form of G fumosa, but 
the structure is very different. (7. polius is fleshy ; C, fumosa 
somewhat cartilaginous, apex of stem pruinose, pileus at first 
sooty then livid, somewhat hygrophanous; flesh hyaline, 
whitish when dry. Gills irregularly decurrent, greyish- 
white. (Fries.) 

Clitocybe inomata. Sow. 
Pileus 3-4 in. across, flesh thick, white; plane or de- 
pressed, obtuse, even, smooth, cuticle separable, pale dingy 
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greyish-tan with a tinge of olive ; gills slightly decurrent, 
2 lines broad, crowded, plane ; stem about 1^ in. long, 4-6 
lines thick, nearly equal, longitudinally rugulose, firm, 
greyish. 

Agaricus inomaius. Sow., t. 342 ; Cke., Hdbk., p. 46 ; Cke., 
lUustr., pi. 246a (copied from Sowerby). 

Among grass. 

A species that has not been met with since Sowerby's time, 
and consequently not well understood. 

Clitocybe himeola. Fr. 

Pileus about ^ in. across, flesh thin, plane then depressed, 
umbilicate, very even, shining, slightly viscid when fresh, 
cuticle minutely silky, hoary ; tough, dry, grey then whit- 
ish; gills slightly decurrent, crowded, thin, rather broad, 
greyish-white; stem up to 2 in. long, scarcely 1 line thick, 
equal, flexuous, elastic, glabrous, grey, apex with white 
meal ; spores elliptical, greyish-white, 5 x 3 fu 

Agaricus (Glitocyhe) hirneolus, Fries, Epicr., p. 58 ; Cke., 
lllustr., pi. 246 ; Cke., Hdbk., p. 46. 

Among moss and grass by roadsides, &c. 

Small, gregarious, tough, but not hygrophanous, 

Var. major^ Fries, Monogr., i. p. 103. 

Pileus, 1^ in. broad, undulated, somewhat zoned, whitish. 

** Pileus violet or rufescent, 

Clitocybe cyanophaea. Fr. 

Pileus 3-4 in. across, rather flesh}' ; convex then plane, 
obtuse, glabrous, brownish with a blue tinge ; gills deeply 
decurrent, crowded, violet becoming pale ; stem about 3 in- 
long, ^ in. across at the thickened base, attenuated up- 
wards, bluish when young, apex abruptly white, solid, 
glabrous. 

Agaricus (^Clitocyhe) cyanophaeua^ Fries, Hym. Eur., p. 82. 

Agaricus nudua^ Harz , t. 30. 

In woods, &c. 

Somewhat resembling Tricholoma nudum, but distinct ia 
the deeply decurrent gills, &c. 

Var. Pengelleyi, B. & Br., Cke., Hdbk., p. 46 ; Cke., ll- 
lustr., pi. 264. 
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It is possible that this form may be specifically distinct ; 
but though it differs so much from the figure given by Gon- 
nerman and Eabenhorst, the characters answer so well to 
those which are given in Hym. Eur., that we do not consider 
it at present distinct. It occurred on two occasions; the 
abrupt white apex of the stem is very remarkable. (B. and 
Br.) 

The so-called variety only appears to differ from the 
typical form in having the stem attenuated at the base. 

Clitocybe opiparia. Fr. 

Pileus 2-4 in. across, flesh thick, white ; convex then 
plane, obtuse, even, glabrous, shining, yellowish red ; gills 
slightly decurrent, crowded, whitish; stem 2-3 in. long, 
^ in. and more thick, more or less equal, whitish, solid. 

AgariciLS (Clitocyhe) opipariuSj Fries, Epicr., p. 59; Cke., 
Hdbk., p. 382; Cke., lUustr., pi. 1183. 

Among moss under trees, &o. 

Stem solid, fleshy, firm, not elastic, 2-3 in. and more long, 
i-1 in. thick, equal or slightly attenuated at the base, 
glabrous, white. Pileus fleshy, convex then expanded, 
obtuse, 2-4 in. broad, even, at first with scattered fibrils, but 
soon very glabrous, without a separate pellicle, becoming 
pale but not hygrophanous, rosy flesh-colour, gilvous, or 
fleshy tan-colour ; flesh compact, white, unchangeable. Gills 
equally narrowed behind, acute, adnate or adnato-decurrent, 
crowded, usually connected by transverse veins, 3-4 lines 
broad, white. Smell not remarkable, taste pleasant. (Fries.) 

Clitocybe amara. Fr. 

Taste very bitter. Pileus 1 J-2J in. across, flesh rather 
thick at the disc, margin thin, convex then plane, obtuse, or 
sometimes slightly umbonate, dry, rufescent or yellowish 
tawny, slightly flocculoee; gills slightly decurrent, about 
IJ line broad, crowded, white; stem about 2 in. long, 4-6 
lines thick, tough, white, floccose then almost glabrous, solid ; 
spores elliptical, 4 x 2 /a. 

Agaricus {Glytocyhe) amarm, Fries, Syst. Myc, i. p. 87; 
Cke., Hdbk., p. 47 ; Cke., Illustr., pi. 134a. 

In woody places. 

A very distinct species, but the variable colour of the 
pileus is misleading. Varies to rufous-brown, whitish rufous. 
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paler towards the margin. Stem about 2 in. long, | in. 
thick. Pileus often unequal and wavy, not polished under 
a lens ; flesh firm but not thick. Taste very bitter. (Fries.) 

Clitocybe socialis. Fr. 

Pileus about 1 in. across, flesh rather thick at the disc; 
convex, soon expanded, rather acutely umbonate when young, 
then usually obtuse with age, even, glabrous, pale yellowish- 
red or almost flesh-colour; gills very slightly decurrent, 
scarcely crowded, becoming yellowish; stem about 1 in. 
long, 1-2 lines thick, ascending, glabrous, reddish, solid. 

Agaricus (Clitocybe) socialis. Fries, Icon., p. 47, pi. 49; 
Cke., Hdbk., p. 47 ; Cke., Illustr., pi. 134b. 

On fallen pine leaves. 

A very pretty species, densely gregarious, inodorous. 
Stem solid, fibrous, usually ascending, 1 in. long, 1 line or a 
little more thick, base thickened and rooting among pine 
leaves, strigose as in Marasmim peronatus. Flesh of pileus 
thin, white, convex then expanded, acutely umbonate, espe- 
cially when young, about 1 in. broad, even, glabrous, dry, 
reddish or for the most part reddish-yellow. Gills plano- 
decun-ent, not crowded, becoming yellowish. (Fries.) 

*** Pileus becoming yellowish. 

Clitocybe amarella. Fers. 

Smell strong ; taste very bitter. Pileus about 2 in across, 
plane, firm, somewhat umbonate, glabrous, reddish -yellow or 
pale fawn-colour, glabrous ; gills slightly decurrent, crowded, 
pallid with a grey tinge, dichotomous, somewhat shining; 
stem about 2 in long, 2 lines thick, tough, equal, base with 
white down, solid. 

Agancus amarellvs, Persoon, Myc. Eur., iii. p. 99 ; Cke., 
Hdbk., p. 47. 

Among grass (a doubtful native). The taste is bitter 
and disgusting, the smell like that of prussic acid. (B. & Br.) 

Clitocybe vemicosa. Fr. 
Pileus 2-3 in. across, flesh rather thick, convex then ex- 
panded, regular, obtuse but depressed when old, even, 
glabrous, shining deep yellow, margin incurved ; flesh white; 
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gills slightly decurrent, equally narrowed behind, rather 
distant, yellow; stem about 1 in. long, 3 lines thick, equal, 
even, glabrous, yellow, firm, tough, stuffed. 

Agaricus (Clitocyhe) vemicostis. Fries, Epicr., p. 60 ; Cke., 
Hdbk., p. 47 ; Cke., lllustr., pi. 265a. 

In larch woods, &c. 

Superficially resembling Tricholoma cerinum, but easily dis- 
tinguished by the gills not being crowded, but truly decur- 
rent, and not sinuate. Stem stuifed, firm, tough, 1 in. long, 
about 3 lines thick, equal, glabrous, yellow ; pileus fleshy, 
convex then expanded, obtuse, 1-2 in. and more across, even, 
glabrous, shining, yellow with a red tinge, margin involute ; 
flesh firm, white ; gills adnato-decurrent, equally attenuated 
behind, yellow, rather distant. (Fries.) 

Clitocybe venustissima. Fr. 

Pileus 1-2 in. across, flesh coloured ; convex then plane, 
obtuse, margin even when young then striate and elegantly 
crenate, glabrous, orange with a tinge of red, becoming pale ; 
gills decurrent, rather distant, coloured like the pileus ; stem 
1—1^ in. long, 1-2 lines thick, smooth but not polished, equal, 
glabrous, reddish-orange, stuffed then hollow ; spores ellip- 
tical, smooth, 6 X 3*5 ft. 

Agaricus (Clitocybe) venvstisssimtLS, Fries, Monogr., ii. p. 289 ; 
Cke., niustr., pi. 265b. ; Cke., Hdbk., p. 47. 

Among rotten pine leaves, &c. 

Gregarious, inodorous, slenderer than C. vemicosa ; stem 
stuffed when young, then hollow, 1 1 in. long, 2-3 lines thick, 
equal, glabrous, reddish-orange, base with white down. 
I^eus slightly fleshy, convex then expanded, regular, obtuse 
or somewhat umbilicate when old, 1-2 in. broad, silky, 
smooth, shining tawny, or reddish-orange, but becoming 
pale, margin sometimes even, sometimes crenate in large 
forms. Flesh similarly coloured. Gills truly decurrent, 
rather distant, golden yellow with a red or tawny tinge* 
(Fries.) 

Clitocybe subalutacea. Batsch. 
Pileus 1-2 in. across, fleshy, soft, convexo-plane then de- 
pressed, obtuse, unequal, glabrous, yellowish, becoming pale ; 
gills adnato-decurrent, broad, rather distant, whitish ; stem 
2 in. long, stuffed. Arm, elastic, naked. 
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Agaricus subalutaceus^ Batsoh, f. 194; Cke., Hdbk., p. 48. 

Under trees. 

Stature of C, venuatissima^ but firmer and the stem longer. 
Pileus becoming pale. Smell weak, resembling aniseed, or 
obsolete. (Fries.) 



**** Pileus greenish or pallid, 

Clitocybe odora. Sow. 

Fragrant. Pileus about 2 in. across, flesh rather thick, 
tough ; soon plane and wavy, even, smooth, pale dingy green, 
silky when dry ; gills adnate, rather close, broad, greenish 
or pallid ; stem about 1-1^ in. long, 2 lines thick, base in- 
crassated, elastic, stuffed ; spores elliptical, 6-8 x 4-5 /x. 

Agaricus odorus, Sowerby, t. 42 ; Cke., Hdbk., p. 48 ; Cke., 
Ulustr., pi. 101. 

In woods. 

Eeadily distinguished by the strong, aniseed smell, dingy 
bluish-green pileus, and the pallid or greenish gills. 

Sometimes somewhat cacspitose. Tough; size variable, 
colour varies between pale green and aeruginous-grey, 
usually all coloured alike, but the gills are sometimes white ; 
smell pleasant, spicy, especially when dry. (Fries.) 

We consider A, viridis, Withering, to be the same species, 
although Fries regards them as distinct. (Cooke.) 

Clitocybe Trogii. Fr. 

Smell very fragrant, spicy. Pileus about 2 in. across, 
flesh rather thick at the disc, becoming thin towards the 
margin, convex then expanded, obtuse, glabrous, minutely 
silky, uniform greyish-white, dull and opaque ; gills slightly 
decurrent, crowded, about 1^ line broad, whitish; stem 
about 1 in. long, 2-3 linos thick, almost equal, whitish, base 
downy, solid. 

Agaricus {Clitocybe') Trogii, Fries, Epicr., p. 59 ; Cke., 
Hdbk., p. 48 ; Cke., Illustr., pi. 102. 

Among leaves. 

Agreeing with (7. odora, in the fragrant, spicy smell, but 
known by the dingy pale grey, not green pileiis, and the 
stouter build of the entire fungus. 



CLITOCYBE. 413 

The colour approaching that of C. metachroa. Very 
fragrant. (Cooke.) 

Clitocybe rivulosa. Pers. 

Pileus 1-3 in. across, flesh thin, convex then plane and 
depressed, obtuse, often undulately lobed, dingy flesh-colour 
or rufescent, becoming pale, glabrous, then covered with a 
whitish down; gills slightly decurrent, broad, rather 
crowded, pinkish white; stem about 2 in. long, 3-4 lines 
thick, rather fibrillose, tough, elastic, whitish, stuffed ; 
spores elliptical, 6 x 3 • 5 ft. 

Agaricus rivulosus, Persoon, Syn., p. 369 ; Cke., Hdbk., p. 
48 ; Cke., lUustr., pi. 200a. 

Among grass by road-sides, &c. 

Mossy pastures, road-sides &c. From its variability in 
size and colour not usually recognised; solitary or oaes- 
pitose, most luxuriant in late autumn during rainy weather, 
btem stuffed, pith spongy, often becoming hollow, tough, 
elastic, 1-2 in. long, about 3-4 lines thick, equal, somewhat 
fibrillose, becoming whitish. Pileus fleshy, rather thin, 
convex, then plane, at length depressed, never umbonate, 
regular when young, 1-2 in. across, but becoming succes- 
sively expanded, and at length 3-4: in. across, wavy, undu- 
lately lobed, at firat with whitish, closely adpressed down, 
at length truly broken up and downy; margin at first 
incurved, downy ; at first with a tinge of flesh-colour, but 
becoming white when old and dry, sometimes tinged 
brownish; flesh compact, white; gills obliquely acute 
behind, not equally attenuated, adnate then somewhat 
decurrent, broad, rather crowded, with a flesh-colour tinge, 
then whitish, smell pleasant, taste sweet. (Fries.) 

Var. Neptuneus^ Batsch, Elench., fig. 18 ; Cke., lUustr., 
pL 200b. 

Smaller than the typical form. 

***** Pileus white, shining when dry, 

Clitocybe cerrusata. Fr. 

Pileus 1^-3 in. across, flesh thick at the disc, becoming 

thin towards the margin ; convex then almost plane, obtuse, 

even, minutely floccose then almost glabrous, white; gills 

annate, then decurrent, very much crowded, thin, perma- 
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nently wliite ; stem about 2 in. long, 3-5 lines thick, smooth, 
tough, elastic, naked, spongy and solid, white. 

Agaricus {Clytocyhe) cerrusatus. Fries, Syst. Myc, i. p. 92 ; 
Cke., Hdbk., p. 49 ; Cke., Illnstr., pi. 121. 

Among dead leaves, &c. 

Taste mild, smell almost obsolete. Stem rather thickened 
at the base and often tomentose. Pileus said to be gibbons, 
but not umbonate nor becoming rufescent. Gills not 
changing to yellowisb. (Fries.) 

Entirely white, inodorous, taste sweet, stem solid, fibrous, 
elastic, 2-3 in. long, base thickened and more or less covered 
with white down, naked upwards, smooth. Peleus fleshy, 
convex then expanded, obtuse or gibbous, 2-3 in. broad, even, 
glabrous, floccosely fibrillose at first, margin involute, downy. 
Flesh soft, white. Gills adnate then slightly decurrent, 
crowded, thin, quite entire, narrow, never tinged with 
yellow. (Fries.) 

Var. difformis. Fries, Hym. Eur., p. 86 ; Cke., Hdbk., p. 
49 ; Cke., Illustr. pi. 122. 

Caespitose; often very large, pileus undulately lobed; 
stem short, longitudinally rugose ; gills at length pallid. 

The pileus is sometimes adpressedly floccose at first, from 
2 to 7 in. across in the same cluster, the larger stems 1 in. 
thick and long. (Fries.) 

Clitocybe phyllophila. Fr. 

Whitish-tan. Pileus 1-3 in. across, rather fleshy, convex 
then plane, becoming umbilicate and depressed, sometimes 
wavy, smooth and even ; gills thin subdistant, white then 
tinged with ochre, rather broad, very slightly decurrent; 
stem 2-3 in. long, equal, stuffed then hollow, whitish, tough, 
silky-fibrillose ; spores 6 x 4 ft. 

Agaricus (^Clytocyhe) phyllopMluSy Fries, Hym. Eur., p. 87; 
Cke., Illustr., t. 81. (Colour too white, both pileus and 
gills.) 

Among leaves in woods, &c. 

Somewhat caespitose, tough, not at all hygrophanous, 
smell scarcely observable. Stem elastic, fibrous externally, 
stuffed with a spongy pith which sometimes disappears, 
leaving the stem hollow, always tough, base incurved (but 
not bulbous) downy, from 2-3 in. long, for the rest veiy 
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variable, sometimes erect, sometimes decumbent, at times 
glabrous above, white. Pilens fleshy, convex then piano- 
depressed, obtuse, but never truly infundibuliform, often 
excentric and repand, 2-4 in. across, pale tan then pallid- 
-white (same colour both moist and dry), surface with a very 
delicate silky down, silky towards the margin. Gills adnate, 
slightly decurrent, 2-3 lines broad, scarcely crowded, white 
at first then becoming pallid or almost whitish-tan. (Fries.) 

Clitocybe pithyophila. Fr. 

White. Pileus 1^3 in. across, flesh thin, more or less 
plane and umbilicate, often becoming waved and lobed, 
hygrophanous, becoming shining white when dry, glabrous ; 
guls slightly decurrent, about 2 lines broad, crowded, per- 
sistently white ; stem about 2 in. long, 2 lines thick, equal, 
often compressed, white, glabrous, base downy, imperfectly 
hollow. 

Agaricua (JJlitocybe) pithyophilvs. Fries, Hym. Eur., p. 87 ; 
Cke., Hdbk., p. 49 ; Cke., Illustr., pi. 103a (colour too pallid- 
tan, both pileus and gills). 

On the ground in pine woods, &c. 

Gregarious or slightly caespitose. Allied to C. phyllophila^ 
but distinguished by the persistently white gills and white 
pileus.' Smell pleasant. C. tuha closely resembles the 
present species, but diflers in the deeply decurrent gills. 

Gregarious, somewhat caespitose, white, but watery when 
moist, somewhat hygrophanous, in which respect it diflers 
from (7. phyUopliilua^ which is the same colour moist and dry ; 
stem imperfectly hollow, round then compressed, equal, even, 
glabrous, base (not bul'bous), with white down. Pileus thin, 
almost plane, umbilicate, at length deformed, wavy and 
undulately lobed, 2-3 in. broad, even, glabrous, flaccid, 
whitish when moist, shining-white when dry, margin 
slightly striate when old. Gills adnate, slightly decurrent, 
very much crowded, plane, 2-3 lines broad, distinct, quite 
entire, white. Smell not remarkable. (Fries.) 

Clitocybe tomata. Fr. 

White. Pileus 1-2 in. across, disc fleshy, remainder thin, 

flesh white; orbicular, flattened or somewhat depressed 

round the gibbous disc, at length minutely downy, somewhat 

shining ; gills very slightly decurrent, horizontal, crowded ; 
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stem about 1 J in. long, 1^2 lines thick, equal, glabrous but 
not polished, slightly striate, tough, stuffed ; spores ellip- 
tical, 4-6 X 3-4 fi. 

Agaricua {Clitocyhe) tomatus, Fnes, Syst. Myc, i. p. 91; 
Cke., lUustr., pi. 103b; Cke., Hdbk., p. 50. 

In woods, &c. 

Distinguished among allies by its small size, and regularity 
of form. Stem stuffed, tough, fibrous, IJ in. long, li— 2 lines 
thick, equal, or attenuated towards the base, round, glabrous 
but not polished, white, base downy. Disc of pileus fleshy, 
the remainder thin, convex then flattened, at length de- 
pressed round the gibbous disc, 1-2 in. across, absolutely dry, 
entirely white, properly glabrous, but somewhat silky from 
the agglutinated veil, as in C. rivulosa ; at length the surface 
slightly broken up and downy. Flesh white. Gills hori- 
zontal, entirely adnate, with a decurrent tooth, plane, very 
crowded, 1 line or more broad. (Fries.) 

Clitocybe candicans. Pers. 

Entirely white. Pileus about 1 in. across, flesh thin, 
convex then plane or slightly depressed, umbilicate, regular 
or slightly eccentric, even, with an adpressed silkiness, 
shining, shining white when dry; gills adnate then slightly 
decurrent, crowded, very thin, narrow, straight ; stem 1^2 
in. long, 1-2 lines thick, even, glabrous, cartilaginous, 
polished, equal, hollow, base incurved, rooting, downy; 
spores broadly elliptical or subglobose, 5-6 X 4 /a. 

Agaricus candicans, Persoon, Syn., p. 466 ; Cke., lUustr., 
pi. 82 ; Cke., Hdbk., p. 50. 

Among damp fallen leaves, &c. 

Entirely white, small, rather tough; approaching (hn- 
phalta in the stnicture of the stem. The following form is 
described by Fries as occurring in pine woods. 

Stem thin, flexuous, base glabrous; pileus plane, not 
umbilicate, naked (without silky down). Gills scarcely de- 
current. 

A remarkable form but scarcely to be separated as a 
species. (Fries.) 

Clitocybe dealbata. Sow. 
Pileus 1-1 1 in. across, flesh thin, dry, white, tough; 
convex then plane, at length upturned and wavy, always 
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dry, even, glabrous, rather shining, at length minutely mealy 
under a lens, white ; gills adnate, scarcely decurrent, thin, 
crowded, white ; stem about 1 in. long, 2 lines thick, equal, 
often ascending, whitish, apex mealy, staffed, often becoming 
hollow, entirely fibrous, white; spores elliptical, 4-5 x 
2-5 /Lt. 

Agaricus dealbatua, Sowerby, t. 123 ; Cke., Hdbk., p. 60 ; 
Cke., Illustr., pi. 104. 

In sunny places among grass, &c. A form often occurs on 
old mushroom beds. 

Small, sweet, inodorous, or nearly so, tough, entirely white. 
Pileus orbicular, or irregular and wavy. C. ericetorum 
differs in the distant, decurrent gills. Solitary or often 
caespitose. 

Var. minor, Cke., Hdbk., p. 50; Cke., Illustr., pi. 173. 
Smaller and more elegant than the typical form, pure 
white, pileus opaque ; smell like meal. 
Among dead leaves. Gregarious, 

Clitocybe gallinacea. Scop. 

White; acrid. Pileus 1-1 J in. across, rather fleshy at the 
disc, margin thin ; convex then depressed, but not infundi- 
buliform, even, dry, opaque ; gills slightly decurrent, narrow, 
crowded, thin; stem about ij in. long, 2 lines thick, equal, 
even, soUd. 

Agaricus gallinaceusy Scopoli, Cam., p. 433 ; Cke., Hdbk., 
p, 50 ; Cke., Illustr., pi. 174. 

Among grass, moss, &o. 

Strong odour. (Cke. ) 

Besembling CI. dealhata in form, but smaller, opaque, 
dingy white, taste somewhat acrid. Stem solid, but not 
cartilaginous, about 2 in. long, equal, ascending or flexuous, 
excentric, at first floccosely mealy, always opaque, white. 
Pileus slightly fleshy, convex then plane, not depressed, 
obtuse, ^-1 in. broad, unequal, dry, pruinosely hoary ; flesh 
white, compact, but thin. Gills adnato-decurrent, thin, 
crowded, plane. (Fries.) 
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II. DIFFOEMES. 



Clitocybe decastes. Fr. 

DeDsely caespitoee. Pileus 5-12 in. across, soon almost 
plane, disc gibbous or obtuse; margin at first shortly in- 
curved, then expanded, very much waved and often lobed, 
even, glabrous, dingy-brown or livid when moist, pale clay- 
colour when dry ; flesh exceedingly thin except at the disc, 
whitish; stem 4-7 in. long, ^1^ in. thick, Ubually slightly 
thinner upwards, rather soft, entirely fibrous, solid, white, 
usually curved and ascending, coalescent into a solid mass 
at the base; gills adnato-decurrent, or often more or less 
adnexed, up to J in. broad, rather narrowed towards the 
the margin, often wavy; spores globose, smooth, 4 ji 
diameter. 

Agaricus (Clytocyhe) decastes. Fries, Epicr., p. 65; Cke., 
Ildbk., p. 51 ; Fries, Icon., t. 52. 

On the ground. 

In open grassy places on the ground, forming dense tufts 
containing in some instances as many as 40 individuals. 
The btalks are entirely fibrous and easily split into longi- 
tudinal shreds. The pileus reaches up to 1 foot in diameter, 
flesh very thin, margin much waved and often distorted 
from mutual pressure, glabrous, smoky-brown, or livid, 
shining as if oiled. The stems are usually more or less 
grown together at the base. The tufts are usually much 
smaller when growing in woods. 

Clitocybe subdecastes. Cke. & Mass. 

Clustered. Pileus 1 J-2^ in. high and broad, flesh rather 
thin; campanula to or convex, very obtuse, even smooth, 
pale ochraceous at the disc, becoming paler and whitish 
towards the more or less lobed margin ; gills slightly rounded 
behind, adnate, 2-3 lines broad, narrower in front, rather 
crowded, white; stem 4r-b in long, ^-^ in. thick, equal, 
fibrillose, whitish, base smooth; spores globose, 4-5 /t 
diameter. 

Agaricus (Clitocybe) subdecastes, Cke. and Mass., Cke., 
Hdbk., p. 366 ; Cke, Illustr., pi. 958. 

On the ground. 
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Several stems are frequently grown together at the base. 
Pileus not becoming much expanded, and often irregular 
from mutual pressure. A very fine and distinct species. 
One of the many interesting fungi found by the late Dr. 
Carlyle, of Carlisle. 

Clitocybe ampla. Pers. 

Pileus 3-6 in. across, flesh thick at the disc, becoming thin 
towards the margin, when young almost cartilaginous and 
tough, convex then plane, somewhat gibbous, unequal, 
"wavy ; lax when old, even, glabrous, rarely virgate, sooty 
when moist and young, then livid, hoary or slightly silky 
when dry; stem solid, stout, up to 6 in. long, 1 in. thick, 
nearly equal, but often twisted, naked, white, apex downy, 
fleshy-fibrous internally, but the surface polished and some- 
'what cartilaginous; gills often rounded on one side and 
decurrent on the other, up to 1 in. broad, rather distant, 
often crisped when youno:, more or less serrulate, at first 
smoky horn-colour then whitish. 

Agaricfis {Clitocybe) amplus, Fries, Syst. Myc, i. p. 95 ; 
Cke., Hdbk., p. 365. 

In woods among moss, &q. 

Gregarious, sometimes in small clusters. Usually very 
large (pileus 1 foot broad, stem 6 in. long, 1 in. thick, gills 
up to 1 in. broad), but also smaller. Pileus somewhat 
gibbous, never depressed, sooty then livid, sometimes very 
smooth, at others virgate, hoary and somewhat silky when 
dry. Gills often sinuate on one side, rather crisped and 
serrulate. Stem slightly thickened at the apex, slightly 
downy. Smell none. (Fries.) 

Clitocybe aggregata. Schaeff. 

Pileus 2-4 in. across, flesh thin, flaccid ; convex then ex- 
panded, often gibbous, wavy and often very irregular, silkily 
▼irgate or minutely wrinkled, greyish livid or pale yellow- 
mfesoent, becoming pale ; gills unequally decurrent, crowded, 
broad, pinkish-yellow or pallid; stems often growing to- 
gether at the base, variable in size, unequal, somewhat 
flbrilloee, thinner at the base, pinkish-yellow or whitish. 

Agarkus aggregatuSy Schaeffer, t. 305 and 306 ; Cke., Hdbk., 
p. 51 ; Cke., illustr., pi. 182. 

In oak woods ; on sawdust, &q. 

2 E 2 



420 FUNGUS-FLOBA. 

Caespitose, very irregular, often eccentric, lobed; habit 
almost that of Pleurotus ostreaius. Stem elongated or short, 
reddish-white. Pilous greyish-livid then rufescent, often 
marked with darker spots. Beadily distinguished f^om C. 
decastes by the flaccid, often excentric pilens, and the 
yellowish flesh-coloured, somewhat flbrillose stem and gills. 
(Fries.) 

Clitocybe elixus. Sow. 

Pileus 2-4 in. across, flesh thick at the disc, becoming thin 
towards the margin, at first umbonate, then flattened and 
depressed, margin more or less wavy, minutely downy and 
streaked, disc smoky-buff, margin paler, marked with dingy 
spots ; gills decurrent, distant, whitish ; stem 1-1^ in. high, 
§ in. thick, sometimes more, about equal, coloured like ^e 
pileus, solid ; spores elliptical, white, 7 x 4 /x. 

Agaricaa elixus, Sowerby, Fung., t. 172: Cke., Hdbk, 
p. 51 ; Cke., Illustr., pi. 280. 

In woods. 

Solitary. Pileus becoming pale and slightly silky; gills 
unequally decurrent, connected by veins. (Fries.) 

Pileus 2 in. broad, at first very strongly umbonate, ob- 
conical, at length flat or even depressed, with the border 
flexuous, not the least involute in any stage of growth ; disc 
fuliginous, very minutely virgate; border whitish, with 
dingy sodden spots. Stem 1 in. high, f in. thick, or 
2 in. high and f in. thick; sometimes short and stout, 
sometimes much elongated, dingy like the pileus, clothed 
with matted down which reaches up to the base of the gills, 
often smooth at the base, which is buried amongst leaves and 
attached to them by the downy mycelium; solid, mottled 
within, slightly discoloured beneath the cuticle ; gills very 
distant, decurrent, white, interstices more or less veined. 
Spores elliptic ; spicules long. Much eaten by slugs. This 
is certainly quite a distinct species from Ag, camanophyllus, 
to which Fries refers it. The gills are by no means thick; 
they are narrow and white, not glaucous. The whole plant 
in moist weather is like a sponge sodden with water. It 
does not appear to me to have any affinity with Hygrophortu, 
When young the pileus has quite the form of Oomphidm 
glutinoms, (Berk.) 
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Clitocybe fumosa. Fers. 

Pileus 1-3 in. across, fleshy, margin thin ; convex, often 
gibbons when young, regular or wavy, even, pellicle not 
separable, glabrous, Kooty-brown, soon livid or grey when 
dry; gills adnate in regular forms but often decurrent when 
the pileus is irregular, crowded, distinct, greyish-white from 
the first ; stem 2-3 in. long, 3-6 lines thick, almost equal, 
often twisted or curved, glabrous, dingv white, apex mealy, 
solid, fibrous ; spores subglobose, 5-6 /* diam. 

Agaricm fumosus, Persoon, 8yn., p. 348 ; Cke., Hdbk., p. 
51 ; Cke., lUustr., pis. 175 and 645. 

In woods. 

Gregarious, somewhat caespitose, tough, rather cartila- 
ginous. Known from 01. elixa by the truly obtuse pileus, 
which is never virgate, often regular. Smell none. (Fries.) 

Clitocybe tumulosa. Kalchbr. 

Caespitose. Pileus 1-2 in. across, disc fleshy, margin 
thin; oonico-convex then expanded, obtusely umbonate or 
obtuse, even, glabrous, brownish-umber, becoming pale; 
margin drooping ; gills more or less decurrent or slightly 
emarginate, crowded, narrow, white, then greyish ; stem 
3-5 in. long, unequal, usually thicker below, minutely 
downy, pallid, solid. 

Agaricus {Glytocyhe) tumuhsus, Kalchbrenner, Hym. Hung. 
Icon., pi. 5; Cke., Hdbk., p. 52 ; Cke., lUustr., pi. 105. 

On the ground in woods. 

Beadily distinguished by the densely clustered habit, and 
the umber pileus. The gills are very variable, sometimes 
distinctly decurrent, at others rounded behind, and almost 
resembling a Trichohma, 

Clitocybe pergamena. Cooke. 

Densely tufted. Pileus 1-2 in. across, flesh thick at the 
disc, thin elsewhere ; pallid like vellum, rather cartilaginous, 
convex then plane, obtusely umbonate, smooth, even ; gills 
broadly adnate with a decurrent tooth, 2 lines broad, rather 
crowded, white ; stem 4-5 in. long, 2-3 lines thick, equal, 
ascending with a cartilaginous coating which often cracks 
up in flaps, whitish, squamuloso at the apex, solid. 

Agaricus (Clitocybe) pergamenm, Cke., Hdbk., p. 52 ; Cke., 
Illustr., pi. 643. 
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On Btumps. 

Eeadilj distinguished by the densely tufted habit, and 
growing on wood. The distinctly cartilaginous stem suggests 
the genus Omphalia, but the gills are not truly decurrent. 

Clitocybe cryptarum. Letell. 

Densely caespitose. Pi lens somewhat conical, depressedly 
floccose, spotted with brown ; gills rather decurrent, narrow, 
arcuate, white ; stem white, rather striate, virgate, attenuated 
upwards, more or less compressed, narrowly fistulose. 

Agaricus cryptarum^ Letellier, Champ., p. 92, f. 88 ; Cke., 
Hdbk., p. 52. 

On sawdust. 

Habit that of C, tumulosa. Pileus varying much in size, 
according to the dimensions of the clusters. Inodorous, 
iuBipid ; stem mottled within. (Berk. & Broome.) 

A doubtful species, respecting which little is known; 
Berkeley and Broome consider that they met with the species 
intended by Letellier. Fries, on the other hand, considers 
that it may be a form of Collyhia fusipes, 

Clitocybe opaca. Fr. 

White. Pileus lJ-2^ in. across, flesh thickish at the disc, 
very thin elsewhere, convex, then expanded, umbonate, often 
•depressed round the umbo, wavy, even, opaque, minutely 
flocculose ; gills adnate with a suggestion of being decurrent, 
closely crowded, about 1\ line broad, white; stem. 1^2^ in. 
long, 2-3 lines thick, unequal, somewhat flbrillose, wavy, 
stuffed. 

Agaricus (Clitocybe) opacm^ Fries, Hym. Eur., p. 93 ; Cke., 
Hdbk., p. 52 ; Cke., Illustr., pi. 176. 

In woods. 

Solitary'' lor caespitose and grown together at the base. 
Closely allied to 0. cerrusata^ with which it was once joined, 
and differing mainly in the umbonate pileus. 

Clitocybe occulta. Cooke. 
Pileus 1^-2 J in. across, flesh rather thick at the disc, thin 
elsewhere, white ; convex then plane and depressed, even, 
smooth, but innately streaked or virgate, viscid, pallid, 
smoky about the disc, whitish at the margin ; gills adnate 
and very slightly decurrent, scarcely emargiuate, white, 
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about IJ line broad; stem lJ-2 in. long, 3-4 lines thick, 
equal or slightly expanded into the pileus, white, fibrillosely 
striate, often curved, solid. 

Agaricua (JJlitocyhe) occultm, Cke., Grev., xix. p. 40 ; Cke., 
Hdbk., p. 382; Cke., Ulustr., pi. 1184. 

Gregarious on charred ground. 

Substance white, tough, cartilaginous. Known by the 
viscid pileus and scarcely or not at all decurrent gills. 

Clitocybe monstrosa. Sow. 

Pileus 1 \-2^ in across, flesh rather thick, at first convex 
and umbonate, at length waved and lobed, white, opaque as 
if whitewashed ; margin incurved ; gills scarcely rounded 
behind, but not truly decurrent, rather distant, white or 
cream-colour; stem up to 1 in. long, ^1 in. thick, com- 
pressed, solid, streaked, opaque white, slightly rooting, 
downy-squamulose above. 

Agaricus monatroaus, Sowerby, t. 283 ; Cke., Hdbk., p. 53 ; 
Cke., Illustr., pi. 648. 

On the ground. 

Often densely caespitose, and then not compressed. (Cooke.) 

III. INFUNDIBULIFOEMES. 
* Pileus coloured^ or becoming pallid^ silky. 

Clitocybe gigantea. Sow. 

Pileus 6-10 in. across, flesh rather thin in proportion to 
the size of the fungus, white, or tinged with tan, glabrous, 
•when moist, slightly flocculose when dry ; margin involute 
then spreading, glabrous, rather coarsely grooved; gills 
43lightly decurrent, broad, very much crowded, branched and 
connected by veins, whitish then pale tan-colour, not sepa- 
i-ating spontaneously fiom the hymenophore ; stem 1-2 in. 
long and nearly the same in thickness, equal, pallid, solid ; 
«pores white, 5 x 3 /x. 

Agaricus giganteus. Sow., t. 224. 

Agaricus (Clitocybe) giganteus, Fnes, Monogr., i*., p. 118; 
Cko., Hdbk., p. 53 ; Cke., Illustr., pi. 106. 

Paxillu8 giganteus, Fries, Hyra. Eur., p. 401. 

In woods, &c. 
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Hjmenophore not homy. 

A very distinct species, very showy, large* subcaespitoae, 
entirely whitish tan-colour; without close affinities. Stem 
solid, compact and firm inside and outside, 2^ in. long, 1-2 in. 
thick, equal, even, glabrous. Pilens depressed from the first, 
then broadly, i.e., plano-infundibuliform, thin but equally 
fieshy, soft, not flaccid, but easily splitting from the mai^in 
towards the centre (almost papery and involute when old), 
upwards of a foot broad, often excentric and generally 
sinuately lobed, moist and adpressedly downy when growing, 
slightly fiocculose and cracked into squamules when diy; 
margin at first very thin, involute, pubescent, soon 
spreading, glabrous, at length re volute, coarsely sulcato, or 
radiately rugose ; gills slightly deeurrent, closely crowded, 
almost 3 lines broad (2-3 times as broad as thickness of 
flesh of pileus), connected by veins, thin, fragile, straight, 
but sometimes varying to crisped and ana<«tomosing, whitish 
then yellowish or tinged with rufous, smell weak. (Fries.) 

Glitocybe maxima. Giirtn. Ss Mey. 

Pileus 6-9 in. and even a foot across, disc fleshy, remainder 
thin, rather flaccid, broadly infundibuliform, somewhat 
umbonate, dry, pale tan or whitish, surface becoming slightly 
silky or downy, maigin even ; gills deeply deeurrent, rather 
crowded, soft, wliitish ; stem 3-4 in. long, 1 in. thick,, 
attenuated upwards, fibrillose, whitish, solid; spores 6 x4/x. 

Agaricua maximus, Gartn. and Meyer, Fl. Wett., p. 329; 
Cke., Hdbk., p. 53 ; Cke., lUustr., pi. 135. 

Woods and pastures. 

From the large size and colour, often confounded with 
CI, giganteua, with which the present is not truly allied. 
Much larger than CL infundibuliformia. Stem solid, compact, 
but spongy within, elastic up to 4 in. long and 1 in. thick, 
attenuated upwards, fibrillosely striate, whitish. Pileus 
fleshy, disc compact, remainder thin, rather flaccid, not 
splitting as in CI. giganteus, broadly infundibuliform, umbo 
central, gibbous, up to 1 foot across, always very dry, hence 
ihe surface is silky and almost even or squamulose, pale tan- 
^^olour or whitish ; margin involute, pubescent, always even. 
Flesh white, at length soft. Gills deeply deeurrent, acu- 
minate at both ends, somewhat crowded, soft, simple, whitish. 



CLITOOYBE. 425 

not changeable. Smell weak, pleasant, almost as in C7. 
giganteua, (Fries.) 

GUtocybe infundibuliformis. Schaeff. 

Fileus up to 3 in. across, disc fleshy, remainder thin; 
when yonng quite firm, convex then depressed, nmbo gibbous, 
margin involute, softer and flaccid wlien adult and entirely 
infnndibuliform, with a silky sheen, yellowish flesh-colour 
then bufif, becoming pallid ; flesh soft, white ; gills truly 
decurrent, rather crowded, much narrowed and acute at botn 
ends, soft, white ; stem 2--3 in. long, 3-5 lines thick, stuffed^ 
externally firm, elastic, conically attenuate, rarely equal,, 
pallid, base with white down ; spores 5-6 X 3-4 /a. 

Agaricua (JJlitocyhe) infundibultformia, Cke. Illustr., pi. 107 ; 
Cke., Hdbk., p. 54. 

Agaricua infundibuliformia, Schaefifer, t. 212. 

Among moss in fields and woods. 

Smell pleasant ; disc fleshy, margin thin, not moist, but 
rather silky under a lens, colour variable, as in most speoiea 
in the present section, more or less rufescescent or flesh- 
colour, passing through buff to whitish, &c., but not white at 
first. 

Var. membranaceous. Fries, Monogr., i. p. 24; Cke.^ 
Hdbk., p. 54 ; Cke., Illustr., pi. 646. 

Diflers from the typical form in every part being more 
slender; stem equal; pileus not umbonate and brighter in 
colour. 

In pine woods. 

GUtocybe trnllaeformis. Fr. 

Pileus about 2 in. across, flesh equal, snow-white, infun- 
dibuliform, margin flat and speading, always obtuse, floe* 
cosely downy, dry, greyish-brown, not changing colour ; gill& 
truly decurrent, distant, connected by veins, 2-3 lines broad, 
shixung white; stem about 2 in. long, stuffed, firm, elastic,, 
attenuated upwards, fibrillosely striate, grey, downy below. 

Agaiicus (Glytocyhe) trullaeformis, Fries, Epicr., p. 68 ; Cke.,^ 
Hdbk., p. 54. 

Among grass, bushes, &o. 

Smell scarcely evident, resembling C, eyathiformis in general 
form, and in the colour of the stem and pileus, but differs in 
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not being lijgroplianoTiB, flesli Bnow white, and gills sbiniDg 
white. 

The rather distant gills, which are connected by veins, 
and infandibuliform pilutis, distingtdsh this species, which is 
not hygrophanous. (B. and Br.) 

Glitocybe incilis. Fr. 

Pilens about 2 in. across, flesh thin, plane and umbilicate, 
then infundibuliform, even, silky-flocculose, appearing almoet 
glabrous when young, obtuse, almost brick-red colour, the 
incurved margin crenate ; gills more or less decurrent, ar- 
cuate 2-3 lines broad, distant, connected by veins, white then 
pallid, but not yellow ; stem generally about ^ in. long, 2-3 
lines thick, or more when compressed, usually thinner down- 
wards, brick-red, at first with a very delicate mecJy down, 
fibrous, tough, unequal, hollow ; spores elliptical, 7 X 4 /a. 

Agaricas XClitocyhe) incilis. Fries, Epicr., p. 69 ; Cke., Hdhk., 
p. 54 ; Cke., Illustr., p. 281a. 

On the ground in woods, &c. 

A variable species, sometimes with a mealy smell, some- 
times without smell. 

Clitocybe sinopica. Fr. 

Smell strong, resembling new meal. Pileus about 1 in. 
across, flesh thin, soon plane and slightly depressed, umbili- 
cate, dry, at first glabrous then flocculose, dry, brick-red then 
becoming pale ; gills slightly decurrent, very much crowded, 
rather broad, white then yellowish; stem J -2 in. long, 1 J 
line thick, equal, rather fibrillose, coloured like the pilens, 
stuffed. 

Agaricua (JJlitocyhe) ainopicus. Fries, Syst. Myc, i. p. 83; 
€ke., Hdbk., p. 360 ; Cke., Illustr., pi. 647. 

In woods, chiefly on scorclied places. 

Small, appearing in spring or summer. Easily distin- 
guished by the strong smell of new meal. Varies slightly or 
deeply umbilicate. Pileus at first red, appearing even and 
glabrous, then evidently flocculose and becoming pale. 

Allied to C, incilis, which differs in the hollow stem, mar- 
gin of pileus incurved and slightly crenate, and the slightly 
decurreni, distant gills connected by veins. (Fries.) 
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Olitocybe parilis. Fr. 

Fileus about f in. across, plane, depressed at the disc, ato- 
mate, disc flocculose, not striate, greyish-white, not hygro- 
phanous ; gills deeply decnrrent, very much crowded, narrow, 
greyish-white ; stem about 1 in. long and 1 line thick, equal, 
even, glabrous, naked, greyish-brown, tough. 

Agaricus (Clitocyhe) parilisj Fries, Epicr., p. 69 ; Cke., II- 
lustr., pi. 281b. 

On the ground in woods. 

Slightly hygrophanous, but not becoming white. (Cooke.) 

** Pileus coloured or pallidj glabrous. 

Clitocybe geotropa. Bull. 

Pileus 2-5 in. across, flesh thick, white ; convex, then plane 
and finally more or less depressed, obtusely umbonate, the 
prominence 'remaining after the pilens becomes depressed, 
very smooth, even, margin thin, incurved, downy, pale 
pinkish-tan or bufif; gills decurrent, crowded, narrow, simple, 
w^hite, then coloured like the pileus ; stem 3-5 in. long, 1 in. 
4>r more thick at the base, slightly attenuated upwards, com- 
pact, flbrillose, coloured like the pileus or paler, solid ; spores 
elliptical, 6-7 x 4-5 fi. 

Agaricus geotrofms^ Bull., t. 573, f. 2 ; Cke., Hdbk., p. 53 ; 
Cke., Illustr., pi. 83. 

In woods and on their borders. Often in riugs or troops. 

Differs from 0. maximia in being firmer, glabrous, and 
colour much more variable; from C, gilva in the thinner 
pileus, leps crowded gills, and white flesh. 

Fileus li-3 in. across, truly fleshy, convex then piano-de- 
pressed, usually gibbous, even, very smooth, moist in rainy 
weather, flesh-coloured tan, with drop-like spots when young, 
these however usually disappear with age, margin thin, pu- 
bescent, inflexed ; flesh white ; gills deeply decurrent, simple, 
2-3 lines broad, somewhat crowded, white becoming pallid ; 
fitem solid, fleshy, not elastic, 2-3 in. long, slightly attenu- 
ated upwards, slightly flbrillose, white, then tinged yellow. 
(Fries.) 

Clitocybe spinulosa. Stev. & Sm. 
Fileus li-3 in. broad, creamy flesh-colour, fleshy, convex. 
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then plane or depressed, gibbons or ninbonate, leathery, 
smooth, edge even and incurved, flesh white ; gjiUs deeply 
decnrrent, single, rather crowded, white, then ligbt yellow ; 
stem 2-3 in. long, solid or stuffed, attenuated from the thick- 
ened base, flbrillose, whitish, zoned with crowded spots of 
the same colour as the pileus ; spores spinulose, 9 fi diameter. 

Agaricus (Clitocyhe) spinulosua (Stev. <fe Smith), Stev., 
Brit. Fung., v. i. p. 84. 

A. aubinvolutus, Saund. & Sm., t. 36. 

Among grass by wayside. 

Odour sweet and pleasant. Growing in large patches, 
singly or two or three together. 

The spinulose spores mark this as a distinct species. It 
differs in habit from A, geoiropus, which has smooth spores. 
(Stev.) 

Clitocybe subinyoluta. Batsch. 

Pileus 2-3 in. across, flesh at the disc, margin thin ; pileus 
convex then depressed, obtuse, smooth, even, pale tan-colour 
or with a brick-red tinge ; margin involute ; gills 1|— 2 lines 
broad, decnrrent, pale tan; stem about 2 in. long, ^1 in. 
thick, nearly equal, longitudinally grooved, slightly downy 
at the apex, tinged reddish, solid; flesh like that of the 
pileus, white. 

Agaricus suhinvolutus, Batsch, Conspt., t. 204; Cke., Hdbk., 
p. 55; Cke., Illustr., pi. 108 (not of VV. G. Smith, nor of 
Fries). 

In fir woods, &c. 

The above description belongs to the species of Batsch, not 
of W. G. Smith, in Saunders and Smith, pi. 36. The last- 
named differs from Batsch's fungus in the spiniQose spores 
and concentric, coloured zones on the stem. C gilva differs 
in the ochraceous flesh and closely crowded gills. C, geotropa 
is distinguished by the umbonate pileus. 

Clitocybe gilva. Pers. 
Pileus 2-3 in. across, flesh rather thin, pale ochraceous, 
as is also that of the stem; convex, soon depressed and 
often wavy, but not truly infundibuliform, obtuse, smooth, 
moist, pale dingy ochraceous ; gills decnrrent, up to 2 lines 
broad, closely crowded, thin, often branched, pallid then 
ochraceous; stem np to 1 in. long, i in. thick, glabrous. 



CLITOOYBE. 429 

coloured like the pileus, solid; spores subglobose or very 
broadly elliptical, 4-5 fi. 

Agaricm gilvus, Persoon, Syn., p. 448 ; Cke., Hdbk., p. 55 ; 
Cke., lUustr., pi. 136. 

In pine woods, (fee. 

Distinguished by the ochraceous colour of every part, 
also the flesh. A stouter plant than C. aplendens ; C. in- 
versus differs in the rufescent gills, and C. fiaccidus in the 
thiD, flaccid, infundibuliform pileus, and the subflexuous, 
longer stem. 

Glitocybe splendens. Pers. 

Solitary. Pileus 2-3 in. across, flesh rather thick, white ; 
plane then depressed or infundibuliform, glabrous, shining, 
yellowish ; gills deeply decurrent, narrow, crowded, simple, 
white; stem about 1 in. long, 3 lines thick, glabrous, 
coloured like the pileus, solid, slightly thickened at the 
base or equal. 

Agaricus splendens, Persoon, Syn., p. 452 ; Cke., Hdbk., p. 
56 ; Cke., Illustr., pi. 109 (small form). 

In woods, among pine leaves, <fec. 

Stem solid, lJ-2 in. long, 4-5 lines thick, sometimes equal 
and straight, at others thinner at the base and ascending, 
even, glabrous, coloured like the pileus. Pileus slightly 
fleshy, thin especially towards the shortly reflexed margin, 
piano-depressed, and at length infundibuliform, 3 in. across, 
even, glabrous, shining, gilvous then yellowish. In some 
specimens the pileus is excentric, and the greater part of the 
margin wavy. Gills deeply decurrent, thin, crowded (but 
less so than in C, gilvd), simple, white, but with a yellow 
tinge when old. 

Intermediate between 0. gilva and Cflaccida, The typical 
form of C gilvus differs in the compact pileus, often with 
drop-like markings, the very much crowded, somewhat 
branched, pale ochraceous gills and flesh. (Fries.) 

Glitocybe inversus. Scop. 

Pileus 2-3 in. across, flesh thin; fragile; convex, soon 

infundibuliform, margin involute, glabrous, even, rufescent 

or dull brownish-orange, gills decurrent, simple, pallid then 

rufescent ; stem about 1^ in. long, 2 lines tnick, glabrous. 
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rather rigid, paler than the pileus; stuffed, soon hollow; 
spores subglobose, 4 fi diam. 

Agaricua inversus, Scopoli, Cam., p. 445 ; Cke., Hdbk., p. 
56; Cke., lUustr., pi. 84. 

Among leaves, &c. 

Gregarious, subcaespitose, forming very large tufts, espe- 
cially late in the autumn, deformed. Smell peculiar, 
slightly acid. Stem sometimes stuffed, usually hollow, 
hence compressed, rather rigid and corticated outside, not 
elastic, without a bulb, glabrous, whitish; the somewhat 
rooting base with white down, and often growing together 
in tufts, variously deformed, curved, ascending, &c. Pileus 
fleshy, rather fragile, convexo-plane, obtuse then infundi- 
buliform and undulate, 2-3 in. broad, even, very glabrous, 
moist when growing, but not exuding drops, brick-red, or 
liver-ooloured rufous, margin bent down, sometimes excen- 
tric. Flesh not thick but compact, coloured like the pileus. 
Gills truly decurrent, scarcely 2 lines broad, crowded, 
simple, whitish, the margin at length becoming coloured 
like the pileus. (Fries.) 

Clitocybe flaccidus. Sow. 

Pileus 2-3 in, across, flaccid, orbicular, umbilicate, umbo 
persistently absent, margin spreading, arched, glabrous, 
even, rarely cracking into minute squamules, tawny ferru- 
ginous, shining, not becoming pale ; flesh thin, pallid, rather 
fragile when fresh, but quite flaccid when dry ; gills deeply 
decurrent, arcuate, crowded, narrow, about 1 line broad, white 
then tinged yellowish ; stem imperfectly hollow, elastic, 
tough, 1-2 in. long, 2-3 lines thick, somewhat equal, polished, 
naked, reddish rust- colour, base thickened, downy; spores 
subglobose, 4-5 X 3-4 fi. 

Agaricus flaccidus, Sowerby, t. 185; Cke., Hdbk., p. 56; 
Cke., niustr., pi. 123. 

Among leaves, &c. 

Gregarious, stems often connate at the base. Sometimes 
solitary and regular. 

Var. lobatus^ Sow., t. 185; Cke., Hdbk., p. 56; Cke., 
lUustr., pi. 137. 

Caespitose, darker in colour ; pileus lobed or contorted at 
the margin. 
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Clitocybe yermicularis. Fr. 

PileuB slightly fleshy, umbilicate then reflexed, infundi- 
buliform, wavy, even, glabrous, red, then pinkish-tan; gills 
decnrrent, closely crowded, thin, white ; stem hollow, soon 
compressed, glabrous, shining, white. 

Agaricw (Clitocybe) vermicularia^ Fries, Epior., p. 72; Cke., 
Hdbk., p. 367. 

In pine woods, &c. 

Moist, rather fragile, pileus at first a pretty red, then 
flesh-coloured tan (almost hygrophanous), very often undu- 
lately lobed. (Fries.) 

Clitocybe senilis. Fr. 

Pileus about 2 in. across, flesh thin, infundibuliform,. 
glabrous, concentrically cracked, dingy greyibh tan-colour, 
margin straight, spreading; gills decurrent, about 1 line 
broad, crowded*, white, then coloured like the pileus; stem 
1-1 J in. long, 2-3 lines thick, equal, glabrous, whitish, solid ; 
spores elliptical, 5-6 X 4 ju. 

Agaricus^Clitocyhe) senilis, Fries, Icon., p. 53, pi. 56, f. 1 ; Cke.^ 
Hdbk., p. 56; Ckc, Illustr., pi. 110 (an uncracked form of). 

In pine woods, <fec. 

Gregarious, inodorous. Stem solid, equal, 1^2 in. long, 
2-3 lines thick, often ascending, glabrous, whitish, base 
naked. Pileus with thin flesh, flaccid, disc depressed when 
young, soon infundibuliform, 2 in. and more across, con- 
centrically cracked, margin not reflexed. Colour difficult 
to describe, dingy clay-colour. Gills deeply decurrent in 
straight lines, narrow, very much crowded, white at flrst 
then colourod like the pileus. (Fries.) 

The form figured is not identical with that given by Fries 
in his " Icones," although it accords fairly with the descrip- 
tion, except for the absence of concentric scars, and its 
colour. The Kev. M. J. Berkeley considers it a variety, 
[Found on a lawn.] (Cooke.) 

*** Pileus shining white. 

Clitocybe catina. Fr, 
PUeus about 2 in. across, flesh thick at the disc, becoming 
quite thin towards the margin ; plane then infundibuliform. 
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dry, glabrous, white at first, with a tioge of fleeh-oolonr in 
rainy weather, pallid or yellowish when dry and old ; gills 
decurrent, crowded, white; stem 1^3 in. long, 3-5 fines 
thick, slightly incrassated at the base, white, elastic, 
flolid. 

Agaricus (Cliioeyhe) caiinus. Fries, Epicr., p. 72 ; Cke., 
Hdbk., p. 57 ; Cke., iJlustr., pL 111, 

Among dead leaves. 

Stem stufifed, spongy inside, elastic, tough, 3 in. long, 
^ in. thick, in the Swedish form thickened and downy at 
the base. Flesh of pilens thin, plane then infundibnliform, 
always obtuse, even, glabrous, 2 in. broad, at first white, 
then distinctly pale flebh-colonr during rain, pale tan in dry 
weather. Flesh flaccid, white. Gills decurrent, descending 
in straight lines, broader than in neighbouring species, and 
less crowded, persistently white. 

Allied to C. infundtbuliformiay having the same pleasant 
smell, but differs in being white at first, pileuB never 
gibbous, glabrous; but when young with superficial down, 
which soon disappears. Clitocybe phyllophila differs in the 
pileus never being infundibuHform, slender stem, adnate 
gills, and absence of smell. (Fries.) 

Clitocybe tuba. Fr. 

Pileus 2-3 in. across, flesh thin, convexo-plane, umbilicate, 
even, the extreme margin even, never striate, whitish when 
moist, shining white when dry, somewhat hygrophanous, 
properly glabrous, but at first with exceedingly thin, silky 
patches of the veil, which soon disappear ; gills deeply and 
truly decurrent, horizontal, very crowded, about 3 lines 
broad, white then pallid ; stem about 2 in. long, 2-3 lines 
thick, equal, very tough, at length compressed, apex naked, 
white, stuffed then hollow. 

Agaricu8 {Clitocybe) <M6a, Fries, Epicr., p. 72; Cke., Illustr., 
pi. 112; Cke., Hdbk., p. 57. 

In pine woods, &c. 

Gregarious, entirely white, appearing late. Very siniiilar 
to C. pithyophilay of which it is perhaps a form with an um- 
bilicate pileus, and gills deeply decurrent and attenuated 
behind. (Fries.) 
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Olitocybe ericetorum. Bull. (figs. 14, 16, p. 301.) 

White. Pileus about 1 in. across, disc fleshy; at first 
almost globose, then depressed and more or less top-shaped, 
glabrous, even, shining when dry ; gills slightly decurrent, 
distant, rather broad, connected by veins ; stem about 1 in. 
long, 2 lines thick, thinner at the base, glabrous, tough, 
stuifed. 

Agaricus ericetorum, BuUiard, Champ., Fr., t. 551, f. Id; 
Cke., Hdbk., p. 57 ; Cke., Illustr., p. 138. 

On heaths, &c. 

Eesembling Hygrophorus niveus in general appearance, 
the two being scarcely distinguishable from drawings, but 
very distinct in structure. The present species is arid, soft, 
elastic, smell pleasant. (Fries.) 



IV. CYATHIFOEMES. 

Glitocybe cyathiformis. Bull. 

Pileus l|-3 in. across, flesh thin, piano-depressed when 
young, then infundibuliform, even, glabrous, hygrophanous, 
rather slimy and usually dark brown when moist, becoming 
pale and opaque when dry, undulate in large specimens, the 
margin remains involute for a long time; flesh watery, 
simUar in colour to the pileus, splitting; gills adnate, 
becoming decurrent with the depression of the pileus, joined 
behind, distant, greyish-brown, sometimes branched; stem 
spongy and stufled inside, elastic, at length often hollow, 
2-4 in. long, 3-4 lines thick, attenuated upwards, brownish- 
fibrillose, fibrils forming an imperfect reticulation, coloured 
like the pileus or a little paler, apex naked (not mealy), base 
villous. 

Agaricus cyathiformis, Bull., t. 575, f. M.; Cke., Hdbk., 
p. 57; Cke., Illustr., pi. 113. 

On the ground in pastures and woods, rarely on rotten 
wood. 

Usually blackish-umber, but varies to paler greyish-brown, 
pinky-tan, pale cinnamon, or brownish ; then dingy ochrace- 
ous or tan-colour. Margin expanded when old, and also 
indistinctly striate. (Fries.) 

VOL. II. 2 F 
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Var, cinerascens, Fries, Hym. Eur., p. 100 ; Cke. Hdbk., 
p. 367 ; Cke., lUustr., pi. 1151b. 

Agaricus ctnerascens, Batseh, f. 101. 

Pileus up to 1 in. across, thin, infundibuliform, pale smoky- 
brown, gills deourrent, yellowish- white ; stem 1—2 in. long, 
1^ line thick, greyish, reticulately fibrillose, hollow. 

Among moss. 

In Cooke*s figures the gills are grey. 

Clitocybe expallens. Fers. 

Pileus 1-2 in. across, rather fleshy when young, convex 
then expanded, obtuse, even, greyish-brown, at first hoary 
with a superficial silkiness, then plane to infundibuliform, 
livid, disc rather fleshy, the expanded, membranaceous 
margin striate ; gills decurrent, narrow at both ends, thin, 
crowded, soft, greyish- white ; stem about 2 in. long and 2 
lines thick, equal, glabrous, apex silky, white, cottony inside, 
soon hollow, tough. 

Agaricus (Clitocyhe) expallens. Fries, Monogr., i. p. 32 ; Cke., 
Illustr., pi. 220. 

Agaricus expallens, Pers., Syn., p. 61. 

In pastures, woods, &c. 

Smaller, earlier, and paler in colour than C. cyathiformis ; 
small forms of the latter are, however, difficult to distinguish 
from the present species. Everywhere watery, very hygro- 
phanous ; pileus whitish or pale tan when dry. (Fries.) 

Clitocybe obbata. Fr. 

Pileus about 1 in. across, flesh thin; umbilicate then 
infundibuliform, glabrous, hygrophanous, margin becoming 
slightly stiiate, blackish or sooty-brown; gills decurrent, 
about 1 line bruad, distant, at first dark grey then powdered 
with white; stem about 2 in. long, 2 lines thick, equal, 
tough, glabrous, often wavy, greyish-brown, hollow. 

Agaricus (^Clitocybe) obhatvLS, Fries, Epicr., p. 74; Cke., 
Hdbk., p. 58 ; Cke., Illustr., pi. 230. 

In pine woods. 

Fries describes two forms : — 

(A.) Stem hollow, 2 in. and more long, equal, 1-2 lines 
thick, often ascending or flexuous, glabrous, naked, slightly 
striate (striae white, interrupted), greyish-brown. Pileus 
r.lmost membranaceous, convex then plane, disc broadly 
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umbilicate, 1 in. across, glabrous, striate to the middle, 
blackish-brown, pale-grey when dry. Gills slightly decur- 
rent, distant, broad, dark-grey with white meal. (B.) Stem 
spongy and soft, at first stuffed with downy fibrils, then 
hollow, entirely glabrous, even, and naked. Pileus infun- 
dibuliform. Gills grey, and everywhere very watery, tough, 
flexible, inodorous. (Fries.) 

Clitocybe pruinosa. Lasch. 

Pileus about 2 in. across, flesh thin, greyish ; umbilicate 
then infundibuliforiD, almost even, brown, pruinose at first, 
then glabrous; gills slightly decurrent, crowded, narrow, 
whitish then ding}''; stem about 1^ in. long, lJ-2 lines 
thick, equal, fibrillose, coloured like the pileus, somewhat 
stuffed. 

Agaricus pruinosua, Lasch, in Fries, Hym. Eur., p. 101 ; 
Cke., lUustr., pi. 231 ; Gke., Hdbk., p. 58. 

Fine woods among moss, and on trunks. 

Slender, rigid, inodorous, stem stuffed or imperfectly 
hollow, 1^ in. long, 1^ line thick, equal, often ascending or 
curved, fibrillose when young, colour of the pileus, but often 
paler. Flesh of pileus almost membranaceous, umbilicate 
and pruinose when young, broadly infundibuliform and 
glabrous when adult, brown, grey and squamulose when dry. 
Flesh thin, becoming greyish. Gills decurrent, crowded, 
narrow, slightly arcuate when young, falcate when adult; 
white, then sordid. Eeadily distinguished from neighbour- 
ing species by colour and habit. (Fries.) 

Clitocybe concava. Scop. 

Pileus 1-2 in. across, flesh very thin ; broadly and deeply 
umbilicate, somewhat pierced at the base, limb convexo- 
plane, wavy, hygrophanous, dark grey; gills decurrent, 
crowded, narrow, smoky-grey ; stem 1-1 1 in. long, 1-2 lines 
thick, equal, glabrous, grey, stuffed. 

Agaricus concavusy Scopoli, Fl. Cam., p. 449 ; Cke., Hdbk., 
p. 58. 

In pastures, &q, 

A very distinct species, gregarious, inodorous, entirely 
smoky-grey. Stem stuffed, tough, composed entirely of 
soft fibres, usually short, 1 in. or a little more, 1-2 lines 
thick, equal, naked, glabrous, grey. Pileus very thin, 

2 F 2 
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flaccid, at first plano-convex, but broadly and deeply umbili- 
cate, at length entirely concave (not infandibuliform), 1-2 
in. broad, sooty when moist, grey or hoary tan when dry, 
margin even. Flesh tough, pallid. Gills decurrent, arcuate, 
closely crowded, 1-2 lines broad, dark smoky-grey. At first 
sight suggesting the genus Omphalia, and agreeing in habit 
with 0. mauray but the stem is entirely fibrous, and the gills 
in 0. maura are white. (Fries.) 

Distinguished from 0. ditopa by the absence of smelL 

Clitocybe brumalis. Fr. 

Pileus about 1 in. across, flesh thin, expanded, umbilicate 
then infundibuliform and usually variously waved and lobed, 
glabrous, flaccid, hygrophanous, livid, whitish or yellowish 
when dry, disc often darker; gills decurrent, about 1 line 
broad, crowded, pallid ; stem up to 2 in. long and about 2 
lines thick, nearly equal, slightly curved, glabroiis, whitish, 
often compressed, imperfectly hollow ; spores 4-5 x 3-4 fu 

Agaricus (Clitocybe) hrumalia. Fries, Epicr., p. 76; Cke., 
Hdbk., p. 69; Cke., Illustr., pi. 114. 

In woods, &c. 

Truly autumnal, being most abundant in November. 
There are two forms. (A.) on pine leaves in pine woods ; (B.) 
among heather. (A.) Stem rather firm, hollow, about 2 in. 
long, 2 lines thick, equal or slightly thickened at the apex, 
at length compressed, somewhat incurved, glabrous, naked, 
becoming livid, white when dry, base white and downy. 
Flesh of pileus membranaceous, at first convex, umbilicate, 
margin reflexed, about 1 in. across, then infundibuliform, 
often irregular and undulate, up to 2 in broad, glabrous, even, 
livid when moist, whitish then becoming yellowish when 
dry, disc at first usually darker; gills decurrent, at first 
arcuate, then descending, 1 line broad, crowded, distinct, 
livid then yellowish white, smell weak, not unpleasant. (B.) 
Entirely watery white ; stem hollow, somewhat striate, base 
glabrous; pileus infundibuliform, margin deflexed, milky- 
white when dry. Gills less crowded, but rather broader, 
whitish. (Fries.) 
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V. OpBIFOBMES. 
* Gills grey or olive, 

Clitocybe orbiformis. Fr. 

Pileus about 2 in. across, flesh thin, convex then plane, 
very obtuse, not truly depressed, orbicular, glabrous, smoky- 
grey, hygrophanous, margin spreading, even ; gills adnately 
decurrent, rather distant, 2-3 lines broad, greyish-white ; 
stem about 3 in. long, 4-5 lines thick, equally attenuated 
upwards from the thickened, downy base, round, tough, 
somewhat striate, grey, naked upwards, fibrous outside, 
elastic, stuffed. 

Agaricus {Clytocihe) orhiformis, Fries, Epicr., p. 76, 

Grassy places in pine woods, &c. 

Smell none. Analogous with, but not allied to C. cyathi- 
Jvrmis. 

Clitocybe metachroa. Fr. 

Pileus 1-2 in. across, flesh thin, convex at first, soon plane 
or even depressed, brownish-grey when young, then livid, 
whitish when dry, margin even, slightly striate when old ; 
gills adnate, scarcely decurrent, crowded, linear, flat, thin, 
greyish-white ; stem stuffed when young, round, soon hollow 
and consequently easily compressed, about 1^ in. long, 
2 lines thick, equal, tough, fibrous outside, grey, apex with 
white meal. 

Agaricus (Clytocyhe) metachrous. Fries, Epicr., p. 77 ; Cke., 
Hdbk., p. 59; Cke., lllustr., pi. 115. 

In dry pine woods, &o. 

Very variable, hut easily recognised by the following 
points : — Smell none ; apex of stem mealy ; pileus convex 
(•subumbonate), then plane and depressed ; gills greyish- 
white. (Fries.) 

Clitocybe zygophylla. Cke. & Mass. 
PileuB 2-4 in. across, fleshy at the disc, very thin else- 
where ; convex then expanded, disc often slightly depressed, 
tough, flaccid, hygrophanous, with a greyish tint when 
moist, pale ochraceous-white when dry, margin thin, in- 
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volute at first, rugose or plicate, as if pinclied up at regular 
intervals; gills deeply deeurreut, rather distant, 2 lines 
broad, distinctly connected by veins, grey ; stem about 2 in. 
long, A-J^ in. thick, equal, slightly curved, even, smooth, 
white, downy at the base, stuffed, expanding into the pileus; 
spores elliptical, 8x4/*. 

Agaricvs {Clytocyhe) zygophyllus, Cke. and Mass., Grev., xv. 
p. 67 ; Cke., Ulustr., pi. 948 ; Cke., Hdbk., p. 367. 

Among leaves. 

Beadily known among the grey-gilled species by the 
deeply decurrent gills being connected by veins, and the 
puckeied margin of the pileus. 

Clitocybe ditopa. Fr. 

Smell strong, resembling meal. Pileus 1-1 § in. across^ 
flesh thin ; convex then plane, at length depressed, dingy 
brownish-grey, even, glabrous, hygrophanous ; gills slightly 
decurrent, crowded, thin, about 1 line broad, dark brownish- 
grey; stem about 1 in. long, 1| line thick, equal, almost 
smooth, coloured like the pileus, hollow. 

AgaricuB {Clitocyhe) ditopus, Fries, Syst. Myc, i. p. 171 ; 
Cke., Hdbk., p. 69; Cke., Ulustr., ph 116. 

In woods, especially pine. 

Resembling C, metachroa in stature, but distinguished by 
the strong smell of new meal. Pilens brownish-grey, convex 
when small, the larger forms depressed and wavy. (Fries.) 

Clitocybe pausiaca. Fr. 

Pileus about 1 in. across, flesh thin, convex then plane,, 
even, glabrous, umber with an olive tinge, ochraceous when 
dry ; gills obtut-ely adnate, ventricose, crowded, olivaceous- 
umber; stem 2-3 in. long, Ij lino thick, equal, striate, 
coloured like the pileus, apex powdered with white meal,, 
hollow. 

Agancus (Clitocybe) pauatacua. Fries, Epicr., p. 77 ; Cke.,. 
Ildbk., p. 59 ; Fries, Icon., t. 58, f. 2. 

In pine woods. 

Smell weak, but distinctly mealy. Stem imperfectly 
hollow, 2-3 in. long, 1^ line thick, equal, striate and the 
surface undulated, apex with white meal, coloured like the 
pileus. Pileus fleshy, thin, at first convex, somewhat um- 
bonate, then plane or slightly depressed, 1 in. broad, even. 
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glabrous, covered at first "witli a slight silkiness, colour 
variable, but always dark, somewhat olive or umber, rather 
ochraoeous when dry. Gills very broad behind, obtusely 
adnate, resembling a segment of a circlp, closely crowded, 
olive or umber in every stage ; spores white. (Fries.) 



«« 



Gills loJiilish, 



Clitocybe diatreta. Fr. 

Pileus 1-2 in. across, flesh thin, tough, convex when 
young, regular, obtuse, margin involute, pubescent ; flattened 
and depressed when adult, often wavy, even, glabrous, dingy 
flesh-tint when moist, at length tan-colour and flaccid, margin 
spreading, naked, whitish when dry ; jiills adnate, but nar- 
rowed and with a decnrrent tooth behind, crowded, 1 line 
broad, whitish flesh-tint at first, then pallid whitish ; stem 
li-2 in. long, 2 lines thick, equal, round, even, glabrous, 
pallid, apex naked, base downy, stuffed then hollow, elastic, 
rather wavy. 

Agaricus (Clitocybe) diatretm. Fries, Epicr,, p. 78 ; Cke., 
Hdbk., p. 60 ; Cke., Illustr., pi. 232. 
• In pine woods. 

Smell almost obsolete. Stem not cartilaginous. 

Gathered at the same time with C. fragrans, from which it 
was at once distinguished by the total absence of the 
peculiar odour of that species. (B. and Br.) 

Clitocybe flragrans. Sow. 

Smell strong, spicy. Pileus about 1 in. across, flesh rather 
thick: convex, soon expanded and slightly depressed or 
umbilicate, even, glabrous, hygrophanous, uniform watery 
white, disc not darker, whitish wlien dry ; gills slitj;htly 
decurrent, rather crowded, 1 line broad, distinct, whitish ; 
stem about 2 in. long, equal, slightly curved, elastic, 
glabrous, whitish, stuffed then hollow. 

Agaricus fragrans. Sower by, pi. 10 ; Cke,, Illustr,, pi, 124 ; 
Cke., Hdbk., p. 60. 

In woods among moss, &c. 

Distinguished from other species resembling it in colour 
and size, by the fragrant smell resiembling aniseed. 
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Pileus 1-2 in. broad, convex, then plano-convex, minutely 
dimpled, dirty-white, very rarely slightly zoned, -when dry 
nearly white ; margin thin and transparent, turned in when 
young and minutely tomentose. Gills very broad, decurrent, 
distinct, not pure white. Stem 2-3 in. high, 2-3 lines thick, 
attenuated upwards, minutely fibrillose, villous at the base, 
sometimes pruinose above. Odour very agreeable, like that 
of aniseed. (Berk.) 

Clitocybe augustissima. Fr. 

Pileus about 2 in. across, even, glabrous, watery- white, 
shining white when dry; plane then depressed, not um- 
bilicate, margin spreading, minutely striate when adult; 
flesh very thin but firm ; gills rather decurrent, very much 
crowded, thin, narrow, white; stem about 2 in. long, 1-2 
lines thick, often curved and flexuous, white, base downy, 
apex naked, stuffed, fibrous within ; spores elliptic^, 
6 X 3 /i. 

Agaricu8 (^Clitocybe) augustisaimus, Fries, Hym. Eur., p. 105; 
Cke., Hdbk., p. 60; Cke., Illustr., pi. 125. 

In woods, (fee. 

Closely resembling C. fragrans^ but inodorous, and a clearer 
white. Less watery than its allies. (Fries.) 

Clitocybe obsoletus. Batsch. 

Smell spicy, but weak. Pileus about 1 in. across, rather 
fleshy ; convex then plane or slightly depressed, sometimes 
papillate, even, glabrous, hygrophanous, pallid or pale pinky- 
tan, whitish when dry ; gills obtuse behind, adnately decur- 
rent, sometimes almost rounded behind, broad, crowded, 
whitish ; stem about 1 in. long, 1| line thick, whitish, elabtic, 
hollow. 

Agaricus obsoletus, Batsch, f. 103; Cke., Hdbk., p. 60 ; Cke., 
Illustr., pi. 233. 

Among grass and leaves. 

Exactly intermediate between Cfragrans and G. metachroa. 
Smell pleasant, resembling aniseed, but not strong. Stem 
straight, apex pruinose, base often downy. Pileus somewhat 
nmbonate when young, yellowish-white when dry; pallid, 
livid or pinky-tan when moist. (Fries.) 

Just the plant of Batsch, but the odour varying from that 
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of bitter almonds to tliat of aniseed. The term ohsoletus 
used by Batsch does not refer to an odour less than that of 
A, fragrans, but to the pallid tint as compared with his 
A, obsolescens. (B. and Br.) 



VI. VEBSIFOKMES. 
* Pileua dingy, hrowniah, 

Clitocybe ectypa. Fr. 

Pileus 2-3 in. across, flesh rather thin, convex then almost 
plane, centre often slightly depressed, margin sometimes 
arched, striate, dingy or honey-yellow, then rufescent, squa- 
mulose or virgate with sooty fibrils ; gills adnate with a de- 
current tooth, distant, connected by veins, white, soon pallid, 
then spotted with rufous, mealy with the spores ; stem 2-4 
in. long, 3-5 lines thick, somewhat bulbous or equal, fibril- 
lose, dingy yellowish, soon olive and the base becoming 
blackish ; spores elliptical, 9x6/*. 

Agaricus {Clitocyhe) ectypua. Fries, Epicr,, p. 80; Cke., 
Hdbk., p. 61 ; Cke., lUustr., pi. 126. 

In swampy place?*, <fec. 

Gregarious; sometimes several stems are joined at the 
bottom. Besembling Armillaria mellea in colour and general 
appearance, but without a trace of a ring. Smell pleasant 
at first, resembling aniseed, at length foetid. Pileus brown 
when decaying. (Fries.) 

[Clitocybe difformis. Pers. 
This species must be excluded from the British list. The 
figure of Bolton (t. 17), supposed to be this species, is C pithy- 
ophila,] 

** Pileus bright coloured, 

Clitocybe Sadleri. Berk. 
Taste very acrid and bitter. Pileus 1-2 in. across ; convex, 
soon plane then depressed or umbilicate, margin spreading 
and often cracking, yellow, disc tawny, silky then smooth ; 
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flesh thick at the disc, margin thin ; gills decmrent, about 
1 line broad, closely crowded, lemon -yellow, margin entire ; 
stem 2-2i in. long, 2 lines thick, yellcsv, with brownish 
fibrils, solid. 

Agaricvs {CUtocyhe) Sadleri, Berk., Ann. Nat. Hist., no. 1734; 
Cke., Hdbk., p. 62; Cke., lUiistr., pi. 127. 

On an oak tub in a conservatory. 

Clustered. The sonr smell, strong acrid taste, colour, and 
habit suggest the genus Hypholoma, as does also the habitat. 
I have found what appears to be exactly the same thing 
along with typical Hypholoma fascicularis on a stump, and 
cannot but think the present is nothing more than an ab- 
normal form of Hypholoma with the gills more or less decnr- 
rent and permanently sterile, hence not becoming tinged 
with the dark spores. Several instances of dark-spored species 
with sterile gills that remain pale, are on record. 



LACCAEIA, B. & Br. 

Pileus convex then umbilicate or depressed, flesh thin; 
gills broadly adnate, sometimes with a decurrent tooth, 
becoming mealy with the copious subglobose, minutely 
warted white spores ; stem central, externally fibrous ; veil 
not evident. 

Laccatia, B. & Br., Annals of Nat. Hist. (1883), p. 
370. 

Clitocyhe (as a subgenus of Agaricus), Fries, Syst. Myc, i. 
p. 70; Cke., Hdbk., p. 45. 

Separated from Clitocyhe on account of the broadly adnate 
gills becoming powdered with the white, subglobose, mi- 
nutely warted or echinulate spores. 

This is clearly quite as distinct from the genus Agaricus 
as Bu88ula and Lactariua, and cannot with any justice be 
included in the subgenus Clytocyhe. We have several very 
distinct forms from Ceylon, besides our own A, laccatus, hellus^ 
and one or two continental species. The amethyst-cidoured 
form usually referred to A, laccatua is probably distinct. 
(B. & Br.) 
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Laccaria laccata. Scop. 

Pilens 1-2^ in. across, flesh thin, convex thin often more 
or lees wavy and irregular, umbilicate ; hygrophanous, even, 
clear violet or rich brown, almost white and minutely 
sqiiamnlose when dry ; gills adnato, distant, coloured like 
the pilens, at length white with powder ; stem 2-3 in. long,. 
2 lines thick, equal, fibrous, coloured like the pileus, tough, 
stuffed ; spores globose, minutely echinulate, 8-9 jx diam. 

Agaricus laccatus, Scopoli, p. 444; Cke., Hdbk., p. 61 ; Cke., 
Illustr., pi. 139. 

Laccaria laccata, Berk., Grev,, xii. p. 70. 

In woods. 

Very variable; bright amethyst or deep reddish brown, 
stem and gills similarly coloured. Pileus pallid or dingy 
white when dry, and minutely but densely squamulose. 

Laccaria bella. Fers. 

Pileus 1-1^ in. across, rather fleshy, convex then de- 
pressed or umbilicate, orange-yellow with small, scattered 
darker adpressed squamules ; gills adnate with a decurrent 
tooth, broad, rather distant, yellow, connected by veins, at 
length powdered with white meal ; stem about 2 in. long, 
1^ line thick, equal, tough; rival ose, yellowish, stuffed; 
spores subglobose, minutely warted, 7 x 6-6 or 6-7 ft diam. 

Agaiicus hellus, Persoon, Syn., p. 452 : Cke., Hdbk., p. 61 ; 
Cke., Illustr., pi. 183. 

Laccaria hella, B., Grov., xii. p. 70. 

In pine woods. 

Pileus 2J in. broad, deep orange-brown, becoming 
gradually pale; gills incamato-ferruginous. Stem 2i in. 
high. Fries' plant has dirtj'-yellow gills, and so far differs 
from mine. It is at once distinguished from L, laccata by 
its foetid smell. (Berk.) 

Stem stuffed, at length hollow, about 2 in. long, 2-3 lines 
thick, equal, tongh, but fibrous, externally broken up into 
fibrils, becoming yellowish. Pileus rather fleshy, pliant, 
convex then expanded, centre depressed, about 2 in. 
broad, dark yellow, sometimes with a rufescent tinge, with 
scattered darker squamules, at length becoming pale, and 
the margin undulate and wavy. Gills adnato, at length 
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with a decurrent tooth, very hroad, distant, connected by 
veins, sometimes forked, paler than the pileus and yellowish, 
then with a mfescent tinge. Almost intermediate between 
C, ectypa and Laccaria laccata ; smell when old resembliog 
the first, but nearer the second in other points, and 
varying equally from both in stature. On rotten wood of 
Finus silveatris : somewhat caespitose. (Fries.) 
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COitooybe. Fries, 402. 
Clitoidliis. Fries, 243. 
Cortinariiis. Fries, 12. 
Crepidotus. Fries, 116. 

Eeeilia. Fries, 238. 
E&toloma. Fries, 267. 

Flammnla. Fries, 126. 

Ckdera. Fries, 143. 

Hebeloma. Fries, 169. 
Hygrophonu. Fries, 331. 

Inooybe. Fries, 180. 

Laeoaria. B. 442. 
Lentinus. Fries, 311. 



Leiudtes. Fries, 304. 
Leptonia. Fries, 249. 

HatLOOxia. Fries, 151. 
Holanea. Fries, 256. 
Hyetalis. Fries, 329. 

Omphalia. Fries, 383. 

Panos. Fries, 307. 
Pazillas. Fries, 4. 
Pboliota. Fries, 209. 
Pleurotos. Fries, 363. 
PluteoluB. Fries, 208. 
Plutens. Fries, 283. 

Sohuopbyllom. Fries, 302. 

Trogia. Fries, 303. 
Tubaria. W. G. Sm. 121. 

Volvaria. Fries, 292. 

Zerotus. Fries, 306. 
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<ibhorren8 (Omphalia), 396. 
abhorreDS (Agaricus), 296. 
<ihietina (Lenzites), 306. 
ahatmsa (Naucoria), 156. 
abstrusus (Agaricus), 156. 
<icenntt8 (Pleurotns), 373. 
acerinus (Agaricus), 374. 
<icerosu8 (Pleurotus), 377. 
acerosus (Agaricus), 378. 
acefo&ttZosa (Acetabularia), 232. 
acetabulodus (Agaricus), 2S3, 
acu8 (Eocilia), 242 
acus (Agaricus), 242. 
€umtus (Cort. Hygr.), 33. 
adha&rens (Lentinus), 315. 
adhaerens (Agaricus), 315. 
adiposa (Plioliota), 223. 
adiposus (Agaricus), 223. 
aegerita (Plioliota), 217. 
aegerita (Agaricus), 217. 
aethiops (Leptonia), 2r>l. 
aethiops (Agaricus), 251. 
affrieatus (Agaricus), 389. 
<tgathosmus (Hygrophorus), 361. 
aggregata (Ciitooybe), 419. 
aggregatus (Agaricus), 419. 
aUndus (Cantharellus), 823. 
cdhocyaneua (Cort. Dermo.), 63. 
alhoviolaceua (Cort. Ino.), 77. 
alhu8 (Agaricus), 216. 
Aldridgei (Flammula), 128. 
Aldridgei (Agaricus), 128. 
aleuriatiM (Pluteolus), 208. 
ttleuriatus (Agaricus), 208. 
AUxandri (Paxillus), 5. 
algidus (Pleurotus), 380. 
algidus (Agaricus), 380. 
allutus (Cort. Phleg.), 103. 
alncola (Flammula), 136. 



aluicola (Agaricus), 136. 
aloeolus (Crepidotus), 118. 
alveolus (Agaricus), 118. 
amara (Clitocybe), 409. 
amarus (Agaricus), 409. 
amareUa (Clitocybe), 410. 
amarellus (Agaricus), 410. 
ameides (Eutoloma), 274. 
ameides (Agaricus), 274. 
ampla (Clitocybe), 419. 
amplus (Agaricus), 419. 
anatina (Leptonia), 250. 
anatinus (Age^cus), 250. 
anfractus (Cort. Phleg.), 101. 
anfractus (Cortinarius), 102. 
angulo8ti8 (Cort. Hygr.), 26. 

Var. gracilescens, 26. 
anguinea (Naucoria), 154. 
anguineus (Agaricus), 155. 
anguituBima (Clitocybe), 440. 
angustissimus (Agaricus), 440. 
anomalus (Cort. Dermo.), 64. 
anthracintLS (Cort. Dermo.), 67. 
anthracophilus (Cantharellus), 322. 
antipoda (Galera), 146. 
antipus (Agaricus), 146. 
apicalis (Bolbitius), 206. 
apicrea (Flammula), 138. 
apicrea (Agaricus), 138. 
applanatus (Crepidotus), 117. 
applanatus (Agaricus), 117. 
applicatus (Pleurotus), 381. 
applicatus (Agaricus), 381. 
arbustivuff (Hygrophorus), 357. 
ardosiacum (Entoloma), 273. 
ardosiacus (Agaricus), 273. 
arenatus (Cort. Ino.), 84. 
argentatus (Cort. Inc.), 74. 

Var. pinctorurrij 7t. 
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armeniacus (Gort. Hygr.), 17. 

Var. /oiaritw, 18. 
armillattts (Cort. Tela.), 44. 
aramaiicus (Hygrophorus), 358. 
aroinaticus (Agaricus), 858. 
arvalis (Nauooria), 162. 
arvalis (Agarioua), 162. 
arvina4ieu9 (Cort. Myx.), 86. 
asprella (Leptonia), 256. 
asprellus (Agarious), 256. 
asterospora (Inocybe), 19 i. 
asterosporus (Agaricus), 194. 
osteropnora (Nyctalis), 330. 
astragalina (Flammula), 135. 
astragalinus (Agaricus), 136. 
strides (Eccilia), 240. 
atrides (AgaricuH), 240. 
atrocoeruleus (Pleurotes), 379.' 
atrocoeruleus (Agaricus), 379. 
atropuncta (EcciUa), 241. 
atropuDctus (Agaricus), 241. 
atro-rufus (Agaricus), 147. 
€UrO'tomento8ti8 (Paxil lus), 10. 
airovirena (Cort. Phleg.), 110. 
aurantiacus (Cantharellus), 320. 
aurea (Plioliota), 210. 
Var. Vahlii, 210. 
aureus (Agaricus), 210 
aureus (Hygrophoi*us\ 357. 
auriveUa (Pholiota), 2'i.d. 
uurivellus (Agaricus), 220. 
autoclUhona (Agaricus), 125. 
Hutochthonus (Agaricus). 125. 
(izuretu (Cort. Dermo.), 63. 

Bahingtonii (N^olanea), 258. 
Babingtouii (Agaricus), 259. 
hadipes (Naucoria), 159. 
badii)es (Agaricus), 159. 
halaustinus (Cort. Hygr.), 24. 
iMlteatut (Cort. Phleg.), 96. 
Baischianum (Entoloma), 271. 
JBat^ichianus (Agaricus), 272. 
htlla (Laccaria), 443. 
hellut (Agaricus), 443. 
helliae (Ompbalia), 401. 
belliae (Agaricus), 401. 
Berheleyi (Coit. Phleg.), 102. 
bettUina (Leuzites), 3U4. 
hicdor (Cort. Hvgr.), 23. 
lij'onnU (Cort. i\ 1 .), 52. 



hivelus (Cort. Tela.), 37. 
hlattaria (Pholiota), 213. 
blattaria (Agaricus), 213. 
Bloxami (Entoloma), 272. 
holaris (Cort Inc.), 83. 
Boltoni (Bolbitiuff), 205. 
hombycina (Volvaria), 292. 
bombycinus (Agaricus), 292. 
Bongardii (Inocybe), 18S. 
Bongardii (Agaricus), 188. 
hovinu8 (Cort. Tela.), 48. 
Broionii (Cantharellus), 321. 
brumalis (Clitocybe), 436. 
brumalis (Agaricus), 436. 
brunneofulvus (Cort. Tela.), 49. 
hrunneus (Cort. Tela.), 49. 
huccinalia (Omphalia), 395. 
buccinalis (Agaricus), 395. 
hulbigenum (Entoloma), 271. 
bulbigenum (Agaricus), 271. 
hulbosus (Cort. Tela.), 38. 
Bulliardi (Cort. Inc.), 82. 
htdlida (Omphalia), 401. 
bullula (Agaricus), 402. 
hyssisedvs (Claudopus), 238. 
byssisedus (Agaricus), 238. 

cdesariata (Inocybe), 198. 
caesariatus (Agaricus), 198. 
caeruUscens (Cort. Phleg.), 106. 
caespitosa (Omphalia), 391. 
caespitosus (Agaricus), 391. 
calamistrata (Inocybe), 182. 
calamistratus (Agaricus), 182. 
caliginosa (Nyctalis), 330. 
caUistetis (CJort. Ino.), 81. 
calochroua (Cort. Phleg.), 105. 
calolepis (Crepidotus), 119. 
calolepis (Agaricus), 119. 
cahjpiraeformia (Hygrophorus), 340. 

Var. niveus, 340. 
campancUa (Agaricus), 397. 
campaneUa (Omphalia), 397. 

Var. hadipus^ 898. 
„ paptUatOj 398. 
„ myriadea, 398. 
campanidata (Galera), 145. 
camplioratus (Cort. Inc.), 78. 
camptophyUa (Omphalia), 399. 
camptophyllus (Agaricus), 399. 
, camurus (Curt. Dermu.). 61 
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eancrintu (Olitopilus), 246. 
cancrinus (Agaricus), 247. 
candican$ (Clitocybe), 416. 
candicans (Agaricus), 416. 
caninus (Gort Dermo.), 62. 
caperata (Pholioto), 210. 
caperatus (Agariciu), 211. 
capUtrata (Pholiota), 217. 
capistratum (Agaricus), 217. 
capnocephcdum (Hebeloma), 178. 
capnocephalus (Agaricus), 17U. 
cattaneus (Curt. Hygr.), 22. 
castaneus (Agaricus), 23. 
caprinuf (Hygrophorus), 344. 
caprinus (Agaricus), 344. 
carbonaria (Flammula), 133. 
carbonarius (Agaricus), 133. 
carbonarius (Mcrulius), 322. 
carbonarius (Cautharellus), 322. 
cameo-griseus (Agaricus), 239. 
carneo-grisea (EccilliaX 239. 
cameo-albtu (Ciitopilus), 247. 
carneo-albus (Agaricus), 247. 
carpophilus (Agaricus), 169. 
carpophila (Naucoria), 168. 
carpta (Inocybe), 189. 
carptus (Inocybe), 189. 
catiita (Clitocybe), 431. 
catinus (Agaricus), 432. 
centuwcttZa (Naucoria), 155. 
centunculus (Agaricus), 155. 
ceraceus (Uygrophurus), 334. 
ceraceus (Agaricus), 334. 
cerasinus (Hygrophorus), 361. 
cerodes (Naucoria), 157. 
oerodes (Agaricus), 157. 
cerrusata (Clitocybe), 413. 

Var. diformU, 414. 
cerrussatus (Agaricus), 414. 
cervinus (Pluteus), 284, 
Var. eximius^ 284. 

„ patrieiuBy 284. 

„ ^ttZZn, 285. 

„ petasattUj 285. 
cervinus (Agaricus), 284. 
chalyhea (Leptonia), 253. 
chalybeus (Agaricus), 253. 
chimnophilusXCrepidotaB), 120. 
chimnophilus (Agaricus), 121. 
chioneus (Pleurotus) 382. 
cliioneus (Agaricus), 382. 



chlorophanus (Hygrophoni8)i 841. 
cMoropolius (Leptonia), 255. 
chloropolius (Agaricus), 255. 
chryaodon (Hygrophorus), 353. 
chrysophaeui (Pluteus), 291. 
chr>sophaeu8 (Agaricus), 291. 
chrysopkyUa (Omphalia), 386. 
chrysophyllus (Agaricus), 386. 
cibarius (Cautharellus), 319. 

Var. rufipeSi 320. 
Cincinnati (Inocybe), 184. 
cincinnatus (Agaricus), 184. 
circinattu (Pleurotus), 369. 
circinatus (Agaricus), 369. 
cinereus (Cautharellus), 321. 
cinnabarinua (Cort. Dermo.), 66. 
cinnamomeus (Cort. Dermo.), 67. 

Var. croceus^ 68. 
„ semiaanguineus, 68. 
cl4iricolor (Cort. rhleg.), 95. , 
Clarkii (Inocybe), 199. 
Clarkii (AgaricusX 199. 
Clarkii (Hygrophorus), 349. 
daviceps (Hebeloma), 173. 
clavicepe (Agaricus), 173. 
clavipes (Clitocybe), 405. 
clavipes (Agaricus), 406. 
clitopila (Flammula), 130. 
ciitopilus (Agaricus), 130. 
clivalis (Hygrophorus), 352. 
clypeatum (Entoloma), 278. 
clypeatus (Agaricus), 279. 
cochleatus (Lentinus), 315. 
coccineus (Hygrophorus), 335. 
ooccineus (Agaricus), 335. 
coelestina (Nolanea), 265. 
coelestinus (Agaricus), 265. 
Colemanniantis (Hygrophorus), 332. 
collinitus (Cort. My.), 86. 

Var.) mucosus, 87. 
columbiuus (Pleurotus), 371. 
coins (Cort. Hygr.), 24. 
comitalis (Clitocylie), 406. 
comitalis (Agaricus), 406. 
commune (Schizophyllum), 303. 
comosa (Pholiota), 218. 
comosus (Agaricus), 218. 
concava (Clitocybe), 435. 
concavus (Agaricus), 435. 
conchatua (Panus), 308. 
confer ta (Galera), 147. 
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confertus (Agaricns), 147 
cfmfragosa (Fholiota), 228. 
confragosus (Agaricus), 228. 
canicua (Hygrophorus), 339. 
ccmnisans (Flammula), 137. 
connisans (Agaricus), 137. 
conocephalus (Bolbitius), 207. 
conspersa (Naucoria), 167. 
coDspersus (Agaricus), 168. 
Cookei (Pholiota), 228. 
Cookei (Agaricus), 228. 
Cookei (Cort. Tela.), 58. 
Cookei (Cort. Hygr.), .59. 
Cookei (Entoloma), 277. 
corticatus (Pleurotus), 364, 
corticatus (Agaricus), 364. 
corrosus (Cort. Phleg.), 108. 
corruscans (Cort. Phleg.), 115. 
co88tt8 (Hygrophorus), 354. 
cossus (Agaricus), 354. 
costatus (Agaricus), 281. 
coatatum (Eutoloma), 281. 
cotoneus (Cort. Dermo.), 71. 
craspedius (Agaricus), 368. 
craapedius (Pleurotus), 367. 
craasus (Cort. Phleg.), 96. 
craaaua (Paxillus), 11. 
cretatua (Clitopilus), 245. 
cretatus (Agaricus), 245. 
criapa (Trogia), 303. 
criatnllinua (Cort. Phleg.), 113. 
crohuLa (Tubaria), 126. 
croceo'^ioer%LUus (Cort. Phleg.), 115. 
croceo-conua (Cort. Dermo.), 68. 
croceo-ftUvua (Cort. Tela.), 45. 
oroceo-fulvus (Agaricus), 45. 
cruentata (Agaricus), 227. 
cruentata (Pholiota), 226. 
crtutuUniforme (Uebeloma), 176. 

Var. minor, 
crustuliniformis (Agaricus), 176. 
eryptarum (Clitocybe), 421. 
cryptarum (Agaricus), 422. 
cucumia (Naucoria), 154. 
cucumis (Agaricus), 154. 
eumatilU (Cort. Phleg.), 112. 
eupularia (Tubaria), 122. 
cupularis (Agaricus), 122. 
cuptUcUua (Cantharellus), 325. 
Curreyi (Inocybe), 193. 
Correyi (Agaricus), 193. 
VOL. U. 



curvipoda (Pholiota), 226. 
curvipes (Agaricus), 226. 
cyanitea (Cort. Ino.), 76. 

Var. major, 76. 
cyanopua (Cort. Phleg.), 98. 
cyanopJiaea (Clitocybe), 408. 

Var. pengelleyit 408. 
oyauophaea (Agaricus), 408. 
cyathiformia (Clitocybe), 43?. 

Var. cineraacena, 434. 
cyathifonuis (Agaricus), 433. 
cyphellaeformia (Pleurotus), 381. 
cyphellaeformis (Agaricus), 381. 

damaacenua (Cort. Hygr.), 18. 
deaJbata (Clitocybe), 416. 

Var. minor ^ 417. 
dealbatus (Agaricus), 417. 
decaatea (Clitocybe), 418. 
decastes (Agaricus), 418. 
decipiena (Flammula), 129. 
decipiens (Agaricus), 129. 
decipiena (Cort. Hygr.), 31. 
decolorana (Cort. Phleg.), 114. 
decohratua (Cort. Phleg.), 113. 
decumbena (Cort. Dermo.), 59. 
degener (Xerotus), 307. 
deglubena (luocybe), 189. 
deglubens (Inocybe), 189. 
delibutna (Cort. Myx.), 90. 

Var. eUgana, 90. 
demisia (Omphalia), 893. 
demissus (Agaricus), 393. 
depluena (Claudopus), 237. 
depluens (Agaricus), 238. 
depluens (Agaricus), 121. 
depreaaua (Cort. Hygr.), 34. 
deaciaaa (Inocybe), 196. 

Var. auricomWj 197. 
descissus (Agaricus)^ 197. 
deatricta (Inocybe), 196. 
destrictus (Agaricus), 196. 
deUmaua (Cort. Hygr.), 32. 
detruaa (Omphalia), 384. 
detrusus (Agaricus), 385. 
diaholictia (Cort. Dermo.), 61. 
diatreta (Clitocybe), 439. 
diatretus (Agaricus), 439. 
dibaphua (Cort. Phleg.), 107. 

Var. xanthophyUui, 107. 
difformia (ClitooylJe), 441. 

2 G 
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dautus (Cort. Hygr.), 21. 
dilutus (Agaricus), 21. 
direda (Omphalia), 400. 
directs (Agaricus), 401. 
discaideus (Hygrophorus), 358. 
diapersus (Agaricus), 167. 
di$8imulaM (Pholiota), 227. 
diasimulans (Agaricus), 227. 
diitans (Hygrophorus), 849. 
ditopa (Clitocybe), 438. 
ditopus (Agaricus), 438. 
doilabratus (Cort Hygr.), 28. 
dryinus (Agaricus), 365. 
dryinus (Pleurotus), 365. 
dtdcamara (Inocyhe), 183. 
dulcamarut) (Agaricus), 183. 
Dunalii (Lentinus), 312. 
duracinus (Oort Hygr.), 19. 
dura (Pholiota), 213. 
durus (Agaricus), 214. 

ebumetu (Hygrophorus), 353. 
ebumeus (Agaricus), 353. 
echinata (Inocybe), 190. 
echinatus (Agaricus), 190. 
ectypa (Clitocybe), 441. 
ectypus (Agaricus), 441. 
elatior (Cort. Myx.), 87. 
elatum (Heboloma), 176. 
elatus (Agaricus), 176. 
elixtts (Clitocybe), 420. 
elixus (Agaricus), 420. 
emboltis (Tubaria), 125. 
embolus (Agaricus), 125. 
emoUitus (Cort. Phleg.), 113. 
$pibryu8 (Crepidotus), 119. 
epibryus (Agaricus), 119. 
epigaeus (Agaricus), 121. 
epigaeuB (Crepidotus), 121. 
ephebeus (Agaricus), 286. 
ephebeus (Pluteus), 286. 
crcbta (Pholiota), 211. 
erebeus (Agaricus), 212. 
ericetorum (Clitocybe), 433. 
ericetorum (Agaricus), 433. 
erinacea (Naucoria), 167. 
erinaceus (Agaricus), 167. 
eruhescens (Hygrophorus), 355. 
erythrinus (Cort. Hygr.), 31. 

Var. argyropus, 31. 
escharoides (Naucoria), 168. 



escharoides (Agaricus), 168. 
ettehroa (Leptouia), 252. 
euchrous (Agaricus), 253. 
etUheles (Inocybe), 195. 
eutheles (Agaricus), 195. 
euoemus (Agaricus), 372. 
evemivs (Cort. Tela.), 42. 
exilu (Agaricus), 265. 
exilis (Nolanea), 265. 
expaUens (Clitocybe), 434. 
expallens (Agtiricus), 434. 
extenwUtu (Paxillus), 6. 

farinaceus (Panus), 309. 

Var. albidO'tomentoBus, 310. 
fateiata (Inocybe), 187. 
fasciatus (Agaricus), 188. 
fasciatus (Cort. Hygr.), 35. 
fastibile (Hebeloma), 171. 

Vnr. elegans, 171. 
fastibilis (Hebeloma), 171. 
fastigiata (Inocybe), 192. 
fEistigiatus (Agaricus), 192. 
fertilia (Entoloma), 275. 
fertilis (Agaricus), 275. 
festiva (Naucoria), 152. 
festiva (Agaricus), 153. 
fibrosa (Inocybe), 191. 
fibrosus (Agaricus), 191. 
fibula (Omphalia), 400. 

Var. Swartzii, 400. 
fibula (Agaricus), 400. 
filia (Flammula), 134. 
filius (Agaricus), 134. 
filicea (Flammula), 142. 
filiceus (Agaricus), 142. 
filamentosus (Paxillus), 10. 
fimbriatus (Pleurotus), 368. 
fimbriatus (Agaricus), 368. 
finibriatus (Lentinus), 317. 
firmum (Hebeloma), 172. 
firmus (Agaricus), 173. 
Jirmus (Cort. Hygr.), 15. 
flabeUus (Cort. Tela.), 54. 
flabeUiformis (Lentinus), 317. 
fiaccida (Lenzites), 305. 
flaccidvs (Clitocybe), 430. 

Var. lobatvSy 430 
flaccidus (Agaricus), 430. 
flammana (Pholiota), 224. 
flammans (Agaricus), 224. 
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flavida (Flammula), 136. 
flayidus (Agaricus), 137. 
flavidus (Bolbitius), 204. 
flexipes (Cort. Tela.), 53. 
flocci/era (Flammula), 129. 
floccifer (Agaricus), 129. 
flocculosa (Inocybe), 188. 
flocoulosus (Agaricus), 188. 
flocculentus (Agaricus), 183. 
floscului (Eccilia), 242. 
flosculus (Agaricus), 242. 
fluxilU (Pleurotus), 380. 
fiuxilis (Agaricus), 380. 
foetens (Hygropliorus), 332. 
formoaa (Leptonia), 255. 

Yar. suaviSf 255. 
fonnosus (Agaricus), 255. 
fomicaius (Hygrophorus), 348. 
fr<igil%8 (Bolbitiu>), 205. 
fragrans (Clitocybe), 439. 
fragrans (Agaricus), 439. 
Friesii (Cantharellus), 320. 
fidgens (Cort. Phleg.), 108. 
ftUmineus (Cort. Phleg.), 109. 
ftUvo-strigosa (Nolanea), 260. 
fulvo-strigosa (Agaricus), 260. 
fumoea (Clitocybe), 421. 
fumoBUS (Agaricus), 421. 
fumosus (Agaricus), 407. 

Var. poiius, 407. 
furfuracea (Tubaria), 122. 

Yar. trigonophyUus, 123.| 
„ heterosticntu, 123. 
furfuraceus (Agaricus), 123. 
ftuo(hcUbu8 (HygrophorusX 361. 
fuBCo-albus (Agaricus), 361. 
fuscus (Merulius), 395. 
futus (Agaricus), 134. 

Yar. superba, 135. 
fusus (Agaricus), 134. 

gadinoides (Pleurotus), 376. 
gadinoides (Agaricus), 376. 
gaUinacea (Clitocybe), 417. 
gallinaceus (Agaricus), 417. 
gangraenosa (Clitocybe), 406. 

Yar. nigrescens, 40i6. 
ganerraenosus (Clitocybe), 406. 
geniilis (Cort. Tela.), 46. 
geophylla (Inocybe), 199. 
geophyllus (Agaricus), 199. 



geotropa (Clitocybe), 427. 
geotropus (Agaricus), 427. 
germanus (Cort Hygr.), 32. 
gigantea (Clitocybe), 423. 
giganteus (Agaricus), 423. 
gigauteus (Paxillus), 423. 
gUva (Clitocybe), 428. 
gllvus (Agaricus), 428. 
glandicolor (Cort Tela.), 50. 

Yar. curta^ 51. 
glandiformis (Naucoria), 159. 
glandiformis (Agaricus), 159. 
glaticoptts (Cort. Phleg.), 104. 
glauoophyUa (Omphalia), 391. 
glaucophyllus (Agaricus^ 391. 
glaueus (Cantharellus), 327. 
gltUinifer (Hygrophorus), 356. 
glutinosa (Hebeloma), 172. 
glidinosum (Hebeloma), 171. 
gloiocephala (Yolvaria), 295. 
gloiocephalus (Agaricus), 296. 
gradUima (Omphalia), 401. 
gracillimus (Agaricus), 401. 
gralUpes (Cort. Myc), 88. 
gramimoda TNaucoria), 169. 
graminicola (Agaricus), 169. 
grandiusculus (Bolbitius), 203. 
griseo-paUida (Omphalia), 396. 
griseo-pallidus (Agaricus), 397. 
grisea (Omphalia), 399. 
griseus (Agaricus), 399. 
gr%8e<Hrvbella (Eccilia), 240. 
griseo-rubellus (Agaricus), 240. 
griseocyaneum (Entoloma), 276. 
griseocyaneus (Agaricus), 276. 
gummosa (Flammula), 132. 
gummosus (Agaricus), 132. 
gymnopodia (Flammula), 128. 
gymnopodiuB (Agaricus), 128. 

haemacta (Inocybe), 184. 
haemactus (Agaricus), 184. 
haematochelU (Cort. Tela.), 44. 
haematoohelis (Agaricus), 44. 
haematophyllus (Agaricus), 190. 
hamadtyas (Naucoria), 153. 
hamadryas (Agaricus)j 154. 
haustellaris (Crepidotus), 119. 
helodes (Entoloma), 270. 
helodes (Agaricus), 271. 
hdomorpha (Flammula), 141. 

2 o 2 
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helomorphus (Agaricus), 142. 
hdveUoides (Cort. Tela ), 47. 
hdvdus (Gort Tela.), 43. 
hemitrichus (Cort. Tela.), 56. 
h^Mtica (Omphalia), 392. 
hepaticus (Agaricus), 392. 
herpetictu (Cort. Phleg.), Ill 
heteroclita (Pholiota), 219. 
heteroclitus (Agaricus), 219. 
hinmUeus (Cort Tela.), 46. 
hircinus (Cort. Ino.), 78. 
himeola (Clitocybe), 408. 

Var. major, 408. 
himeola (Agaricus), 408. 
hirstUa (Inocybe), 182. 
hirsutus (Agaricus), 182. 
hispididus (Pluteus), 286. 
hispidulus (Agaricus), 286. 
hiulca (Inocybe), 192. 
hiulcus (Agaricus), 193. 
Hobsoni (Pleurotus), 381. 
Hobsoni (Agaricus), 382. 
Hookeri (Agaricus), 190. 
horizontalis (Naucoria), 155. 
horizontalis (Agaricus), 155. 
HoughUmi (Hygropborus), 334. 
Houghioni (Cantharellus), 325. 
hyhrida (Fiammula), 139. 
hybridus (Agaricus), 139. 
hydrophila (Naucoria), 169. 
hydrogramma (Omphalia), 384. 
hydrogrammus (Agaricus), 384. 
hypnophilus (Pleurotus), 382. 
hypnopbilus (Agaricus), 382. 
hypnorum (Agaricus), 149. 
hypnorum (Gal era), 149. 

Var. sphagnorum, 149. 
„ hryorum, 149. 
hypothejus (Hygropborus), 360. 
hystrix (Inocybe), 181. 
hystrix (Agaricus), 181. 

icterina (Nolanea), 263. 
icterinus (Agaricus), 263. 
illibatus (Cort. Myx.), 91. 
iUuminus (Cort. Hygr.), 20. 
iliopodius (Cort. Tela.), 55. 
imbutus (Cort. Hygr.), 22. 
impennia (Cort. Tela.), 40. 
inaurata (Fiammula), 137. 
inaui-atus (Agaricus), 137. 



incana (Leptonia), 254. 
incanus (Agaricus), 254. 
incamata (Inocybe), 185. 
incamatus (Agaricus), 186. 
iTicilis (Clitocybe), 426. 
incilis (Agaricus), 426. 
incisus (Cort. Tela.), 55. 
infractus (Cort. Phleg.), 101. [324. 
infundibuli/ormis (Cautharellos), 
infundibuliformis (Clitdfcybe), 425. 

Var. membrancLceus, 425. 
infundibuliformis (Agaricus), 425. 
infucatus (Cort. Dermo.), 70. 
infuia (Nolanea), 264. 

Var. verBiformU^ 264. 
infola (Agaricus), 265. 
infumata (Omphalia), 395. 
infumatus (Agaricus), 395. 
injticundtu (CJort. Tela.), 50. 
innocua (Naucoria), 156. 
innocuus (Agaricus), 157. 
inopoda (Fiammula), 138. 
inopus (Agaricus), 138. 
inomata (Clitocybe), 407. 
inomatus (Agaricus), 408. 
integreUa (Omphalia), 402. 
integrellus (Agaricus), 402. 
intermediiM. (Hygropborus), 339. 
inquilina (Tubaria), 126. 

Var. ecboluSf 126. 
Inquilinus (Agaricus), 126. 
inverstbs (Clitocybe), 429. 
inversus (Agaricus), 430. 
involuttui (Paxillus), 9. 
involutus (Agaricus), 9. 

Var. excentricuts, 10. 
irrigatus (Hygropborus), 351. 
ins (Cort. Tela.), 58. 
isabellinvs (Cort. Hygr.), 25. 

jecorinus (Agaricus), 212. 
jubatum (Entoloma), 275. 
jubarinus (Cort Hygr.), 27. 
jubatus (Agaricus), 276. 
juncea (Nolanea), 259. 
juncea (Agaricus), 259. 
juncina (Fiammula), 132. 
juncinus (Agaricus), 132. 
Junghuhnii (Cort. Hygr.), 33. 
Junonia (Pholiota), 225. 
Junonius (Agaricus), 225. 
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Kromhhohii (Cort Hygr.), 29. 

laccata (Laccaria), 443. 
laccatus (Agaricus), 443. 
lactus (Hygrophorus), 333. 
lacera (Inooy oe), 187. 
lacerus (Agaricus), 187. 
lampropoda (Leptonia), 251. 
lampropus (Leptonia), 251. 
laniger (Cort. -Tela.), 36. 
lantiginosa (Inocybe), 183. 
lanugiuosus (Aguricus), 183. 
lappula (Agaricus), 251. 
lappula (Leptonia), 250. 
largus (Cort. Pbleg.), 99. 
lateritia (Galera), 144. 
lateritius (Agaricus), 144. 
latissima (Naucoria), 165. 
latissima (Agaricus), 165. 
lauro-cerasi (Pleurotus), 377. 
lauro-cerasi (Agaricus), 377. 
lazuUna (Leptonia), 254. 
lazuHnus (Leptonia), 254. 
Leigktoni (Pleurotus), 380. 
Leightoni (Agaricus), 880. 
lenta (Flammula), 130. 
lentuB (Agaricus), 130. 
leochroma (Pholiota), 216. 
leochromus (Agaricus), 216. 
leoninus (Pluteus), 290. 
Var. coccineu8, 290. 
leoninus (Agaricus), 290. 
leontopodiua (Lentinus), 313. 
lepideus (Lentinus), 313. 
l^dopus (Oort. Dermo.), 65. 
l^^ta (Paxillus), 5. 
l^orinw (Hygrophorus), 344. 
l^jtopua (Paxillus), 10. 
ImteophyUa (Omphalia), 388. 
leuoophyllus (Agaricus), 388. 
leuco}>haeu8 (Cantliarellus), 325. 
leucojfms (Oort. Bygr.), 30. 
Ucinipes (Ck>rt. Tela.), 39. 
lignatilU (Pleurotus). 369. 
lignatilis (Agaricus), 369. 
Umadnus (Hygrophorus), 359. 
limonifu (Cort. Tela.), 45. 
Umpidus (Pleurotus), 376. 
limpidufl (Agaricus), 376. 
liqueteetiB (Entoloma), 273. 
liqaescens (Agaricus), 274. 



liquiritiae (Flammula), 140. 
liquiritiae (Agaricus), 140. 
livido-albus (Hygrophorus), 362. 
lividO'Ochraceous (Cort. Myx.), 88. 
lividum (Entoloma), 268. 

Var. roseus, 268. 
lividus (Agaricus), 268. 
lividus (Paxillus), 8. 
lobatus (Cantharellus), 328. 
longicaudum (Hebeloma), 176. 

Var. radicatua, 177. 
longicaudus (Agaricus), 177. 
Loveiana (Volvaria), 293. 
Loveianus (Agaricus), 294. 
lubrica (Flammtdd) 131. 
lubricus (Agaricus), 131. 
lucifer (Pholiata), 224. 
lucifer (Agaricus), 224. 
lucifuga (Inocybe), 198. 
lucifugus ((Agaricus), 198. 
lucorum (Cort. Tela.) 41. 
lugubris (Naucoria), 152. 
lugubris (Agaricus), 152. 
lugens (Hebeloma), 177. 
lugens (Agaricus), 177. 
lupina (Fkmmula), 131. 
lupinus (Agaricus), 131. 
lustratus (Cort. Piileg.), 97. 
luteopes (Cortinarius), 107. 
Ittxurians (Pholiota), 217. 
luxurians (Agaricus), 217. 

madidum (Entoloma), 273. 
madidus (Agaricus), 273. 
macropua (Cort. Tela.), 36. 
magnimamma (Hebeloma), 179. 
magnimamma (Agaricus), 179. 
majalis (Agaricus), 275. 
majalis (Entoloma), 280. 
majalis (Agaricus), 280. 
malachius (Cort. Inc.), 77. 
malicorius (Cort. Dermo.), 70. 
mammosa (Nolanea), 259. 
mammosus (Agaricus), 259. 
margaritisponi (Agaricus), 195. 
margaritispora (Inocybe), 195. 
maritima (Inocybe), 186. 
maritimus (Agaricus), 186. 
marginata (Pholiota), 229. 
marginatus (Agaricus), 229. 
maUrucatus (Pleurotus), 379. 
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mAstmoatuB (AgaricnsX 378. 
maura (Omphalia), 385. 
mauruB (A^uricus), 385. 
maxima (Clitooybe), 424. 
maximuB (Agarioos), 424. 
media (YolvariaX 296. 
medius (AgariouB), 296. 
meHnoideBiSaxiconfi), 157. 
melinoides (Agaricua), 157. 
meaodactyluB (Agaricua), 218. 
mesophaeuB (Agaricus), 174. 

Yar. miuor, 175. 
mesophaeum (HebelomH), 174. 
mesdemhruB (Hygrophonis), 362. 
metachroa (Clitocybe), 437. 
metachrouB (Agaricns), 487. 
metapoditu (HygrophoniB), 850. 
micaceue (Hygrophorus), 337. 
mierocyeltu (Curt Tela.), 39. 
miltinui (Gort Dermo.), 65. 
milvinfu (Gort. Hygro.), 34. 
mitia (Pleurotis), 875. 
mitia (Agarious), 875. 
miniattu (Hygrophorus), 836. 
mintUa (Galera), 149. 
minutis (AgariouB), 150. 
mixta (Flammula), 131. 
mixtuB (Agarioas), 132. 
mniophila (Galera), 149. 
mniophiluB (Agaricua), 149. 
mdUis (GrepidotuB), 117. 
mollis (Agaricus), 117. 
molliscoria (Pholiota), 215. 
molliticorium (Agaricus), 215. 
monstrosa (Clitocybe), 423. 
monstrosus (Agaricus), 423. 
mucifluua (Gort. Myx.), 87. 
mucronellus (Hygrophorus), 336. 
multiformis (Gort. Phleg.), 102. 

YsLT. flavescenSf 103. 
mundulus (Glitopilus), 245. 
mundulus (Agaricus), 245. 
muralis (Omphalia), 393. 
muralis (Agaricus), 393. 
muricinus (Gart. Inc.), 76. 
murinacius (Hygrophorus), 343. 
mii8cigenu8 (Gantharellus), 327. 
muscorum (Tubaria), 124. 
muscoiiim (Agaricus), 124. 
musivum (Hebeloma), 170. 
musiyus (Agaricus), 170. 



muUdina (Pholiota), 230. 
muBtelinuB (Agaricus), 230. 
mutahUia (Pholiota), 228. 
mutabilis (Agaricus), 229. 
mtUica (Inocybe), 189. 
mutious (Agaricus), 189. 
mutUtu (Pleurotus), 371. 
mutilus (Agaricus), 371. 
myoenoidea (Pholiota), 231. 
mycenoides, (Agaricus), 281. 
myeenopna (Galera), 150. 
myceuopsis (Agaricus), 150. 
myoaotia (Naucoria), 164. 
myosotis (Agaricus), 164. 
myrtillinua (Gort. Dermo.), 62. 

nanus (Agaricus), 288. 
nanus (Piuteus), 287. 

Yar. luteaeena, 288. 
„ major, 288. 
napua (Gort. Phleg.), 108. 
nasutus (Agaricus), 160. 
nauaeoaum (Hebeloma), 178, 
nauaeosum (Agaricus), 178. 
nebtUaria (Giitocybe), 405. 
nebularis (Agaricus), 405. 
nefrena (Leptonia), 256. 
nefrens (Agaricus), 256. 
nemoreua (Hygrophorus), 845. 
NeviUae (Omphalia), 889. 
Nevillae (Agaricus), 3^. 
nidorusus (Agaricus), 282. 
nidoroaum (Entoloma), 282. 
nigreUa (Eccilia), 240. 
nigrella (Agaricus), 240. 
nigripea (Nolanea), 262. 
Nigripes (Agaricus), 262. 
nigrocinnamo7nev/m (Entoloma), 279. 
nigrocinnamomeus (Agaricus), 

279. 
nitena (Flammula), 141. 
nitens (Agaricus), 141. 
nitidua (Gort. Myx.), 89. 
nitratus (Agaricus), 843. 
nitratua (Hygrophorus), 343. 

Yar. glaitco-nitena, 344. 
nitroaua (Gort. Tela.), 48. 
niveua (Bolbitius), 207. 
nivetta (Hygrophorus), 347. 
nucea (Naucoria), 158. 
nuceus (Agaricus), 158. 



INDEX. 



455 



nudipes (Hebeloma), 178. 
nudipes (Agaricus), 178. 
nados (Agaricus), 408. 

obbata (Clitocybe), 434. 
obbatus (Agaricus), 434. 
abrusetu (Hygrophorus), 338. 
d>8eura (Inocybe), 190. 

Var. rttfus, 190. 
obscurus (Inocybe), 190. 
obeoletus (Clitocybe), 440. 
obaoletus (Agaricus), 440. 
obttua (Naucoria), 153. 
obtusus (Naucoria), 153. 
cbtusus (Oort. Hygr.), 32. 
oectdata (Clitocybe), 422. 
ooculatus (Agaricus), 423. 
cchrochlora (Flammula), 141. 
ochrochlorus (Agaricus), 141. 
ochroUucus (Cort. Dermo.), 59. 
ochroleucus (Agaricus), 59. 
odora (Clitocybe), 412. 
odorus (Agiiricus), i 12. 
offticiata (Omphalia), 385. 
offuoiata (Agaricus), 386. 
olivaceo-cdbws (Hygrophorus), 359. 
om^ophila (Pholiota), 212. 
Var. hrunneola, 212. 

ombrophila (Agaricus), 212. 
omniscus (Omphalia), 390. 

omniscus (Agaricus), 391. 

opaca (Clitocybe), 422. 

opaous (Agaricus), 422. 

opimtu (Cort. Inc.), 74. 
Var. fulvdbrunneus^ 75. 

opiparia (Clitorjybe), 409. 

opiparius (Agaricus), 409. 

orhiformis (Clitocybe), 437. 

orbiformis (Agaricus), 437. 

orbicularis (A«:aricus), 163. 

oreeUa (Clitopilus), 244. 

orcella (Agaricus), 244. 

orceUoides (Paxillus), 7. 

orellanuB (Cart. I>ermo.), 69. 

oriehalcew (Cort. Phleg.), 109. 

ostreattu (Plourotus), 371. 
Var. glandulosuB, 372. 
„ euosmiM, 372. 

ostreatus (Agaricus), 371. 

atfalU (Galera), 146. 

ovalis (Agaricus), 146. 



ovinus (Hygrophorus), 350. 
oviuus (Agaricus), 350. 

poLeaceus (Cort. Tela.), 57. 
palmatus (Crepidotus), 117. 
palmatus (Agaricus), 117. 
paludosa (Tubaria), 123. 
paludosus (Tubaria), 123. 
panaeolus (Paxillus), 6. 

Var. sptloTnaetM, 7. 
pannoides (Paxillus), 11. 

Var. fcigi, 12. 
pantoleucus (Pleurotus), 370. 
pantoleucus (Agaricus), 370. 
papulosus (Cort. Phleg.X 116 

Var. major, 116. 
paradoxus (Paxillus), 8. 
paradoxus (Agaricus), 9. 
parasitica (Nyctalis), 329. 
partlis (Clitocybe), 427. 
mrilis (Agaricus), 427. 
Farkensis (Ecoilia), 239. 
Parkensis (Agaricus), 239. 
parvulus (Agaricus), 296. 
parmda (Volvaria), 296. 

Var. hiloba, 296. 
pasctia (Nolanea), 257. 
pascuus (Agaricus), 257. 
patdlaris (Panus), 310. 
pateriformia (Cort. Hygr.), 27. 
pausiaca (Clitocybe), 438. 
pausiacus (Agaricus), 438. 
paxiUua (Pholiota), 227. 
paxillus (Agaricus), 227. 
pdlitus (Pluteus), 287. 
peUudda (Tubaria), 124. 
pellucidus (Agaricus), 124. 
penarius (Hygrophorus), 355. 
penarius (Agaricus), 355. 
pennidUcituB (Cort. luo.), 85. 
perhrevis (Inocybe), 196. 
pergamena (Clitocybe), 421. 
pergamenus (Agaricus), 421. 
periscdis (Cort. Tela).), 53. 
perlata (Inocybe), 193. 
perlatus (Agaricus). 194. 
Persooniana (Agaricus), 271. 
petahides (Pleurotus), 374. 
petaloides (Agaricus), 874. 
petiginoaum (Hebeloma), 179. 
petiginoBUS (Agaricus), 180. 
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pezizoidea (Crepidolus), 120. 
pezizoides (Agaricus), 120. 
jjiiaeocepTuda (Inooybe), 192. 
phaeocephalus (Agarious), 192. 
PhiUipni (Orepidotus), 120. 
Phillipsii (Agaricus). 120. 
phUonitis (Omphalia), 390. 
philonitU (Agaricus), 390. 
pblebophoniB (Agaricus), 277. 
pUebophoru% (Pluteus), 291. 
phlebophoras (Agaricus), 291. 
phdideus (Cort. Ino.), 83. 
phrygianus (Cort. Ino.), 8i. 
phyuophila (Clitocybe), 414. 
phyllophilus (Agaricus), 414. 
pioea (Nolanea), 263. 
piceus (Agaricus), 264. 
picrea (Flammula), 140. 
picreus (Agaricus), 140. 
picta (Omphalia), 398. 
pictus (Agaricus), 398. 
pisciodora (Nolanea), 260. 
pisciodorus (Ag:arious), 261. 
pithyophila (Clitocybe), 415. 
pithyophilus (Agaricus), 415. 
placeria (Entoloma), 270. 
placenta (Agaricus), 270. 
placida (Leptonia), 250. 
placidus (Agaricus), 250. 
plumiger (Cort. Tela,), 41. 
plumosa (Inocybe), 183. 
plumosus (Agaricus), 184. 
pluvius (Cort. Myx.), 92. 
polius (Clitocybe), 407. 
polius (Agaricus), 407. 
pomposus (Agaricus), 134. 
popinalis (Clitopilus), 245. 
popinalis (Agaricus), 246. 
porphyropus (Cort. Phleg.), 114. 
porriginosa (Naucoria), 166. 
porriginosa (Agaricus), 166. 
porrigens (Pleurotus), 378. 
porrigens (Agaricus), 378. 
Postii (Agaricus), 386. 
Postii (Omphalia), 386. 

Var. aurea, 387. 
praecox (Pholiota), 214. 
praecox (Agaricus), 214. 
praesti'giosus (Cort. Tela.), 41. 
paragandis (()ort. Tela.), 45. 

Var. praeatigioBUs, 45. 



pranntu (Cort. Phleg.), 110. 
pratensis (Hygrophorus), 345. 

Var. paUidus 346. 
„ cinereus^ 316. 
privignvs (Cort. Hygr.), 19. 
pruinota (Clitocybe), 435. 
pruinosus (Agaricus), 435. 
prunuUndes (Entoloma), 269. 
prunuloides (Agaricus), 269. 
pruntdus (ClitopilusX 243. 
prunulus (Agaricus), 243. 
psammocephalus (Cort. Tela.), 54. 
psammocephalus (Agaricus), 55. 
pseudoandroscLcea (Omphalia), 396. 
pseudoandrosaceus (Agaricus), 396. 
psittacinua (HygrophorusX 341. 
psittacinus (Agaricus), 341. 
pudica (Pholiata), 216. 
pudicus (Agaricus), 216. 
pudorinus (Hygrophorus), 356. 
pulmooarius (Agaricus), 375. 
pulmonaritu (Pleurotus), 375. 

Yax.juglandis, 375. 
pulverulentus (Hygrophorus) 355. 
pulvertUentu8 (Lentinus), 314. 
pumila (Pholiota), 231. 
pumila (Agaricus), 231. 
punctatus (Cort, Tela.), 51. 
punctatum (Hebeloma), 173. 
punctatus (Agaricus), 173. 
puniceus (Hygrophorus), 338. 
purpurata (Flammula), 142. 
purpuratus (Agaricus), 143. 
purpurascens (Cort. Phleg.), 106. 

Var. svbpurpurascens, 107. 
pusiola (Naucona), 158. 
pusiolus (Agaricus), 158. 
pygmaeo^ffinis (Galera), 147. 
pygmaeo-affinis (Agaricus), 148. 
pyriodora (Inocybe\ 185. 
pyriodorus (Agaricus), 185. 
pyzidata (Omphalia), 387. 
pyzidatus (Omphalia), 387. 

quadricolor (Cort. Tela.) 43. 

radicosus (Cantharellus), 322. 
radicosa (Pholiota), 215. 
radicosus (Agaricus), 216. 
Ralfsii (crepidatus), 120. 
Balfsii (Agaricus), 120. 
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raphanoides (Cort. Dermo.X 72. 
ravida (Galera), 150. 
ravidus (Agaricus), 150. 
reclina (Inocybe), 181. 
reclinus (Agaricus), 182. 
redeffniius (Cort. Ino.), 80. 
Beedii (Cort. Hygr.), 30. 
renidens (Cort. Hygr.), 25. 
reniformis (Pleurotis), 376. 
ren^ormls (Agaricus), 376. 
Benneyi (Inocybe). 201. 

Var. Tnajor, 201. 
Renneyi (Agaricus), 201. 
repandtim (Entoloma), 269. 
repandus (Agaricus), 269, 270. 
repUixus (Caatharellus), 826. 

Var. devexusn 327. 
resinacetu (Lentinus), 314. 
resutum (Entoloma), 276. 
resutus (Agaricus), 276. 
reticvlatus (Pluteolus), 208. 
reticulatus (Agaricus), 208. 
retirugus (Cantliarellus), 328. 
retosta (Ompbalia), 395. 
retostus (Agaricus), 396. 
revolutw (Paxillus), 8. 
revnlutus (Pleurotus), 373. 

Var. anglicus, 373. 
revolutus (Agaricus), 373. 
rhodopolium (Entoloma), 279. 
rhodopoUus (Agaricus), 280. 
rhodocyliz (Eccilia), 241. 
rhodocylix (Agaricus), 241. 
riculaius (Cort Dermo.), 60. 
rieden (Cort Pbleg.), 99. 
rigeru (Cort. Hygr.), 22. 
rigidus (Cort. Tela.), 57. 
rimosa (Inocybe), 194. 
rimosus (Agaricus), 194. 
rimulincola (Naucoria), 156. 
rimulincola (Agaricus ), 156. 
rivtdosa (Clitocybe), 413. 

Var. neptuneus, 413. 
rivulosus (Agaricus), 413. 
rivulonu (Bolbitius), 207. 
roieo-albus (Pluteus), 289. 
roseo-albus (Agaricus), 290. 
nibpUus (Cort Tela.), 47. 
ruitida (Nolanea), 266. 
rubidus (Agaricus), 266. 
rvbi (Crepidotus), 121. 

VOL. n. 



rubi (Agaricus), 121. 
rvbiginosa (Galera), 148. 
rubiginosus (Agaricus), 148. 
rufo-camea (Nolanea), 262. 
rufo-cameus (Agaricus), 262. 
rufulus (Agaricus), 393. 
ru88o-coriaeett8 (Hygrophorus), 847. 
ru88U8 (Cort PMeg.), 100. 
rustica (Ompbalia), 391. 
rusticus (Agaricus), 392. 
Ruthae (Plemotus), 368. 
Kuthae (Agaricus), 368. 

sadlen (ClitocybeX 441. 
sadleri (Agaricus), 442. 
saepiaria (Lenzites), 305. 
saginua (Cort. Phleg.), 100. 
saUcinus (Pluteus), 286. 

Var. herylluSy 287. 
„ floooosOy 287. 
salicinus (Agaricus), 287. 
salignus (Pleurotus), 378. 
salignus (Agaricus), 373. 
salor (Cort. Myx.), 90. 
sawbueina (Inocybe), 197. 
sambucinus (Agaricus), 198. 
sanguineus (Cort. Dermo.), 67. 
«apt(itt«<Pleurotas), 370. 
sapidus (Agaricus), 871. 
sapinea (Flammula), 189. 

Var. terreslris, 140. 
sapineus (AgaricusX 139. 
satuminus (Cort. Hygr.) 21. 
Saundersii (Entoloma), 274. 
Saundersii (Agaricns), 275. 
scabeUa (Inocybe), 200. 
scabellus (Agaricus). 200. 
acobcr (Inocybe), 186. 
scaber (Agaricus), 186. 
scawJba (Flammula), 142. 
scambus (Agaricus), 142. 
scandens (0)rt. Hygr.), 80. 
scaurus (Cort. Phleg.), 111. 
schista (Inocybe), 191. 
schistus (Agaricus), 191. 
sciophantLS (Hygrophorus), 388. 
scclecina (Naucoria). 160. 
scolecinus (Agaricus), 160. 
scoticus (Lentinus), 316. 
scutuUUus (Cort Tela.), 42. 
sehaceus (Cort Phleg.), 97. 

2 H 



458 



INDEX. 



semibulboflns (Agarions). 2S9. 
aemibulo9u$ (Pluteus), 288. 
temi^lexa (Nanooria), 155. 
semiflexoB (AgariousX 156. 
aemiorbicularis (Nancoria), 163. 
seneieen$ (Hebeloma), 171. 
seneBcens (Agaricas), 171. 
tenUU (Glitocybe), 431. 
senilis (Agaricas), 431. 
8epticu8 (Plenrotus), 378. 
teranus (Cort. Phleg.), 112. 
serioeus (Agaricas), 271, 282. 
fericeum (Entoloma), 281. 
8ericeUum (Entoloma), 277. 
sericellus rAgaricns), 277. 
serotintu (Pleurutns), 374. 
serotinus (Agaricus), 375. 
terrulata (Leptonia), 252. 
semilatns (Agarious), 252. 
tideroides (Nancoria), 161. 
sideroides (Agaricus). 161. 
siliginea (Galera), 145. 
siligineus (Agaricus), 145, 146. 
sinapizans (Agarious), 175. 
nnapizans (Hebeloma), 175. 
sinaonia (Inocybe), 199. 
sindonius (Agaricus), 199. 
iinopica (Glitocybe), 426. 
sinopicus (Agaricus), 426. 
sinuatum (Entoloma), 268. 
mnuosum (Hebeloma), 170. 
flinuosus (Agaricus), 170. 
nparia (Nancoria), 167. 
siparius (Agaricus), 167. 
Smithii (CUtopilns). 248. 
gdbria (Nancoria), 166. 

Var. dispersusy 166. 
sobrins (Agaricus), 166. 
socialis (Glitocybe), 410. 
socialis (Agaricus), 410. 
sdUtitialis (Leptonia), 252. 
solstitialis (Agaricus), 252, 
spadiceus (Hygrophoms), 342. ' 
spartea (Galera), 147. 
sparteus (Agaricus), 147. 
speciosa (Volvaria), 295. 
speciosus (Agaricus), 295. 
spectahilis (Pholiota), 222. 
spectabilis (Agaricus), 222. 
speculum (Entoloma), 282. 
speculum (Agaricus), 283. 



sphagnioola (Omphalia), 389. 
sphagnicola (Agaricns), 390. 
sphalBromorpha (Pholiota), 214. 
sphaleromorphns (Agaricus), 214. 
spUopw (Pluteus), 288. 
spilopus (Agarious), 288. 
apinulosa (Glitocybe), 427. 
spinnlosuB (Agaricus), 428. 
spilomeus (port. Dermo.), 64. 
splendens Glitocybe), 429. 
splendens (Agaricus), 429. 
9pongio8U8 (Pleurotus), 366. 
spongiosus (Agaricus), 366. 
spwnosa (Flammnla), 132. 
spuuiosus (Agaricus), 133. 
squarrosus (Agaricus), 221. 
squarrosa (Pholiota), 220. 
Var. MuOerU 221. 

„ verrucuUmjtBy 221. 

„ r^exuSy 221. 
etagnina (Tubaria), 124. 
stagninus (Agarious), 124. 
stellata (Omphalia), 897. 
stellatus (Agaricus), 397. 
stemmatus (Gort. Tela.), 57. 
Steveruoni (Gantharellus), 326. 
Stevensonii (Panns), 311. 
8tillatitiu8 (Gort. Myx.), 91. 
stilbocephalus (Glitopilus), 248. 
stillbocephalus (Agaricus), 248, 

249. 
straminipes (Glitopilus), 248. 
straminipes (Agaricus), 248. 
striapes (Naucoria), 160. 
striapes (Agaricus), 160. 
striattdus (Pleurotus), 382. 
striatulus (Agaricus), 382. 
striaepileus (Omphalia), 388. 
striaepileus (Agaricus), 388. 
stipticus (Agaricus), 1 18. 
stypticus (Panus), 309. 
8ubalutacea (Glitocybe), 411. 
subalutaceus (Agaricus), 412. 
mbcollariatum (Hebeloma), 175. 
subcollariatus (Agaricus), 175. 
subdecastes (Glitocybe), 418. 
subdecastes (Agaricus), 418. 
svhferruginev^ (Gort. Hygr.), 15. 
suhglobosa (Nolanea), 263. 
subglobosus (Agaricus), 263. 
subinvoluta (Glitocybe), 428. 



